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NOTICE  TO  APPLICANTS 

ALL  “BZ”  AND  “A"  APPLICATIONS 
ADDITIONAL  FILING  REQUIREMENT 

Beginning  January  1,  1978,  all  applicants  filing  “BZ”  and  “A” 
applications  will  be  required  to  submit,  with  their  applications,  a  cost 
analysis  form.  This  form  is  now  available  at  the  Applications  Desk. 

This  form  will  provide  the  Board  with  construction  and  alteration 
cost  information,  and  will  permit  the  Board  to  determine  its  impact  on 
the  city’s  economic  viability. 

This  submission,  which  is  in  addition  to  current  filing  requirements 
and  does  not  constitute  the  financial  information  requirement  of  72-21, 
is  for  internal  Board  use  only.  You  need  not  submit  this  form  to  the 
local  community  board  as  part  of  your  application. 

Alan  D.  Gershuny,  Executive  Director 


Notice  to  Applicants. 
Docket. 
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Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  January 


10,  1978, 

Affecting  Calendar 

Numbers — 

547-77-A 

185-75-BZ 

464-77-BZ 

86 1-48- BZ- 

526-76-BZ 

472-77-BZ 

Vol.  I 

729-70-A 

510-77-BZ 

283-52-BZ— 

37-50-BZ 

559-77-BZ 

Vol.  II 

317-50-BZ 

656-77-BZ 

622-55-BZ— 

113-77-BZ 

383-76-BZ 

Vol.  Ill 

297-77-BZ 

240-77-BZ 

710-55-BZ 

298-77-A 

511-77-BZ 

627-70-BZ— 

454-77-BZ 

610-77-BZ 

Vol.  II 

455-77-A 

655-77-BZ 

100-71-BZ 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Janu 
ary  10,  1978,  Affecting  Calendar  Numbers — 


532-77-A 

373-77-A 

398-77-A 

424-77-A 

533-77-A 

375-77-A 

399-77-A 

426-77-A 

534-77-A 

376-77-A 

400-77-A 

427-77-A 

535-77-A 

377-77-A 

401-77-A 

428-77-A 

536-77-A 

378-77-A 

402-77-A 

429-77-A 

537-77-A 

379-77-A 

403-77-A 

430-77-A 

538-77-A 

380-77-A 

404-77-A 

431-77-A 

539-77-A 

382-77-A 

405-77-A 

432-77-A 

540-77-A 

383-77-A 

406-77-A 

433-77-A 

541-77-A 

384-77-A 

407-77-A 

435-77-A 

542-77-A 

385-77-A 

408-77-A 

436-77-A 

543-77-A 

386-77-A 

409-77-A 

437-77-A 

544-77-A 

387-77-A 

410-77-A 

438-77-A 

291-77-A 

388-77-A 

411-77-A 

439-77-A 

468-77-A 

389-77-A 

412-77-A 

440-77-A 

469-77-A 

390-77-A 

415-77-A 

442-77-A 

557-77-A 

391-77-A 

416-77-A 

443-77-A 

617-77-A 

392-77-A 

418-77-A 

444-77-A 

618-77-A 

393-77-A 

419-77-A 

445-77-A 

619-77-A 

395-77-A 

420-77-A 

446-77-A 

657-77-A 

396-77-A 

421-77-A 

447-77-A 

862-77-A 

397-77-A 

422-77-A 

449-77-A 

372-77-A 

450-77-A 

Correction  Affecting  Calendar  Number — 
299-77-BZ 
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DOCKET 

New  Cases  filed  up  to  January  10, 1978 

Cal.  No.  Dept.  Premises  Affected 

973-77-SM — Certain-Teed  Asbestos  Cement  Pressure 
Pipe  with  Fluid-Tite  Coupling,  manufactured  by  Certain- 
Teed  Products  Corp.,  material. 


974-77-SM — Erico  Blue  Arc  welding  studs,  Models  EC- 
100,  EC-200,  EPS-2400,  manufactured  by  Erico  Products, 
Inc.,  Material. 


975-77-BZ — B.B. — 184-186  Lawrence  Avenue,  south  side, 
205.4  feet  west  of  Ocean  Parkway,  Block  5423,  Lot  36, 
Borough  of  Brooklyn,  Community  Board  #12BK.  Alt. 
#1154/77,  re-  Enlargement  of  paint  and  shellac  manufac¬ 
turing  and  storage,  Cont.  to  Sec.  22-10  and  52-22  of  ZR. 


976-77-SA — Audio  Evacuation  System,  various  models, 
manufactured  by  Lear  Siegler,  Inc.,  Appliance. 


977-77-SA — ILVS,  MPV,  HPV  and  GSV  Pumps,  manu¬ 
factured  by  Afton  Pumps,  Inc.,  Appliance. 


978-77-SM — McTighe  Oil-Water  Separators,  various 
models,  manufactured  by  Buffalo  Tank,  Material. 


979-77-A — B.S.I. — 491  Barclay  Avenue,  east  side,  60.11 
feet  north  of  Shirley  Avenue,  Block  6370,  Lot  4,  Anna- 
dale,  Borough  of  Staten  Island,  Alt.  #1338/77,  re-  Storm 
water  disposal,  Local  Law  #7. 


980-77-A — B.S.I. — 497  Barclay  Avenue,  northeast  corner 
of  Shirley  Avenue,  Block  6370,  Lot  1,  Annadale,  Borough 
of  Staten  Island,  Alt.  #1337/77,  re-  Storm  water  disposal, 
Local  Law  #7. 


981-77-BZ — B.M. — 405-411  East  73rd  Street,  north  side, 
113  feet  east  of  First  Avenue,  Block  1468,  Lot  5,  Borough 
of  Manhattan,  Community  Board  #8M,  N.B.  #30/77,  re- 
Physical  Culture  establishment  in  R8  zone,  Cont.  to  Sec. 
22-00  ZR,  30  feet  rear  yard. 


982-77-A — B.M. — 405-411  East  73rd  Street,  north  side,  113 
feet  east  of  First  Avenue,  Block  1468,  Lot  5,  Borough  of 
Manhattan,  N.B.  #30/77,  re-  Gymnastic  tent,  space  cont. 
to  Sec.  C.26-718.3  lot  lines. 


983-77-A — B.S.I. — 362  Lamoka  Avenue,  south  side,  36.25 
feet  east  of  Ridgewood  Avenue,  Block  5482,  Lot  49, 
Eltingville,  Borough  of  Staten  Island,  N.B.  #1064/74,  re- 
Storm  water  disposal,  Local  Law  #7. 


984-77-A — B.S.I. — 366  Lamoka  Avenue,  southeast  corner 
of  Ridgewood  Avenue,  Block  5482,  Lot  48,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #1065/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


895-77-A — -B.S.I. — 447  Cortelyou  Avenue,  west  side, 
348.70  feet  south  of  Lamoka  Avenue,  Block  5481,  Lot  26, 
Eltingville,  Borough  of  Staten  Island,  N.B.  #1049/74,  re- 
Storm  water  disposal,  Local  Law  #7. 


986-77-A — F.D. — Packaging  of  nail  polish  remover  in  16 
ounce  polyethylene  container,  not  in  compliance  with  the 
Administrative  Code. 


987-77-BZ — B.B. — 216-220  Ross  Street,  southwest  corner 
of  Williamsburgh  Street,  Block  2188,  Lot  26,  Borough  of 
Brooklyn,  Community  Board  #1BK.  N.B.  #164/77,  re- 
Proposed  retail  store,  Cont.  to  Sec.  22-00  ZR,  bulk  and 
parking  requirements. 


988-77-BZ — B.B. — 548  Prospect  Avenue,  1684-1690  10th 
Avenue,  southwest  corner,  Block  871,  Lot  37,  Borough  of 
Brooklyn,  Community  Board  #7BK.  N.B.  #199/77,  re- 
Class  “A”  M.D.,  Cont.  to  Sec.  23-45  ZR. 


989-77-BZ — B.B. — 68-72  North  Henry  Street,  east  side, 
50  feet  south  of  Engert  Avenue,  Block  2729,  Lot  20,  Bor¬ 
ough  of  Brooklyn,  Community  Board  #1BK.  N.B. 
#8146,  re-  Warehouse,  Cont.  to  Sec.  52-34  ZR. 


990-77-BZ — B.M. — 260  West  Broadway,  northwest  cor¬ 
ner  of  Beach  Street,  Block  212,  Lot  56,  Borough  of  Man¬ 
hattan,  Community  Board,  #1M,  Alt.  #  399/77,  re-  Loft 
dwellings,  Cont.  to  Sec.  111-153  ZR,  windows  that  open 
on  street  or  yard  Cont.  to  Sec.  111-111  ZR. 


991-77-A — F.D. — 42-50  West  39th  Street,  south  side,  560 
feet  west  of  West  39th  Street,  Block  840,  Lot  71,  Borough 
of  Manhattan,  F.D.  letter  #114086.01,  Elevator  in  readi¬ 
ness. 


992-77-A — F.D. — 11-13  East  26th  Street,  north  side,  6-8 
East  27th  Street,  157  feet  east  of  Fifth  Avenue,  Block  856, 
Lot  9,  Borough  of  Manhattan,  F.D.  letter  #110948.01, 
Elevator  in  readiness. 


993-77-A — Fire  Department  letter  November  28,  1977, 
re-  Fuel  Oil  Tank  Trucks. 


994-77-BZ — B.Q. — 89-43,  89-49  Doran  Avenue,  north  side, 
119.68  feet  west  of  Woodhaven  Boulevard,  Block  3872, 
Lot  49,  Glendale,  Borough  of  Queens,  Community  Board 
#5 Q,  Alt.  #  1067/77,  re-  Proposed  change  from  accessory 
garages  to  storage  use  for  commercial  stores,  Cont.  to 
Sec.  12-10  ZR. 


995-77-A — B.B/ — 435  Foster  Avenue,  north  side,  250.554 
feet  west  of  Ocean  Parkway,  Block  5427,  Lot  56,  Borough 
of  Brooklyn,  N.B.  #199/75,  re-  Provide  wheelchair  access 
for  proposed  building  as  per  Sec.  C26-601.1(d)  Adm. 
Code. 


996-77-A — B.B. — 437  Foster  Avenue,  north  side,  230.554 
feet  west  of  Ocean  Parkway,  Block  5427,  Lot  155,  Bor¬ 
ough  of  Brooklyn,  N.B.  #200/75,  Sec.  C26-601.1(d)  Adm. 
Code. 


997-77-A — B.B. — 443  Foster  Avenue,  north  side,  190.554 
feet  west  of  Ocean  Parkway,  Block  5427,  Lot  153,  Bor¬ 
ough  of  Brooklyn,  N.B.  #202/75,  re-  Provide  wheelchair 
access  for  proposed  building  as  per  Sec.  C26-601.1(d) 
Adm.  Code. 


998-77-A — B.B. — 447  Foster  Avenue,  north  side,  170.554 
feet  west  of  Ocean  Parkway,  Block  5427,  Lot  52,  Borough 
of  Brooklyn,  N.B.  #203/77,  re-  Provide  wheelchair  access 
for  proposed  building  as  per  Sec.  C26-601.1(d)  Adm. 
Code. 


999-77-A — B.B. — 449  Foster  Avenue,  north  side,  150.5% 
feet  west  of  Ocean  Parkway,  Block  5427,  Lot  54,  Borough 
of  Brooklyn,  N.B.  #204/75,  re-  Provide  wheelchair  access 
for  proposed  building  as  per  Sec.  C26-601.1(d)  Adm. 
Code. 


1000-77-A— B.B. — 453  Foster  Avenue,  north  side,  130.554 
feet  west  of  Ocean  Parkway,  Block  5427,  Lot  49,  Borough 
of  Brooklyn,  N.B.#  205/75,  re-  Provide  wheelchair  access 
for  proposed  building  as  per  Sec.  C26-601.1(d)  Adm. 
Code. 


1001-77-A — B.B. — 455  Foster  Avenue,  north  side,  110.554 
feet  west  of  Ocean  Parkway,  Block  5427,  Lot  48,  Borough 
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of  Brooklyn,  N.B.  #206/75,  re-  Provide  wheelchair  access 
for  proposed  building  as  per  Sec.  C26-601.1(d)  Adm. 
Code. 


1002-77-A — B.B. — 441  Foster  Avenue,  north  side,  210.554 
feet  west  of  Ocean  Parkway,  Block  5427,  Lot  154,  Bor¬ 
ough  of  Brooklyn,  N.B.  #201/75,  re-  Provide  wheelchair 
access  for  proposed  building  as  per  Sec.  C26-601.1(d) 
Adm.  Code. 


1003-77-A — B.B. — 461  Foster  Avenue,  north  side,  82.554 
feet  west  of  Ocean  Parkway,  Block  5427,  Lot  47,  Borough 
of  Brooklyn,  N.B.  #207/75,  re-  Provide  wheelchair  access 
for  proposed  building  as  per  Sec.  C26-601.1(d)  Adm. 
Code. 


1-78-SA — Dor-O-Pak  11,  various  models,  (automatic  door 
operator  for  swinging  doors),  manufactured  by  Dor-O- 
Matic  Division  of  Republic  Industries,  Inc.  Appliance. 


2-78-A — F.D. — 77  Alaska  Street,  east  side,  50  feet  east  of 
Wayne  Street,  Block  195,  Lot  12,  West  New  Brighton, 
Borough  of  Staten  Island,  Fire  Department  letter  Decem¬ 
ber  19  1977,  re-  Installation  of  diesel  fuel  tanks  above 
ground. 


3-78-A — F.D. — 92  Brook  Street,  south  side,  150  feet  east 
of  Jersey  Street  and  Castleton  Avenue,  Block  34,  Lot  1, 
St.  George,  Borough  of  Staten  Island,  Fire  Department 
letter  December  19,  1977,  re-  Installation  of  diesel  fuel 
tanks  above  ground. 


4-78-BZ — B.M. — 19  Union  Square  West,  25  East  15th 
Street,  northwest  corner,  Block  843,  Lot  20,  Borough  of 
Manhattan,  Community  Board  #5M,  Alt.  #549/77,  re- 
Addition  of  one  enclosed  workroom  and  patio  to  existing 
patio  Cont.  to  Sec.  54-31  Z.R. 


5-78-A — F.D. — 469-75  10th  Avenue,  501  West  36th  Street, 
northwest  corner  (fifth  floor),  Block  708,  Lot  31.  Bor¬ 
ough  of  Manhattan,  Fire  Department  order  #77-7887, 
Provide  sprinkler  protection  under  the  obstructions 
(Bins). 


6-78-A — B.Q. — 44-22  233rd  Street,  west  side,  72  feet 
south  of  Northern  Boulevard,  Block  8165,  Lot  6,  Doug- 
laston,  Borough  of  Queens.  N.B.  #383/75,  re-  Storm 
water  disposal,  Local  Law  #7. 


7-78-A — B.Q. — 36-14  Bud  Place,  northwest  corner  of  36th 
Road,  Block  4968,  Lots  24,  28,  29  and  30,  Flushing,  Bor¬ 
ough  of  Queens,  Alt.  #1167/77,  re-  Storm  water  disposal, 
Local  Law  #7. 


8-78-BZ — B.M. — 2418-36  Amsterdam  Avenue,  west  side, 
blockfront  between  West  180th  Street  and  West  181st 
Street,  Block  2152,  Lot  83,  Borough  of  Manhattan,  Com¬ 
munity  Board  #12M  Alt.  #1188/77,  re-  Gasoline  station 
parking  and  storage,  Cont.  to  Sec.  22-00  and  Sec.  52-22 
Z.R.;  curb  cuts,  rearrange  pumps. 


9-78-A — F.D. — 571-581  Eighth  Avenue,  northwest  corner 
of  West  38th  Street,  Block  762,  Lot  33,  Borough  of  Man¬ 
hattan,  Fire  Department  letter  December  30,  1977,  re- 
Elevator  in  readiness. 


10-78-BZ — B.Q. — 43-21  52nd  Street,  east  side,  210  feet 
north  of  Queens  Boulevard,  Block  1321,  Lots  12,  15  and 
16,  Long  Island  City,  Borough  of  Queens,  Community 
Board  #2Q,  Alt.  #954/77,  re-  Enlargement  of  building, 
parking,  Cont.  to  Sec.  22-00,  52-41,  52-22  Z.R. ;  bulk  regu¬ 
lations  for  a  manufacturing  use  in  residence  district. 


11-78-SM — Axpandcrete  S,  grout,  Manufactured  by  Anti- 
Hydro  Waterproofing  Company,  Material. 


DESIGNATIONS:  D— Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I.; — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx.- — Department  of  Buildings,  Bronx;  H.D. — - 
Health  Department;  F.D. — Fire  Department. 

FEBRUARY  7,  1978,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  7,  1978,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

661-65-BZ 

APPLICANT — Peter  Casini  for  Mario  Di  Filippo,  owner. 
SUBJECT — Application  for  consideration-request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  November  16,  1975 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  a  C2-2 
and  R3-2  district,  the  enlargement  in  area  of  an  existing 
automobile  sales  lot  and  the  addition  to  the  uses  to  include 
accessory  storage  of  automobiles. 

PREMISES  AFFECTED— 129-04  Merrick  Boulevard, 
southwest  corner  of  129th  Avenue,  Block  12538,  Lots  138, 
146,  149  and  151,  Springfield  Gardens,  Borough  of  Queens. 
Community  Board  #12Q. 


460-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  MacKay  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  January  29, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  the  premises  for  storage  of  building  contractor’s 
trucks  and  equipment  (with  attendant’s  shelter). 

PREMISES  AFFECTED — 88  Crabtree  Avenue,  southeast 
corner  of  unnamed  lane.  Block  7092,  Lot  1,  Charleston, 
Borough  of  Richmond.  Community  Board  #3S.I. 


541-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  S.  Kadin, 
owner. 

SUBJECT— Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  November  9, 
1977 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
six  story  multiple  dwelling  that  encroaches  on  the  required 
side  setback. 

PREMISES  AFFECTED — 490  Clove  Road,  west  side, 
233.24  feet  south  of  Delafield  Avenue,  Block  230,  Lot  54, 
Port  Richmond,  Borough  of  Staten  Island. 


143-58-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Aquila  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  5, 
1978- — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  district,  at  an  existing 
automotive  service  station  with  accessory  uses  previously 
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before  the  Board,  the  enlargement  in  area  of  the  accessory 
building  and  the  erection  of  a  canopy  and  sign  over  the 
pump  islands. 

PREMISES  AFFECTED— 1574-1596  Hutchinson  River 
Parkway,  southeast  corner  of  Middletown  Road,  Block 
5386,  Lots  1,  2,  3,  6,  7  and  8,  Borough  of  The  Bronx. 
Community  Board  #10BX. 

905-51-A 

APPLICANT — M.  Milton  Glass  for  Wellington  Associates, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  elevator  in  readiness ;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 12-14  West  27th  Street,  south 
side,  60  feet  6%  inches  west  of  Broadway,  Block  828,  Lot 
56,  Borough  of  Manhattan. 


576-77-BZ 

APPLICANT — Peter  A.  Williams  for  Bay  Colony  Property 
Company,  owner,  106  Cloverdale  Realty  Corporation,  lessee. 

SUBJECT — Application  August  24,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-4  district,  the  erection  of  two 
additional  stories  on  a  one  story  commercial  structure  and 
the  conversion  into  residential  use. 

PREMISES  AFFECTED— 689,  691  and  693  Washington 
Street,  east  side,  51  feet  north  of  Charles  Street,  Block 
632,  Lots  3,  4  and  5,  Borough  of  Manhattan.  Community 
Board  #2M. 

609-77-BZ 

APPLICANT — Hurley,  Kearney  and  Lane  for  Church  of 
Our  Lady  of  Grace  at  Howard  Beach,  owner. 

SUBJECT — Application  September  13,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  church  that  encroaches 
on  the  required  front  yard. 

PREMISES  AFFECTED— 100-05  159th  Avenue,  north¬ 
west  corner  of  101st  Street,  Block  14170,  Lot  1,  Howard 
Beach,  Borough  of  Queens.  Community  Board  #10Q. 

796-77-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Children’s  Aid  So¬ 
ciety,  owner. 

SUBJECT — Application  October  27,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district  at  an  existing 
childrens  center,  the  erection  of  a  one  story  non-commercial 
recreational  center  that  creates  non-compliance  on  the  park¬ 
ing  requirements. 

PREMISES  AFFECTED — 306  Prospect  Avenue,  south¬ 
west  corner  of  Clinton  Avenue,  Block  100,  Lot  1,  Goodhue 
Park,  Borough  of  Staten  Island.  Community  Board  #1SI. 


797-77-A 

APPLICANT — Frank  A.  Vaccaro  for  Children’s  Aid  So¬ 
ciety,  owner. 

SUBJECT — Application  October  27,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  existing  brook  for  disposal  of  storm  water  is  contrary. 
Proposed  access  to  frontage  space  using  a  ten  (10)  foot 
wide  access  road  is  contrary. 

PREMISES  AFFECTED — 306  Prospect  Avenue,  south¬ 
west  corner  of  Clinton  Avenue,  Block  100,  Lot  1,  Goodhue 
Park,  Borough  of  Staten  Island. 


873-77-BZ 

APPLICANT — Sheldon  Lobel  for  Adelaide  M.  Brunjes, 
owner,  Reilly’s  Diner,  Incorporated,  lessee. 

SUBJECT — Application  November  22,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit,  in  an  R5  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  diner  that  increases 
the  degree  of  non-conformity. 

PREMISES  AFFECTED — 62-66  Fresh  Pond  Road,  south¬ 
west  corner  of  Metropolitan  Avenue,  Block  3521,  Lots  37, 
42  and  45,  Maspeth,  Borough  of  Queens.  Community 
Board  #5Q. 

73- 77-B  Z 

APPLICANT — Paul  Gugliotta  for  22nd  Street  Loft  Enter¬ 
prises,  owner. 

SUBJECT — Application  February  10,  1977— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-6  district,  in  an  existing 
twelve  story  building,  the  conversion  of  the  second  through 
floors  from  lofts  into  joint  living/working  quarters. 

PREMISES  AFFECTED — 40  West  22nd  Street  south  side, 
279.75  feet  east  of  Avenue  of  the  Americas,  Block  823,  Lot 
65,  Borough  of  Manhattan.  Community  Board  #5M. 

74- 77-A 

APPLICANT — Paul  Gugliotta  for  22nd  Street  Loft  Enter¬ 
prises,  owner. 

SUBJECT— Application  February  10,  1977— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED— 40  West  22nd  Street  south  side, 
279.75  feet  east  of  Avenue  of  the  Americas,  Block  823,  Lot 
65,  Borough  of  Manhattan. 

Alan  D.  Gershuny,  Executive  Director 


FEBRUARY  7,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  February  7,  1978,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

654- 77- A 

APPLICANT — Lama  and  Vassalotti  for  Amoco  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  October  7,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  change 
of  use  from  automotive  service  station  to  self  service  gaso¬ 
line  service  station. 

PREMISES  AFFECTED — 1527  Bedford  Avenue  and  656 
to  668  Lincoln  Place,  southeast  corner,  Block  1260,  Lot  5, 
Borough  of  Brooklyn. 


664-77-A 

APPLICANT — Charles  A.  Magrino  for  Alphonso  Avallone, 
owner. 

SUBJECT — Application  October  14,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 54  Cherokee  Street,  east  side, 
178  feet  north  of  Oceanside  Avenue,  Block  3847,  Lot  42, 
Middle  Beach,  Borough  of  Staten  Island. 


790-77-A 

APPLICANT — Philip  A.  Hunt  Chemical  Corporation, 
owner. 
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SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  Com¬ 
bustible  mixture  known  as  “Savin  copier  Dispersant”,  in 
32  ounce  round  H.D./P.E.  with  an  Aluminum  Heat  Seal, 
container  not  in  Compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 

791- 77-A 

APPLICANT — Philip  A.  Hunt  Chemical  Corporation, 
owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Savin  Electromix”,  in  32  ounce 
H.D./P.E.  with  an  Aluminum  Heat  Seal,  container  not  in 
Compliance  with  the  Regulations  of  the  Administrative 
Code  of  the  City  of  New  York. 

792- 77-A 

APPLICANT — Philip  A.  Hunt  Chemical  Corporation, 
owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Hunt  Chemical  Premix”,  in  32 
ounce  round  H.D./P.E.  with  an  Aluminum  Heat  Seal,  con¬ 
tainer  not  in  Compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 


793-77-A 

APPLICANT — Philip  A.  Hunt  Chemical  Corporation, 
owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Hunt  Electrostatic  Dispersant”, 
in  32  ounce  round  H.D./P.E.  with  an  Aluminum  Heat  Seal, 
container  not  in  Compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 


794-77-A 

APPLICANT — Philip  A.  Hunt  Chemical  Corporation, 
owners. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  Com¬ 
bustible  mixture  known  as  “Hunt  NCN  Toner”,  in  32 
ounce  round  H.D./P.E.  with  an  Aluminum  Heat  Seal,  con¬ 
tainer  not  in  Compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 

Alan  D.  Gershuny,  Executive  Director 

FEBRUARY  14,  1978,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  February  14,  1978,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

682-76-A 

APPLICANT — E.  Lauria  for  William  Cilenti,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  November  16, 
1977 — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  on  a  legal  street ; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 153  Jackson  Avenue,  east  side, 
252.30  feet  south  of  Robin  Road,  Block  3124,  Lot  250,  South 
Beach,  Borough  of  Staten  Island. 


268-75-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Gus  Nicholas  and 
Florence  Vamkaketes,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  21, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  district,  the  erection  of  a 
one  story  building  for  use  as  a  catering  establishment  with 
accessory  parking  extending  into  the  residence  district. 

PREMISES  AFFECTED— 10017  Fourth  Avenue,  east  side, 
95  feet  south  of  100th  Street,  Block  6138,  Lot  5,  Borough  of 
Brooklyn. 

540-76-BZ 

APPLICANT — Weinberg  and  Kirshenbaum  for  Lescal 
Realty,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  30, 

1977 —  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-9  and  R8  district,  in  con¬ 
junction  with  the  rehabilitation  of  two  multiple  dwellings 
into  a  single  multiple  dwelling,  the  enlargement  into  the 
inner  courts  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 154-158-160  East  91st  Street, 
south  side,  95  feet  east  of  Lexington  Avenue,  Block  1519, 
Lots  46  and  49,  Borough  of  Manhattan.  Community  Board 
#8M. 

539-76-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Margaret  Fitz¬ 
gerald,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  25, 

1978 —  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  (CR)  district,  on  a  plot 
previously  before  the  Board,  the  enlargement  in  area  of 
the  first  floor  of  an  existing  four  story  building  and  the 
change  in  occupancy  from  store  to  electrical  equipment 
manufacturing. 

PREMISES  AFFECTED— 424  West  45th  Street,  south 
side,  300  feet  west  of  9th  Avenue,  Block  1054,  Lot  46, 
Borough  of  Manhattan. 


427-74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Charles 
Beshara,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  18, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  district,  in  an  existing  two 
story  building,  the  addition  to  the  uses  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 8219  5th  Avenue,  east  side, 
42.10J4  feet  north  of  83rd  Street,  Block  6009,  Lot  3,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #10BK. 


729-70-A 

APPLICANT — Gencorelli  and  Salo  for  Bankers  Trust 
Company,  owner. 

SUBJECT — Application  for  consideration — to  dismiss  for 
lack  of  prosecution  (application  to  reopen  and  amend  the 
resolution) — filed  pursuant  to  Section  35,  Article  3,  Gen¬ 
eral  City  Law  re-  erection  of  building  in  bed  of  a  mapped 
street. 
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PREMISES  AFFECTED— 41-22  Bell  Boulevard,  north¬ 
west  corner  of  42nd  Avenue,  Block  6227,  Lots  309  and 
311,  Bayside,  Borough  of  Queens. 


37-50-BZ 

APPLICANT — Atkin  and  Gibson  for  Eastern  Boulevard 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  May  16,  1977— decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7c  and  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  reconstruction  and  extension  of 
existing  accessory  building  on  existing  gasoline  service 
station  to  include  lubritorium,  car  washing  accessory  store 
and  to  permit  the  parking  and  storage  of  motor  vehicles 
on  unbuilt  upon  portion  of  plot. 

PREMISES  AFFECTED — 1499  Bruckner  Boulevard, 

northwest  corner  of  Wheeler  Avenue,  Block  3712,  Lots  1, 
5  and  75,  Borough  of  the  Bronx.  Community  Board 
#9BX. 


640-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
Et  al  for  Pandrum  Corporation,  82  East  Corporation,  82 
Rehabilitation  Company,  Incorporated,  Avenue  Renovation 
Corporation,  210  East  82nd  Corporation,  200  East  82nd 
Associates,  owners. 

SUBJECT — Application  September  20,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C1-9(R10)  and  R8  district,  on  a 
plot  with  two  six  story  structures,  the  erection  of  a  28 
story  mixed  building  that  exceeds  the  adjusted  floor  area 
ratio,  has  less  than  the  required  lot  area  per  room  and 
acessory  parking  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 1443-1451  Third  Avenue  and 
200-216  East  82nd  Street,  southeast  corner,  Block  1527,  Lot 
41,  Borough  of  Manhattan.  Communityy  Board  #8M. 


670-77-BZ 

APPLICANT — Wechsler,  Grasso,  Menziuso  for  Lafayette 
Studio,  Corporation,  owner. 

SUBJECT — Application  October  24,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  M1-5B  district,  the  conver¬ 
sion  of  an  existing  six  story  building  from  commercial  use 
into  residential  occupancy. 

PREMISES  AFFECTED— 280/290  Lafayette  Street,  south 
side  of  Jersey  Street  and  115/127  Crosby  Street,  Block  510, 
Lots  6  and  9,  Borough  of  Manhattan.  Community  Board 
#2M. 


671-77-A 

APPLICANT — Wechsler,  Grasso,  Menziuso  for  Lafayette 
Studio  Corporation,  owner. 

SUBJECT — Application  October  24,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stair  enclosure, 
corridors,  stairs,  multiple  dwelling  law. 

PREMISES  AFFECTED— 280/290  Lafayyette  Street,  south 
side  of  Jersey  Street  and  115/127  Crosby  Street,  Block 
510,  Lots  6  and  9,  Borough  of  Manhattan. 


874-77-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Beekman  Associates, 
Contract  Vendee. 

SUBJECT — Application  November  22,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  an  R8  district,  the  conversion  of 
an  existing  seven  story  building  from  a  gymnasium  into  a 
multiple  dwelling  that  will  create  compliance  in  the  required 
open  space,  outer  court,  distance  between  windows  and  lot 
lines  and  rear  yard  encroachment. 

PREMISES  AFFECTED — 301  East  52nd  Street,  north 
side,  71  feet  east  of  East  Second  Avenue,  Block  1345,  Lot  5, 
Borough  of  Manhattan.  Community  Board  #6M. 


875-77-A 

APPLICANT— Samuel  J.  Kisseloff  for  Beekman  Associates, 
Contract  Vendee. 

SUBJECT — Application  November  22,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED— 301  East  52nd  Street,  north 
side,  71  feet  east  of  Second  Avenue,  Block  1345,  Lot  5, 
Borough  of  Manhattan. 


898-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Angelo 
Domingo,  owner. 

SUBJECT — Application  November  23,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  two  story  building 
to  expand  the  first  floor  retail  store  that  encroaches  on 
the  required  side  yard  and  the  maintenance  of  the  second 
floor  apartment. 

PREMISES  AFFECTED — 925  Crescent  Street,  east  side, 
191  feet  south  of  Stanley  Avenue,  Block  4529,  Lots  48  and 
49,  Borough  of  Brooklyn.  Community  Board  #5BK. 

Alan  D.  Gershuny,  Executive  Director 

FEBRUARY  14,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  February  14,  1978,  at  2  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

706-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 158  Joseph  Avenue,  northwest 
corner  of  Oakville  Street,  Block  1987,  Lot  320,  Willow- 
brook,  Borough  of  Staten  Island. 


707-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTER — 156  Joseph  Avenue,  west  side, 
26.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  321, 
Willowbrook,  Borough  of  Staten  Island. 


708-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 
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SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 152  Joseph  Avenue,  west  side, 
50.8  feet  north  of  Oakville  Street,  Block  1987,  Lot  322, 
Willowbrook,  Borough  of  Staten  Island. 


709-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  for  consideration — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 150  Joseph  Avenue,  west  side, 
75.6  feet  north  of  Oakville  Street,  Block  1987,  Lot  323, 
Willowbrook,  Borough  of  Staten  Island. 


710-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 146  Joseph  Avenue,  west  side, 
100.4  feet  north  of  Oakville  Street,  Block  1987,  Lot  325, 
Willowbrook,  Borough  of  Staten  Island. 


711-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 144  Joseph  Avenue,  west  side, 
125.2  feet  north  of  Oakville  Street,  Block  1987,  Lot  326, 
Willowbrook,  Borough  of  Staten  Island. 


712-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 140  Joseph  Avenue,  west  side, 
150  feet  north  of  Oakville  Street,  Block  1987,  Lot  327, 
Willowbrook,  Borough  of  Staten  Island. 


713-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 138  Joseph  Avenue,  west  side, 
174.8  feet  north  of  Oakville  Street,  Block  1987,  Lot  328, 
Willowbrook,  Borough  of  Staten  Island. 


714-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 


SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 134  Joseph  Avenue,  west  side, 
199.6  feet  north  of  Oakville  Street,  Block  1987,  Lot  330, 
Willowbrook,  Borough  of  Staten  Island. 


715-77-A 

APPLICANT — Lichtner  Associates  lor  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 132  Joseph  Avenue,  west  side, 
224.4  feet  north  of  Oakville  Street,  Block  1987,  Lot  331, 
Willowbrook,  Borough  of  Staten  Island. 


716-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 128  Joseph  Avenue,  west  side, 
249.2  feet  north  of  Oakville  Street,  Block  1987,  Lot  332, 
Willowbrook,  Borough  of  Staten  Island. 


717-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 126  Joseph  Avenue,  west  side, 
274.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  333, 
Willowbrook,  Borough  of  Staten  Island. 


718-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 122  Joseph  Avenue,  west  side, 
302.42  feet  south  of  Harold  Street,  Block  1987,  Lot  335, 
Willowbrook,  Borough  of  Staten  Island. 


719-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 120  Joseph  Avenue,  west  side, 
277.62  feet  south  of  Harold  Street,  Block  1987,  Lot  336, 
Willowbrook,  Borough  of  Staten  Island. 


720-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 
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SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 116  Joseph  Avenue,  west  side, 
252.82  feet  south  of  Harold  Street,  Block  1987,  Lot  337, 
Willowbrook,  Borough  of  Staten  Island. 


721-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 114  Joseph  Avenue,  west  side, 
228.02  feet  south  of  Harold  Street,  Block  1987,  Lot  338, 
Willowbrook,  Borough  of  Staten  Island. 


722-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 110  Joseph  Avenue,  west  side, 

203.22  feet  south  of  Harold  Street,  Block  1987,  Lot  340, 
Willowbrook,  Borough  of  Staten  Island. 


723-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT- — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 108  Joseph  Avenue,  west  side, 
178.42  feet  south  of  Harold  Street,  Block  1987,  Lot  342, 
Willowbrook,  Borough  of  Staten  Island. 


724-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 104  Joseph  Avenue,  west  side, 
153.62  feet  south  of  Harold  Street,  Block  1987,  Lot  343, 
Willowbrook,  Borough  of  Staten  Island. 


725-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 102  Joseph  Avenue,  west  side, 
128.82  feet  south  of  Harold  Street,  Block  1987,  Lot  344, 
Willowbrook,  Borough  of  Staten  Island. 


726-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 98  Joseph  Avenue,  west  side, 
104.02  feet  south  of  Harold  Street,  Block  1987,  Lot  346, 
Willowbrook^  Borough  of  Staten  Island. 


727-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 96  Joseph  Avenue,  west  side, 

79.22  feet  south  of  Harold  Street,  Block  1987,  Lot  347, 
Willowbrook,  Borough  of  Staten  Island. 


728-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 92  Joseph  Avenue,  west  side, 

44.22  feet  south  of  Harold  Street,  Block  1987,  Lot  348, 
Willowbrook,  Borough  of  Staten  Island. 


729-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 90  Joseph  Avenue,  southwest 
corner  of  Harold  Street,  Block  1987,  Lot  350,  Willow¬ 
brook,  Borough  of  Staten  Island. 


730-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 159  Joseph  Avenue,  northeast 
corner  of  Oakville  Street,  Block  1987,  Lot  256,  Willow¬ 
brook,  Borough  of  Staten  Island. 


731-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 157  Joseph  Avenue,  east  side, 
26.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  257, 
Willowbrook,  Borough  of  Staten  Island. 
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732-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dryvvell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 153  Joseph  Avenue,  east  side, 

50.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  258, 
Willowbrook,  Borough  of  Staten  Island. 


733-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 151  Joseph  Avenue,  east  side, 
75.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  259, 
Willowbrook,  Borough  of  Staten  Island. 


734-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 147  Joseph  Avenue,  east  side, 

99.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  261, 
Willowbrook,  Borough  of  Staten  Island. 


735-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 145  Joseph  Avenue,  east  side, 
124.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  262, 
Willowbrook,  Borough  of  Staten  Island. 


736-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 141  Joseph  Avenue,  east  side, 
148.5  feet  north  of  Oakville  Street,  Block  1987,  Lot  263, 
Willowbrook,  Borough  of  Staten  Island. 


737-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 139  Joseph  Avenue,  east  side, 
173.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  264, 
Willowbrook,  Borough  of  Staten  Island. 


738-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 135  Joseph  Avenue,  east  side, 

197.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  266, 
Willowbrook,  Borough  of  Staten  Island. 


739-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 133  Joseph  Avenue,  east  side, 
222.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  267, 
Willowbrook,  Borough  of  Staten  Island. 


740-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 129  Joseph  Avenue,  east  side, 

246.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  268, 
Willowbrook,  Borough  of  Staten  Island. 


741-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 127  Joseph  Avenue,  east  side, 
271.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  269, 
Willowbrook,  Borough  of  Staten  Island. 


742-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 123  Joseph  Avenue,  east  side, 
295.20  feet  north  of  Oakville  Street,  Block  1987,  Lot  271, 
Willowbrook,  Borough  of  Staten  Island. 


743-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 121  Joseph  Avenue,  east  side, 
319.40  feet  north  of  Oakville  Street,  Block  1987,  Lot  272, 
Willowbrook,  Borough  of  Staten  Island. 
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744-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 117  Joseph  Avenue,  east  side, 

266.64  feet  south  of  Harold  Street,  Block  1987,  Lot  272, 
Willowbrook,  Borough  of  Staten  Island. 


745-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 115  Joseph  Avenue,  east  side, 
242.44  feet  south  of  Harold  Street,  Block  1987,  Lot  274, 
Willowbrook,  Borough  of  Staten  Island. 


746-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT- — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 111  Joseph  Avenue,  east  side, 
218.24  feet  south  of  Harold  Street,  Block  1987,  Lot  276, 
Willowbrook,  Borough  of  Staten  Island. 


747-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 109  Joseph  Avenue,  east  side, 
194.04  feet  south  of  Harold  Street,  Block  1987,  Lot  277, 
Willowbrook,  Borough  of  Staten  Island. 


748-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 105  Joseph  Avenue,  east  side, 
169.84  feet  south  of  Harold  Street,  Block  1987,  Lot  278, 
Willowbrook,  Borough  of  Staten  Island. 


749-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 103  Joseph  Avenue,  east  side, 

145.64  feet  south  of  Harold  Street,  Block  1987,  Lot  279, 
Willowbrook,  Borough  of  Staten  Island. 


750-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Joseph  Avenue,  east  side, 
121.44  feet  south  of  Harold  Street,  Block  1987,  Lot  281, 
Willowbrook,  Borough  of  Staten  Island. 


751-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 97  Joseph  Avenue,  east  side, 
97.24  feet  south  of  Harold  Street,  Block  1987,  Lot  282, 
Willowbrook,  Borough  of  Staten  Island. 


752-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 95  Joseph  Avenue,  east  side, 
73.04  feet  south  of  Harold  Street,  Block  1987,  Lot  283, 
Willowbrook,  Borough  of  Staten  Island. 


753-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 93  Joseph  Avenue,  east  side, 
48.84  feet  south  of  Harold  Street,  Block  1987,  Lot  284, 
Willowbrook,  Borough  of  Staten  Island. 


754-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 91  Joseph  Avenue,  east  side, 

24.64  feet  south  of  Harold  Street,  Block  1987,  Lot  286, 
Willowbrook,  Borough  of  Staten  Island. 


755-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 89  Joseph  Avenue,  southeast 
corner  of  Harold  Street,  Block  1987,  Lot  287,  Willowbrook, 
Borough  of  Staten  Island. 
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756-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 121  Washington  Avenue,  north¬ 
west  corner  of  Oakville  Street,  Block  1987,  Lot  254,  Wil- 
lowbrook,  Borough  of  Staten  Island. 


757-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 119  Washington  Avenue,  west 
side,  26  feet  north  of  Oakville  Street,  Block  1987,  Lot  253, 
Willowbrook,  Borough  of  Staten  Island. 


758-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 117  Washington  Avenue,  west 
side,  50.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
252,  Willowbrook,  Borough  of  Staten  Island. 


759-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 115  Washington  Avenue,  west 
side,  75  feet  north  of  Oakville  Street,  Block  1987,  Lot  251, 
Willowbrook,  Borough  of  Staten  Island. 


760-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7)- 

PREMISES  AFFECTED — 111  Washington  Avenue,  west 
side,  99.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
249,  Willowbrook,  Borough  of  Staten  Island. 


761-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7)- 

PREMISES  AFFECTED — 109  Washington  Avenue,  west 
side,  124.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  248, 
Willowbrook,  Borough  of  Staten  Island. 


762-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 105  Washington  Avenue,  west 
side,  173.0  feet  north  of  Oakville  Street,  Block  1987,  Lot  246, 
Willowbrook,  Borough  of  Staten  Island. 


763-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 107  Washington  Avenue,  west 
side,  148.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
247,  Willowbrook,  Borough  of  Staten  Island. 


764-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 101  Washington  Avenue,  west 
side,  197.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  244, 
Willowbrook,  Borough  of  Staten  Island. 


765-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Washington  Avenue,  west 
side,  222.0  feet  north  of  Oakville  Street,  Block  1987,  Lot  243, 
Willowbrook,  Borough  of  Staten  Island. 


766-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Washington  Avenue,  west 
side,  246.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
242,  Willowbrook,  Borough  of  Staten  Island. 


767-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 93  Washington  Avenue,  west 
side,  271.0  feet  north  of  Oakville  Street,  Block  1987,  Lot  241, 
Willowbrook,  Borough  of  Staten  Island. 
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768-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 91  Washington  Avenue,  west 
side,  295.20  feet  north  of  Oakville  Street,  Block  1987,  Lot  239, 
Willowbrook,  Borough  of  Staten  Island. 


769-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 89  Washington  Avenue,  west 
side,  319.4  feet  north  of  Oakville  Street,  Block  1987,  Lot 
238,  Willowbrook,  Borough  of  Staten  Island. 


770-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 87  Washington  Avenue,  west 
side,  293.94  feet  south  of  Harold  Street,  Block  1987,  Lot  237, 
Willowbrook,  Borough  of  Staten  Island. 


771- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 85  Washington  Avenue,  west 
side,  269.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
236,  Willowbrook,  Borough  of  Staten  Island. 

772- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 81  Washington  Avenue,  west 
side,  245.54  feet  south  of  Harold  Street,  Block  1987,  Lot 
234,  Willowbrook,  Borough  of  Staten  Island. 


773-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 79  Washington  Avenue,  west 
side,  221.34  feet  south  of  Harold  Street,  Block  1987,  Lot 
233,  Willowbrook,  Borough  of  Staten  Island. 


774- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 75  Washington  Avenue,  west 
side,  196.94  feet  south  of  Harold  Street,  Block  1987,  Lot 
232,  Willowbrook,  Borough  of  Staten  Island. 

775- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough'  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 73  Washington  Avenue,  west 
side,  172.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
231,  Willowbrook,  Borough  of  Staten  Island. 


776-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  tbe  Borough'  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 69  Washington  Avenue,  west 
side,  148.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
229,  Willowbrook,  Borough  of  Staten  Island. 


777-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 67  Washington  Avenue,  west 
side  124.54  feet  south  of  Harold  Street,  Block  1987,  Lot  228, 
Willowbrook,  Borough  of  Staten  Island. 


778-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough'  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 63  Washington  Avenue,  west 
side,  100.34  feet  south  of  Harold  Street,  Block  1987,  Lot  227, 
Willowbrook,  Borough  of  Staten  Island. 


779-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 61  Washington  Avenue,  west 
side,  76.14  feet  south  of  Harold  Street,  Block  1987,  Lot  226, 
Willowbrook,  Borough  of  Staten  Island. 
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780-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 57  Washington  Avenue,  west 
side,  43.14  feet  south  of  Harold  Street,  Block  1987,  Lot  224, 
Willowbrook,  Borough  of  Staten  Island. 


781- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 55  Washington  Avenue,  south¬ 
west  corner  of  Harold  Street,  Block  1987,  Lot  222,  Willow- 
brook,  Borough  of  Staten  Island. 

782- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 45  Washington  Avenue,  north¬ 
west  corner  of  Harold  Street,  Block  1987,  Lot  220,  Willow- 
brook,  Borough  of  Staten  Island. 

783- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 43  Washington  Avenue,  west 
side,  29.47  feet  north  of  Harold  Street,  Block  1987,  Lot  218, 
Willowbrook,  Borough  of  Staten  Island. 

784- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 79  Joseph  Avenue,  northeast 
corner  of  Harold  Street,  Block  1987,  Lot  290,  Willow¬ 
brook,  Borough  of  Staten  Island. 

785- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 


PREMISES  AFFECTED — 77  Joseph  Avenue,  east  side, 
49.25  feet  north  of  Harold  Street,  Block  1987,  Lot  292, 
Willowbrook,  Borough  of  Staten  Island. 


786-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  for  consideration — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 80  Joseph  Avenue,  northeast 
corner  of  Harold  Street,  Block  1987,  Lot  353,  Willow¬ 
brook,  Borough  of  Staten  Island. 


787-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 78  Joseph  Avenue,  west  side, 
23.79  feet  north  of  Harold  Street,  Block  1987,  Lot  354, 
Willowbrook,  Borough  of  Staten  Island. 


788-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 74  Joseph  Avenue,  west  side, 
48.59  feet  north  of  Harold  Street,  Block  1987,  Lot  355, 
Willowbrook,  Borough  of  Staten  Island. 


789-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 72  Joseph  Avenue,  west  side, 
73.39  feet  north  of  Harold  Street,  Block  1987,  Lot  356, 
Willowbrook,  Borough  of  Staten  Island. 


468-77-A 

APPLICANT — Jeremiah  T.  Walsh,  Commissioner  of  Build¬ 
ings. 

OWNER  OF  PREMISES— William  Schmid. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #4467  re-  access  to  fire  escapes, 
and  stairway  enclosure. 

PREMISES  AFFECTED— 25-29  William  Street  and  38-42 
Exchange  Place,  southwest  corner,  Block  25,  Lot  27,  Bor¬ 
ough  of  Manhattan. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  10,  1978,  10  A.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  December  13,  1977  were 
approved  as  printed  in  the  Bulletin  of  December  22,  1977, 
Volume  62,  Number  51. 

547-77-A 

APPLICANT — Harry  Soled  for  Beth  H’Midrash  H’Gedol 
of  East  Flatbush,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  use  of  three  story  frame  build¬ 
ing  as  synagogue — fire  escape ;  previously  granted  on  con¬ 
dition. 

PREMISES  AFFECTED — 3120  Bedford  Avenue,  north¬ 
west  corner  of  Avenue  J,  Block  7588,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

ACTION  OF  BOARD — Application  to  reopen  and  amend 
the  resolution  denied. 

THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative :  . . .  0 

Negative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf .  6 

THE  RESOLUTION— 

Whereas,  the  Board  considers  that  the  terms  and  condi¬ 
tions  of  the  resolution  should  be  complied  with. 

Resolved,  that  the  application  to  reopen  and  amend  the 
resolution  be  and  it  hereby  is  denied. 


861-48-BZ — Vol.  I 

APPLICANT— Alfonso  Duarte  for  Alexander’s  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  25,  1977 
— and  for  amendment — decision  of  the  Borough  Superin¬ 
tendent  ;  previously  granted  on  condition  under  Section  7h 
of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  parking  of  more  than  five  motor  vehicles  for 
customers  and  patrons  of  Alexander’s  Department  store 
(no  fee  to  be  charged). 

PREMISES  AFFECTED — 2519-2525  Creston  Avenue  and 
62  East  191st  Street,  southwest  corner,  Block  3175,  Lots 
26  and  36,  Borough  of  the  Bronx.  Community  Board 
#7BX. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte. 

ACTION  OF  BOARD — Application  reopened,  term  of  vari¬ 
ance  extended,  and  resolution  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  7,  1948,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  10,  1978,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  7,  1948  as  amended  through  April  25,  1972  by  adding 
thereto : 

“That  this  variance  shall  continue  for  a  term  of  five  years 
from  the  date  of  this  amended  resolution ;  to  omit  the 
landscaping  behind  the  existing  metal  fence  and  to  replace 
it  with  screening,  substantially  as  shown  on  drawing 
marked  received  November  7,  1977 — 1  sheet;  on  condition 
that  the  provision  permitting  a  fee  to  be  charged  to 
customers  and  patrons  as  stated  in  the  December  20,  1949 
resolution  is  still  in  effect ;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects ;  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained  within  one  year  from  the  date  of  this 
amended  resolution.”  (Alt.  704-48). 


283-52-BZ— Vol.  II 

APPLICANT — John  P.  Montefusco  for  Hillside  Queens 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  September  25, 
1977 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local  retail  and  residence  use  district 
on  a  plot  presently  occupied  with  a  gasoline  service  station, 
stores  and  parking,  the  extension  of  the  present  parking  lot 
area  by  the  addition  of  an  adjoining  lot  located  in  the 
residence  portion  of  the  premises  and  to  provide  an  addi¬ 
tional  curb  cut. 

PREMISES  AFFECTED— 272-06  to  272-10  Union  Turn¬ 
pike,  southeast  corner  of  Langdale  Street,  Block  8675,  Lots 
55,  57,  59  and  61,  Bellerose,  Borough  of  Queens.  Commun¬ 
ity  Board  #13Q. 

APPEARANCES— 

For  Applicant:  John  Montefusco  and  Susan  M.  Noruka. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1959,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  January  10,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and.  amend  the  resolution  adopted  on  May  12, 
1959  as  amended  through  May  21,  1974  only  as  to  the  term  of 
variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit . . . ;  on  condition  that  a  full 
width  sidewalk  be  installed  along  the  Langdale  Street 
frontage ;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects; 
and  that  a  new  Certificate  of  Occupancy  shall  be  obtained 
within  one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  2931-58) 


622-55-BZ— Vol.  Ill 

APPLICANT — Charles  M.  Spindler  Associates  for  Leemilts 
Petroleum,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7c,  7e  and  7h  of  the  Zoning  Resolution,  permitting  in  a 
restricted  retail  and  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  and  oil  selling  station,  lubri- 
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torium,  car  wash  (non-automatic),  office  and  salesroom, 
minor  repairs  and  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 1413-1429  Edward  L.  Grant 
Highway  and  1380-1390  Plimpton  Avenue,  southwest 
corner,  Block  2521,  Lot  15,  Borough  of  the  Bronx.  Com¬ 
munity  Board  #4BX. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  18,  1957,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  18, 
1957  as  amended  through  September  12,  1972  by  adding 
thereto : 

“To  rehabilitate  the  existing  gasoline  service  station  by 
re-arranging  the  gasoline  pumps  and  constructing  a 
canopy  over  the  gasoline  pumps,  substantially  as  shown 
on  revised  drawing  of  proposed  conditions  marked 
received  October  20,  1977  1  sheet ;  and  that  all  work  shall 
be  completed  within  one  year  from  the  date  of  this 
amended  resolution ;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects.”  (B.N.  392-77.) 

710-55-BZ 

APPLICANT — Emma  Kelley,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  term  of  variance 
which  expired  December  20,  1970 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Sections  7e  and  21  of  the  Zoning  Resolution,  permitting  in 
a  residence  use,  E-l  area  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  minor 
repairs  (hand  tools  only),  auto  washing  (non-automatic), 
office,  storage  and  sale  of  auto  accessories  and  parking  of 
cars  waiting  to  be  serviced,  without  required  setback  from 
street. 

PREMISES  AFFECTED— 246-02  to  246-08  South  Conduit 
Avenue,  138-57  to  138-59  246th  Street  and  246-01  to  246-03 
139th  Avenue,  southeast  corner,  Block  13622,  Lot  5,  Rose- 
dale,  Borough  of  Queens.  Community  Board  #13Q. 
APPEARANCES— 

For  Applicant :  E.  Kelley. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  20,  1955,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  10,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  20,  1955  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 


“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit . . . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (N.B.  3148-55). 


627-70-BZ — Vol.  II 

APPLICANT — Dominick  Salvati  and  Son  for  George 
Angelastro,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  September  12,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  73-241  of  the  Zoning  Resolution,  permitting  in  a 
C2-2  district  in  an  existing  one  story  building  occupied  as 
a  restaurant  addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED— 2148  to  2150  Flatbush  Avenue, 
west  side,  140  feet  south  of  Quenton  Road,  Block  7889, 
Lot  49,  Borough  of  Brooklyn.  Community  Board  #18BK. 

APPEARANCES— 

For  Applicant:  Harriet  R.  Jacobs. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  12,  1972  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  10,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  September  12,  1972  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit . . . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (Alt.  1563-70). 


100-71-BZ 

APPLICANT — M.  Martin  Elkind  for  Sabrina  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  term  of  variance 
which  expired  July  21,  1976 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  permitting  in  an  R5 
district,  on  a  plot  with  an  existing  automobile  collision 
repair  shop,  the  use  of  the  open  area  for  accessory  parking 
and  the  sale  of  used  cars. 

PREMISES  AFFECTED— 61-03  Northern  Boulevard, 
northeast  corner  of  61st  Street,  Block  1162,  Lot  53,  Wood- 
side,  Borough  of  Queens.  Community  Board  #2Q. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  15,  1971,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  10,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  15,  1971  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (Alt.  1394-70) 


185-75-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Gaetano 
Rontano,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  December  7, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  erection 
of  a  two  story  and  basement,  two  family  dwelling  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio,  lot  area  per  room  and  accessory 
parking  and  encroaches  on  the  required  front,  side  and 
rear  yards. 

PREMISES  AFFECTED— 1276  East  58th  Street,  west 
side,  192.6  feet  south  of  Avenue  L,  Block  7855,  Lot  52, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harriet  Jacobs. 

For  Opposition :  Salvatore  J.  Grande. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman 


Agusta,  Commissioner  Carroll,  Commissioner 
Walsh,  Commissioner  Cincotta  and  Commissioner 

Wolf  .  6 

Negative:  .  0 


THE  RESOLUTION—  # 

Whereas,  this  application  was  granted  by  the  Board  on 
October  14,  1975,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  December  7,  1976;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
14,  1975  as  amended  through  December  7,  1976  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution,  on 
condition  that  no  further  extension  of  time  will  be 
considered  by  the  Board.”  (N.B.  64-75) 


526-76-BZ 

APPLICANT — Nicholas  J.  Salvadeo  for  1482  Victory 
Boulevard  Corporation,  Bruce  G.  Behrins,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R3-1  dis¬ 


trict,  the  change  in  occupancy  of  an  existing  three  story 
building  from  store  and  two  family  residence  into  an  office 
building. 

PREMISES  AFFECTED— 1482  Victory  Boulevard,  south 
side,  45.19  feet  east  of  Little  Clove  Road,  Block  681,  Lot  33, 
St.  George,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Nicholas  J.  Salvadeo. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  21,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
21,  1976  by  adding  thereto : 

“The  relocation  of  new  stairwell  enclosure  at  the  rear 
wall  of  the  Building;  substantially  as  shown  on  revised 
drawings  of  proposed  conditions  marked  received  Decem¬ 
ber  14,  1977 — 2  sheets ;  and  that  substantial  construction 
shall  be  completed  within  one  year  from  the  date  of  this 
amended  resolution ;  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Alt.  103-76). 

729-70-A 

APPLICANT — Gencorelli  and  Salo  for  Bankers  Trust 
Company,  owner. 

SUBJECT — Application  for  consideration — to  dismiss  for 
lack  of  prosecution  (application  to  reopen  and  amend  the 
resolution) — filed  pursuant  to  Section  35,  Article  3,  Gen¬ 
eral  City  Law  re-  erection  of  building  in  bed  of  a  mapped 
street. 

PREMISES  AFFECTED — 41-22  Bell  Boulevard,  northwest 
corner  of  42nd  Avenue,  Block  6227,  Lots  309  and  311,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Santo  J.  Aimone. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
10  A.M.,  Special  Order  Calendar,  for  decision;  applicant 
to  submit  positive  information. 


37-50-BZ 

APPLICANT — Atkin  and  Gibson  for  Eastern  Boulevard 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  May  16,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7c  and  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  reconstruction  and  extension  of 
existing  accessory  building  on  existing  gasoline  service 
station  to  include  lubritorium,  car  washing  accessory  store 
and  to  permit  the  parking  and  storage  of  motor  vehicles  on 
unbuilt  upon  portion  of  plot. 

PREMISES  AFFECTED — 1499  Bruckner  Boulevard, 
northwest  corner  of  Wheeler  Avenue,  Block  3712,  Lots  1, 
5  and  75,  Borough  of  the  Bronx.  Community  Board 
#9BX. 

APPEARANCES— 

For  Applicant :  Donald  Storlini. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
10  A.M.,  Special  Order  Calendar,  for  decision. 
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317-50-BZ 

APPLICANT — McGee  and  Morsellino  for  Jay  Lit  Automo¬ 
tive  Service,  Ltd,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  term  of  variance  which 
expired  March  18,  1977 ;  and  for  amendment — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Sections  7f  and  7i  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  retail  use  district,  the  maintenance  of 
reconstructed  gasoline  service  station,  auto  laundry,  lubri- 
torium  and  office;  and  the  inclusion  of  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED — 240-06  Braddock  Avenue,  south¬ 
east  corner  of  240th  Street,  Block  8002,  Lot  55,  Bellerose, 
Borough  of  Queens.  Community  Board  #13Q. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Administration:  Susan  Noreika,  C.Bd.  #13. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1978,  at 
10  A.M.,  Special  Order  Calendar,  for  decision  at  the  re¬ 
quest  of  the  applicant. 


113-77-BZ 

APPLICANT — Nathan  B.  Silberman  for  Brownstone  Equi¬ 
ties,  owner. 

SUBJECT — Application  March  2,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  the  conversion  of 
a  four  story  building  from  a  school  into  a  multiple  dwelling 
that  creates  non-compliance  in  floor  area  ratio  and  lot  area 
per  room. 

PREMISES  AFFECTED— 163-165  West  73rd  Street,  north 
side,  167  feet, east  of  Amsterdam  Avenue,  Block  1145,  Lot 
8,  Borough  of  Manhattan.  Community  Board  #7M. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff  and  Alan  Sackman. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978, 
at  10  A.M.,  for  decision;  hearing  closed. 


297- 77-BZ 

APPLICANT — Joseph  B.  Raia  for  Jacqueline  Traut,  owner. 

SUBJECT — Application  June  14,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  story  building  for  use  as  offices  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — Lincoln  Avenue,  north  side  of 
Lisbon  Place,  Block  3578,  Lot  44,  Dongan  Hills,  Borough 
of  Staten  Island.  Community  Board  #2S.I. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Raia  and  James  L.  Kelley. 

For  Opposition :  Ralph  P.  Casella  and  Cristina  Pietbor- 
nonaco. 

ACTION  OF  BOARD— Laid  over  to  January  17,  1978,  at 
10  A.M.,  for  continued  hearing;  corrected  affidavit  to  be 
submitted. 

298- 77-A 

APPLICANT — Joseph  B.  Raia  for  Jacqueline  H.  Traut, 
owner. 

SUBJECT— Application  June  14,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water. 

PREMISES  AFFECTED — Lincoln  Avenue,  north  side  of 
Lisbon  Place,  Block  3578,  Lot  44,  Dongan  Hills,  Borough 
of  Staten  Island. 


APPEARANCES— 

For  Applicant :  Joseph  B.  Raia. 

ACTION  OF  BOARD— Laid  over  to  January  17,  1978,  at 
10  A.M.,  for  continued  hearing;  corrected  affidavit  to  be 
submitted. 


454-77-BZ 

APPLICANT— Sheldon  Lobel  for  149  West  24th  Street 
Realty  Corporation,  owner. 

SUBJECT- — Application  June  27,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-6  district,  in  an  existing  six 
story  structure,  the  conversion  of  the  second,  third  and 
fourth  floors  from  manufacturing  into  residential  occu¬ 
pancy. 

PREMISES  AFFECTED— 149-157  West  24th  Street, 
north  side,  121  feet  east  of  Seventh  Avenue,  Block  800, 
Lots  9  and  10,  Borough  of  Manhattan.  Community  Board 
#4M. 

APPEARANCES— 

For  Applicant:  None 
For  Opposition:  None 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
10  A.M.,  for  continued  hearing  at  the  request  of  the  appli¬ 
cant  to  submit  additional  documentation  and  information. 


455-77-A 

APPLICANT — Sheldon  Lobel  for  149  West  24th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  June  27,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  Multiple  Dwelling 
Law. 

PREMISES  AFFECTED— 149-157  West  24th  Street,  north 
side,  121  feet  east  of  7th  Avenue,  Block  800,  Lots  9  and  10, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
10  A.M.,  for  continued  hearing  at  the  request  of  the  appli¬ 
cant  to  submit  additional  documentation  and  information. 


464-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
for  Lowell  Nesbitt,  owner. 

SUBJECT — Application  July  7,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution  to  permit  in  an  Ml-5  district,  the 
addition  to  the  uses  of  an  existing  three  story  building 
occupied  as  a  fine  arts  studio  to  include  residential  use. 

PREMISES  AFFECTED — 387-391  West  12th  Street,  north 
side,  154  feet  west  of  Washington  Street,  Block  641,  Lot  28, 
Borough  of  Manhattan.  Community  Board  #2M. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
10  A.M.,  for  hearing  at  the  request  of  the  applicant. 


472-77-BZ 

APPLICANT — Jerome  L.  Grushkin  for  Tom  Avitabile, 
owner. 

SUBJECT — Application  July  12,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  corner  plot 
with  less  than  the  required  lot  area  and  lot  width,  the 
erection  of  a  one  family  dwelling  that  encroaches  on  the 
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required  front  yard,  has  accessory  parking  within  the  front 
yard  and  has  less  than  the  required  lot  area  per  dwelling 
unit. 

PREMISES  AFFECTED — 303  Crystal  Avenue,  southeast 
corner  of  Watchogue  Road,  Block  472,  Lot  149,  Wester- 
leigh,  Borough  of  Staten  Island.  Community  Board  #1S.I. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

For  Opposition:  Andrew  T.  Miller  and  James  P.  Cous- 
soule. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
10  A.M.,  for  continued  hearing,  additional  information. 

510-77-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  D.P.F.  Realty 
Corporation,  owner,  Truway  Private  Taxi  Corporation, 
lessee. 

SUBJECT — Application  July  28,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-411,  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5  district, 
the  extension  of  the  term  of  variance  the  enlargement  in 
lot  area  and  the  conversion  of  an  existing  automotive  ser¬ 
vice  station  and  repair  shop  previously  before  the  Board 
into  a  private  taxi  service  establishment  with  accessory 
offices,  gas  station  and  repair  shop. 

PREMISES  AFFECTED— 1 100-08  East  222nd  Street, 
southeast  corner  of  Laconia  Avenue,  Block  4716,  Lots  6 
and  11,  Borough  of  the  Bronx.  Community  Board  #12BX. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  January  24,  1978,  at 
10  A.M.,  for  decision;  hearing  closed. 

559-77-BZ 

APPLICANT — Louis  Lieberman  for  Frankel  and  Frankel, 
owner. 

SUBJECT — Application  August  25,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  Cl -2  district,  the  change  in 
occupancy  of  an  existing  one  story  building  from  store 
into  a  wholesale  establishment. 

PREMISES  AFFECTED — 4602/4612  Avenue  D  and  793- 
803  East  46th  Street,  southeast  corner,  Block  4980,  Lot 
1,  Borough  of  Brooklyn.  Community  Board  #17BK. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1978,  at 
10  A.M.,  for  decision;  additional  information;  hearing 
closed. 


656-77-BZ 

APPLICANT — Mok  and  Somber  for  Sally  Kaplan,  owner, 
Indoor  Skateboard  Center,  Incorporated,  lessee. 

SUBJECT — Application  October  11,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  and  R6  district,  the  con¬ 
version  of  a  one  story  and  mezzanine  structure  from  a 
garage  and  motor  vehicle  repair  shop  into  a  skating  rink 
(skateboard  center). 

PREMISES  AFFECTED — 71-17  Roosevelt  Avenue,  north 
side,  100  feet  west  of  72nd  Street,  Block  1282,  Lots  151 
and  160,  Jackson  Heights,  Borough  of  Queens.  Community 
Board  #3Q. 

APPEARANCES— 

For  Applicant :  Paul  Mok,  Steven  Kaplan,  Michael  J.  De 
Nigris  and  John  Finnegan. 

For  Opposition :  Catherine  L.  Barry,  Connie  Di  Iorio  and 
Winifred  Martin. 


ACTION  OF  BOARD — Laid  over  to  January  24,  1978,  at 
10  A.M.,  for  continued  hearing,  additional  information. 


383-76-BZ 

APPLICANT — McGee  and  Morsellino  for  Fred  Lundy, 
owner. 

SUBJECT — Application  reopened  and  restored  to  the  docket 
in  accordance  with  the  Order  of  the  Court  on  May  24, 
1977,  decision  of  the  Borough  Superintendent,  under 
Section  72-01  (b)  of  the  Zoning  Resolution,  to  permit  in 
a  Cl  district,  within  an  existing  shopping  center  the  installa¬ 
tion  of  an  accessory  roof  sign  for  a  bank. 

PREMISES  AFFECTED — 3090  Ocean  Avenue,  southwest 
corner  of  Voorhies  Avenue,  Block  8774,  Lot  6,  Borough  of 
Brooklyn.  Community  Board  #15BK. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll  and  Commissioner  Wolf . 4 

Negative:  Commissioner  Walsh  and  Commissioner 

Cincotta  .  2 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  26,  1976,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  13,  1976;  then  to  July  27,  1976;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding  (C)  under  section 
72-21  of  the  Zoning  Resolution ;  the  application  was  denied ; 
and 

Whereas,  on  March  25,  1977,  a  stipulation  of  discontinu¬ 
ance  of  a  certiorari  proceeding  was  signed  and  filed  with  the 
Board ;  and 

Whereas,  this  application  was  reopened  and  restore  to  the 
docket  in  accordance  with  the  order  of  the  Court  on  May  24, 
1977. 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  15,  1977 ;  laid  over  to  November  29,  1977 ;  then  to 
December  13,  1977 ;  then  to  January  10,  1978;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  18,  1976,  acting  on  B.N.  Applic.  #0193/1976, 
reads : 

“1.  No  sign  shall  be  permitted  on  the  roof  of  any 
building  in  a  C-l  district  as  per  Sec.  32-657  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-01  (b)  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  Cl  district,  within  an  existing 
shopping  center,  the  installation  of  an  accessory  roof  sign  for 
a  bank  on  condition  that  all  work  shall  substantially  conform 
to  drawings  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  “Received  November  9,  1977”, 
7  sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 
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MINUTES 


240-77-BZ 

APPLICANT — Chinmoy  Ghose  dba  Agni  Press,  lessee  for 
Samfred  and  Company,  Incorporated,  owner. 

SUBJECT — Application  May  5,  1977— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district  the  maintenance  of 
former  store  as  a  printing  establishment  with  a  mezzanine 
installed. 

PREMISES,  AFFECTED— 84-47A  Parsons  Boulevard, 
southeast  corner  of  84th  Drive,  Block  9782,  Lot  15,  Jamaica, 
Borough  of  Queens.  Community  Board  #8Q. 
APPEARANCES— 

For  Applicant:  Rudra  Tamm. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman 

Agusta,  Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  1,  1977,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  15,  1977 ;  then  to  December 
13,  1977 ;  then  to  January  10,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  7,  1977,  acting  on  Alt.  Applic.  #251/1977,  reads: 

“1.  Custom  printing  establishment  (U.G.  11)  located 
in  an  R4  zone  is  contrary  to  Section  22-00,  32-00  and 
52-34  of  the  Z.R. 

2.  Proposed  addition  of  a  mezzanine,  in  proposed 
printing  establishment  constitutes  a  structural  alteration 
to  an  existing  building  occupied  by  a  non-conforming 
use,  is  contrary  to  Section  52-22  at  the  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  limited  to  the  objection  cited,  and  that  the 
application  be  and  it  hereby  is  granted  under  Section  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R4  district,  the 
maintenance  of  a  former  store  as  a  not-for-profit  religious 
printing  establishment  with  a  mezzanine  installed  on  con¬ 
dition  that  all  work  shall  substantially  conform  to  drawings 
as  they  apply  to  the  objection,  above  noted,  filed  with  this 
application,  marked  “Received  May  5,  1977”,  6  sheets;  and 
on  further  condition  that  the  refuse  container  in  front  of  the 
premises  be  removed;  that  this  variance  shall  lapse  with  any 
change  in  ownership  or  control  of  the  printing  establishment ; 
and  that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


511-77-BZ 

APPLICANT — Joseph  Pell  Lombardi  for  889  Realty,  Incor¬ 
porated,  owner. 

SUBJECT — Application  August  2,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-5  district,  the  enlargement 
in  the  roof  area  and  the  conversion  of  an  eight  story  and 
penthouse  structure  from  factory  into  apartments  above  the 
first  floor  stores. 


PREMISES  AFFECTED— 889-91  Broadway  and  15  East 
19th  Street,  east  side,  Block  848,  Lot  12,  Borough  of  Man¬ 
hattan.  Community  Board  #5M. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Lombardi. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
December  13,  1977,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  10,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  20,  1977,  acting  on  Alt.  Applic.  #542/19 77,  reads: 
“1.  Proposed  conversion  from  factory  (UG  17)  to 
residence  (UG  2)  is  contrary  to  Section  42-00  Z.R. 

2.  Proposed  enlargement  at  roof,  in  a  building  which 
is  to  be  occupied  by  a  non-conforming  use  is  contrary  to 
Section  52-22  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  Ml-5  district,  the  enlargement  in  roof 
area  and  the  conversion  of  an  eight-story  and  penthouse 
structure  from  a  factory  into  apartments  above  the  first  floor 
stores  on  condition  that  all  work  shall  substantially  conform 
to  drawings  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  “Received  August  2,  1977”,  8 
sheets,  and  “December  27,  1977”,  4  sheets ;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

610-77-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Michael  Star- 
haudakes  Bay  Ridge  Equities,  Ltd.,  doing  business  as 
Ricky’s  Pub,  owner. 

SUBJECT- — -Application  September  14,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district  in  an  exist¬ 
ing  four  story  building  the  addition  to  the  uses  of  the  first 
floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 9224/28  4th  Avenue,  northwest 
corner  of  93rd  Street,  Block  6103,  Lot  39,  Borough  of 
Brooklyn.  Community  Board  #10BK. 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative: .  0 
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MINUTES 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  20,  1977,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  10,  1978;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  7,  1977,  acting  on  Alt.  Applic.  # 790/1977 , 
reads : 

“1.  Proposed  change  of  use,  in  this  case,  from 
restaurant,  bar  and  grill,  Use  Group  6  to  an  eating  and 
drinking  place  without  restrictions  on  entertainment,  Use 
Group  12,  is  not  permitted  as  of  right  under  Section  32- 
21  of  Zoning  Resolution  since  building  is  located  in  a 
C2-2/R6  zone.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-241  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
wider  Section  73-241  of  the  Zoning  Resolution,  to  permit  in  a 
C2-2  district,  in  an  existing  four-story  building,  the  addition 
to  the  uses  of  the  first  floor  restaurant  to  include  a  cabaret 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application,  marked  “Received  Sep¬ 
tember  14,  1977”,  6  sheets;  and  on  further  condition  that  this 
Special  Permit  shall  be  limited  to  a  term  of  5  years ;  that 
this  Special  Permit  shall  lapse  with  any  change  in  ownership 
or  control ;  that  there  shall  be  no  lewd,  topless,  bottomless  or 
pornographic  performance  of  any  kind ;  that  the  two  exits 
that  are  not  soundlocked  to  be  clearly  labeled  as  emergency 
exit  only ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


655-77-BZ 

APPLICANT — Hector  Ferreras  for  Mary  Ferreras,  owner. 
SUBJECT — Application  October  7,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
one  family  dwelling  that  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED — 153  College  Avenue,  northeast 
corner  of  Colorado  Street,  Block  363,  Lot  50,  Castleton 
Corner,  Borough  of  Staten  Island.  Community  Board 
#1S.I. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Waive  public  hearing. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman 

Agusta,  Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative : .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
on  December  20,  1977,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  10,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  4,  1977,  acting  on  N.B.  Applic.  #856/1977, 
reads : 

“7.  Front  yards  not  complying  with  Section  23-45  of 
the  Zoning  Resolution  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 


Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and  it 
hereby  is  granted  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-1  district,  the  erection  of  a  one- 
family  dwelling  that  encroaches  on  the  required  front  yard 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  “Received  October  12,  1977”, 
10  sheets;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  12:05  P.M. 

Alan  D.  Gershuny,  Executive  Director 

REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  10,  1978,  2  P.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

532-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  12,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 92  Tillman  Street,  south  side, 
94.97  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  345, 
Todt  Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1977,  on  N.B.  Applic  #791/77,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  of  storm 
water  when  no  public  storm  sewers  into  which  discharge 
is  feasible  are  located  within  500  feet  of  the  property  is 
contrary  to  Section  PI  10.2(c)  (2)  RS-16  of  the  Admin¬ 
istrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent  dated  August  11,  1977,  acting  on  N.B.  Applic. 
#791/77  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is 

granted  on  condition  that  the  volume  of  the  dry  wells  be 
of  sufficient  capacity  to  contain  3  inches  of  rain  water 
over  the  roof  area;  same  to  be  verified  by  Building  De¬ 
partment;  that  the  volume  of  voids  of  selected  gravel 
carefully  placed  under  and  to  the  sides  of  the  dry  wells 
may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25%  of  the  volume 
required,  a  minimum  of  75%  of  volume  to  be  within  the 
dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect 
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to  such  sewer ;  and  that  all  work  shall  be  substantially 
completed  within  one  year  from  the  date  of  this  resolu¬ 
tion  ;  and  on  further  conditions  that  the  building  shall  sub¬ 
stantially  conform  to  drawings  marked  received  “August 
12,  1977”,  2  sheets ;  and  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 

533-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  12,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 169  LaGuardia  Avenue,  south¬ 
east  corner  of  Tillman  Street,  Block  696,  Lot  338,  Todt 
Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1977,  on  N.B.  Applic.  #792/77,  reads. 

“1.  The  proposed  use  of  drywells  for  100%  of  storm 
water  when  no  public  storm  sewers  into  which  discharge 
is  feasible  are  located  within  500'  of  the  property  is  con¬ 
trary  to  Section  PI  10.2(c)  (2),  RS-16  of  the  Adminis¬ 
trative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  August  11,  1977,  acting  on  N.B.  Applic. 
# 792/77 ,  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
3  inches  of  rain  water  over  the  roof  area;  same  to  be  veri¬ 
fied  by  Building  Department ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25%  of  the  volume 
required,  a  minimum  of  75%  of  volume  to  be  within  the 
dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  and  that  all  work  shall  be  substantially  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution ;  and 
on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings  marked  received  “August  12,  1977”,  2 
sheets ;  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


534-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  12,  1977— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 175  LaGuardia  Avenue,  east 
side,  63-35  feet  south  of  Tillman  Street,  Block  696,  Lot  335, 
Todt  Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1977,  on  N.B.  Applic.  #793/77,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  of  storm 
water  when  no  public  storm  sewers  into  which  discharge 
is  feasible  are  located  within  500'  of  the  property  is  con¬ 
trary  to  Section  P110.2  (c)(2),  RS-16  of  the  Adminis¬ 
trative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  August  11,  1977,  acting  on  N.B.  Applic. 
#793/77,  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  volume  of  the  dry  wells  be  of  sufficient  capacity  to  con¬ 
tain  3  inches  of  rain  water  over  roof  area;  same  to  be  veri¬ 
fied  by  Building  Department ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25%  of  the  volume 
required,  a  minimum  of  75%  of  volume  to  be  within  the 
dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer;  and  that  all  work  shall  be  substantially  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution ;  and 
on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings  marked  received  “August  12,  1977”,  2 
sheets ;  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 

535-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  12,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 181  LaGuardia  Avenue,  north¬ 
east  corner  of  Lincoln  Avenue,  Block  696,  Lot  332,  Todt 
Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1977,  on  N.B.  Applic.  #794/77,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  of  storm 
water  when  no  public  storm  sewers  into  which  discharge 
is  feasible  are  located  within  500'  of  the  property  is  con¬ 
trary  to  Section  P110.2(c)  (2),  RS-16  of  the  Administra¬ 
tive  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  August  11,  1977,  acting  on  N.B.  Applic. 
#794/77,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  volume  of  the  dry  wells  be  of  sufficient  capacity  to  con¬ 
tain  3  inches  of  rain  water  over  the  roof  area ;  same  to  be 
verified  by  Building  Department ;  that  the  volume  of  voids 
of  selected  gravel  carefully  placed  under  and  to  the  sides  of 


21 


MINUTES 


the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25%  of  the 
volume  required,  a  minimum  of  75%  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  and  that  all  work  shall  be  substantially  completed 
within  one  year  from  the  date  of  this  resolution;  and  on 
f  urther  conditions  that  the  building  shall  substantially  conform 
to  drawings  marked  received  “August  12,  1977”,  2  sheets ; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


536-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  12,  1977— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street,  and  pro¬ 
posed  use  of  dry  wells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 93  Lincoln  Street,  north  side, 
97.96  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  328, 
Todt  Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1977,  on  N.B.  Applic.  #795/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  duly  placed  on  the  official  map  therefore : 

a)  No  Certificate  of  Occupancy  can  be  issued,  as 
per  Article  2,  Sec.  36  of  the  General  City  Law. 

b)  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  contrary  to  Sec.  C26-401.1  (Building  Code). 
2.  The  proposed  use  of  drywells  for  100%  disposal 

of  storm  water  when  no  public  storm  sewers  into  which 
discharge  is  feasible  are  located  within  500  feet  of  the 
property  is  contrary  to  Section  P110.2(c)  (2),  RS-16  of 
the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  August  11,  1977,  acting  on  N.B.  Applic. 
#795/77  Objection  Nos.  la  and  b  and  2  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  3  inches  of  rain  water  over  the  roof  area ; 
same  to  be  verified  by  Building  Department ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25% 
of  the  volume  required,  a  minimum  of  75%  of  the  volume  to 
be  within  the  dry  wells;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer;  and  that  objection  number  1A 
and  B  is  granted  under  the  powers  vested  in  the  Board  under 
Section  36  of  the  General  City  Law ;  and  that  all  work  shall 
be  substantially  completed  within  one  year  from  the  date  of 
this  resolution ;  and  on  further  conditions  that  the  building 
shall  substantially  conform  to  drawings  marked  received 
“August  12,  1977”,  1  sheet  and  “October  31,  1977”,  1  sheet; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


537-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  12,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street,  and  pro¬ 
posed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 94  Lincoln  Street,  south  side, 
100  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  274, 
Todt  Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1977,  on  N.B.  Applic.  #796/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  duly  placed  on  the  official  map  therefore : 

a)  No  Certificate  of  Occupancy  can  be  issued,  as 
as  per  Article  2,  Sec.  36  of  the  General  City  Law. 

b)  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  contrary  to  Sec.  G26-401.1  (Building  Code). 
2.  The  proposed  use  of  drywells  for  100%  disposal 

of  storm  water  when  no  public  storm  sewers  into  which 
discharge  is  feasible  are  located  within  500'  of  the  prop¬ 
erty  is  contrary  to  Section  PI  10.2  (c)  (2),  RS-16  of  the 
Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  August  11,  1977,  acting  on  N.B.  Applic. 
#796/77,  Objection  Nos.  la  and  b  and  2  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  3  inches  of  rain  water  over  the  roof  area ; 
same  to  be  verified  by  Building  Department ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25% 
of  the  volume  required,  a  minimum  of  75%  of  volume  to 
be  within  the  dry  wells ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer;  and  that  objection  number  1A 
and  B  is  granted  under  the  powers  vested  in  the  Board  under 
Section  36  of  the  General  City  Law ;  and  that  all  work 
shall  be  substantially  completed  within  one  year  from  the 
date  of  this  resolution ;  and  on  further  cotiditions  that  the 
building  shall  substantially  conform  to  drawings  marked  re¬ 
ceived  “August  12,  1977”,  1  sheet  and  “October  31,  1977”, 
1  sheet  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


538-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  12,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 193  LaGuardia  Avenue,  south¬ 
east  corner  of  Lincoln  Avenue,  Block  696,  Lot  269,  Todt 
Hill,  Borough  of  Staten  Island. 
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APPEARANCES— 

For  Applicant :  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1977,  on  N.B.  Applic.  #797/77,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  of 
storm  water  when  no  public  storm  sewers  into  which 
discharge  is  feasible  are  located  within  500'  of  the 
property  is  contrary  to  Section  P110.2(c( (2),  RS-16 
of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  August  11,  1977,  acting  on  N.B. 
Applic.  #797/77,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  drywells  be  of  sufficient 
capacity  to  contain  3  inches  of  rain  water  over  the  roof 
area;  same  to  be  verified  by  Building  Department;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under 
and  to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25%  of  the  volume  required,  a  minimum  of  75%  of 
volume  to  be  within  the  dry  wells ;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer;  and  that  all  work  shall  be  sub¬ 
stantially  completed  within  one  year  from  the  date  of  this 
resolution ;  and  on  further  conditions  that  the  building  shall 
substantially  conform  to  drawings  marked  received  “August 
12,  1977”,  2  sheets ;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


539-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  12,  1977— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 201  LaGuardia  Avenue,  east 
side,  63.35  feet  north  of  Croak  Avenue,  Block  696,  Lot  266, 
Todt  Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1977,  on  N.B.  Applic.  #798/77,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  of  storm 
water  when  no  public  storm  sewers  into  which  discharge 
is  feasible  are  located  within  500  feet  of  the  property  is 
contrary  to  Section  P110.2(c)  (2),  RS-16  of  the  Admin¬ 
istrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  August  11,  1977,  acting  on  N.B.  Applic. 


#798/77  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
3  inches  of  rain  water  over  the  roof  area ;  same  to  be  verified 
by  Building  Department ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25%  of  the  volume 
required,  a  minimum  of  75%  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer ;  and  that  all  work  shall  be  substantially  completed 
within  one  year  from  the  date  of  this  resolution ;  and  on  fur¬ 
ther  conditions  that  the  building  shall  substantially  conform 
to  drawings  marked  received  “August  12,  1977”,  2  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


540-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  12,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 205  LaGuardia  Avenue,  north¬ 
east  corner  of  Croak  Avenue,  Block  696,  Lot  263,  Todt  Hill, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1977,  on  N.B.  Applic.  #799/77,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  of  storm 
water  when  no  public  storm  sewers  into  which  discharge 
is  feasible  are  located  within  500'  of  the  property  is 
contrary  to  Section  P110.2  (c)(2),  RS-16  of  the  Ad¬ 
ministrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  August  11,  1977,  acting  on  N.B.  Applic. 
#799/77,  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  volume  of  the  dry  wells  be  of  sufficient  capacity  to  con¬ 
tain  3  inches  of  rain  water  over  the  roof  area ;  same  to  be 
verified  by  Building  Department;  that  the  volume  of  voids 
of  selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25%  of  the 
volume  required,  a  minimum  of  75%  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in 
the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  and  that  all  work  shall  be  substantially  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution ;  and 
on  further  conditions  that  the  building  shall  substantially  con¬ 
form  to  drawings  marked  received  “August  12,  1977”,  2 
sheets;  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 

541-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 

Incorporated,  owner. 
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SUBJECT — Application  August  12,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street,  and  pro¬ 
posed  use  of  dry  wells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 93  Croak  Avenue,  north  side, 
100  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  255, 
Todt  Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman 

Agusta,  Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1977,  on  N.B.  Applic.  #800/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  duly  placed  on  the  official  map  therefore : 

a)  No  Certificate  of  Occupancy  can  be  issued,  as 
per  Article  2,  Sec.  36  of  the  General  City  Law. 

b)  P'roposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  contrary  to  Sec.  C26-401.1  (Building  Code). 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  when  no  public  storm  sewers  into  which 
discharge  is  feasible  are  located  within  500'  of  the 
property  is  contrary  to  Section  P110.2(c)  (2),  RS-16 
of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  August  11,  1977  acting  on  N.B.  Applic. 
#800/77,  Objection  Nos.  la  and  b  and  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  3  inches  of  rain  water  over  the  roof 
area ;  same  to  be  verified  by  Building  Department ;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under  and 
to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25%  of  the  volume  required,  a  minimum  of  75%  of 
volume  to  be  within  the  dry  wells;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer;  and  that  objection  number 
la  and  lb  is  granted  under  the  powers  vested  in  the  Board 
under  Section  36  of  the  General  City  Law ;  and  that  all 
work  shall  be  substantially  completed  within  one  year  from 
the  date  of  this  resolution ;  and  on  further  conditions  that 
the  building  shall  substantially  conform  to  drawings  marked 
received  “August  12,  1977”,  1  sheet  and  “October  31,  1977”, 
1  sheet  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


542-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT- — Application  August  12,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street,  and  pro¬ 
posed  use  of  drywells  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 88  Croak  Avenue,  south  side, 
79.50  feet  east  of  LaGuardia  Avenue,  Block  696,  Lot  210, 
Todt  Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

N  egative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1977,  on  N.B.  Applic.  #801/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  duly  placed  on  the  official  map  therefore : 

a)  No  Certificate  of  Occupancy  can  be  issued,  as 
per  Article  2,  Sec.  36  of  the  General  City  Law. 

b)  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  contrary  to  Sec.  C26-401.1  (Building  Code). 
2.  The  proposed  use  of  drywells  for  100%  disposal 

of  storm  water  when  no  public  storm  sewers  into  which 
discharge  is  feasible  are  located  within  500'  of  the  prop¬ 
erty  is  contrary  to  Section  P110.2(c)  (2),  RS-16  of  the 
Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  August  11,  1977,  acting  on  N.B.  Applic. 
#801/77,  Objection  Nos.  1A  and  B  and  2  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  3  inches  of  rain  water  over  the  roof  area ; 
same  to  be  verified  by  Building  Department ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25% 
of  the  volume  required,  a  minimum  of  75%  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  and  that  objection  number  1A  and  B  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law ;  and  that  all  work  shall  be 
substantially  completed  within  one  year  from  the  date  of 
this  resolution ;  and  on  further  coriditions  that  the  building 
shall  substantially  conform  to  drawings  marked  received 
“August  12,  1977”,  1  sheet  and  “October  31,  1977”,  1  sheet; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 

543-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  12,  1977 — an  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 85  Bolivar  Street,  northeast 
corner  of  LaGuardia  Avenue,  Block  696,  Lot  200,  Todt 
Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1977,  on  N.B.  Applic.  #802/77,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  of 
storm  water  when  no  public  storm  sewers  into  which 
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discharge  is  feasible  are  located  within  500'  of  the  prop¬ 
erty  is  contrary  to  Section  P110.2(c)  (2),  RS-16  of  the 
Administrative  Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  August  11,  1977,  acting  on  N.B. 
Applic.  #802/77,  Objection  No.  1  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  volume  of  the  dry  wells  be  of  sufficient  capacity  to 
contain  3  inches  of  rain  water  over  the  roof  area;  same  to 
be  verified  by  Building  Department ;  that  the  volume  of  voids 
of  selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25%  of  the 
volume  required,  a  minimum  of  75%  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  and  that  all  work  shall  be  substantially  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution;  and 
on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings  marked  received  “August  12,  1977”, 
2  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

544-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Royal  Hill  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  12,  1977 — an  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 965  Manor  Road,  east  side,  40.1 
feet  south  of  Croak  Avenue,  Block  698,  Lot  7,  Todt  Hill, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1977,  on  N.B.  Applic.  #803/77,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  of  storm 
water  when  no  public  storm  sewers  into  which  discharge 
is  feasible  are  located  within  500'  of  the  property  is 
contrary  to  Section  PI  10.2(c)  (2),  RS-16  of  the  Admin¬ 
istrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  August  11,  1977,  acting  on  N.B.  Applic. 
#803/77,  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
3  inches  of  rain  water  over  the  roof  area ;  same  to  be  verified 
by  Building  Department ;  that  the  volume  of  voids  of  selected 
gravel  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25%  of  the  volume 
required,  a  minimum  of  75%  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer ;  and  that  all  work  shall  be  substantially  completed 
within  one  year  from  the  date  of  this  resolution;  and  on 


further  conditions  that  the  building  shall  substantially  con¬ 
form  to  drawings  marked  received  “August  12,  1977”,  2 
sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


291-77-A 

APPLICANT — Olivetti  Corporation  of  America,  owner. 

SUBJECT — Application  June  9,  1977 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation,  sale 
and  use  in  the  City  of  New  York  of  unapproved  containers 
which  store  combustible  and/or  inflammable  copying  and 
developing  fluid. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1978,  at 
2  P.M.,  for  decision;  applicant  to  be  advised;  hearing 
closed. 


468-77-A 

APPLICANT — Jeremiah  T.  Walsh,  Commissioner  of  Build¬ 
ings. 

OWNER  OF  PREMISES— William  Schmid. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #4467  re-  access  to  fire  escapes, 
and  stairway  enclosure. 

PREMISES  AFFECTED— 25-29  William  Street  and  38-42 
Exchange  Place,  southwest  corner,  Block  25,  Lot  27,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Owner :  Aney  Edelstein. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
2  P.M.,  for  hearing. 


469-77- A 

APPLICANT — Jeremiah  T.  Walsh,  P.E.,  Commissioner  of 
Buildings. 

OWNER  OF  PREMISES — Cedar  Management  Corpora¬ 
tion. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #18833  re-  stairway  enclosure. 

PREMISES  AFFECTED— 65-69  Nassau  Street,  28-30 
John  Street,  southwest  corner,  Block  65,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Owner :  None. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1978,  at 
2  P.M.,  for  hearing;  applicant  to  be  notified. 


557-77-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 

OWNER  OF  PREMISES — Panamendel  Corporation. 

SUBJECT — Application  August  24,  1977 — for  Modification 
of  Certificate  of  Occupancy  #Q160047 — re-  sprinkler 
system. 

PREMISES  AFFECTED — 79-10  Queens  Boulevard,  south 
side,  80  feet  east  of  Hillyer  Street,  Block  2453,  Lot  40, 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  R.  J.  Ellis,  Fire  Dept. 

For  Owner :  Anthony  M.  Salvati  and  Gaspare  J.  Gallo. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 
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617-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Emil  Rausman, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 1606  Drumgoole  Road  East, 
south  side,  100  feet  west  of  Parkwood  Avenue,  Block 
6910,  Lot  13,  Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978, 
at  2  P.M.,  for  decision;  hearing  closed. 


618-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Emil  Rausman, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 1616  Drumgoole  Road  East, 
south  side,  200  feet  west  of  Parkwood  Avenue,  Block 
6910,  Lot  9,  Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD— Laid  over  to  January  31,  1978, 
at  2  P.M.,  for  decision;  hearing  closed. 


619-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Ralph  Glass- 
berg,  owner. 

SUBJECT — Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 5  Herkimer  Street,  northwest 
corner  of  Metropolitan  Avenue,  Block  270,  Lot  24,  New 
Brighton,  Borough'  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978, 
at  2  P.M.,  for  decision;  hearing  closed. 


657-77-A 

APPLICANT — A.  J.  Sigman  for  Joseph  Facchin,  owner. 
SUBJECT — Application  October  14,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water.  (Local  Law 

#7.) 

PREMISES  AFFECTED— 122-02  to  122-06  25th  Road, 
southeast  corner  of  College  Point  Boulevard,  Block  4260, 
Lot  25,  College  Point,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  A.  J.  Sigman. 

ACTION  OF  BOARD- — Laid  over  to  January  31,  1978, 
at  2  P.M.,  for  decision;  hearing  closed. 

862-77-A 

APPLICANT — John  J.  Tricarico  for  Michele  Mastromatteo, 
owner. 

SUBJECT — Application  November  16,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water.  (Local  Law 

#7.) 


PREMISES  AFFECTED— 258-01/258-05  Hillside  Avenue, 
northwest  corner  of  258th  street,  Block  8770,  Lot  8,  Queens 
Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  J.  Tricarico. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1978,  at 
2  P.M.,  for  decision;  hearing  closed. 


372-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2011  Seward  Avenue,  north 
side,  93.01  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  93, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Michael  J.  Lazar. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


373-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2013  Seward  Avenue,  north 
side,  109.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
92,  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


375-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED— 2017  Seward  Avenue,  north 
side,  141.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
90,  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


376-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2019  Seward  Avenue,  north 
side,  157.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
89,  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 
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377- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11 B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2021  Seward  Avenue,  north 
side,  173.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
88,  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 

378- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2023  Seward  Avenue,  north 
side,  189.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
87,  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


379-77-A 

APPLICANT— Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2025  Seward  Avenue,  north 
side,  205.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
86,  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


380-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  1 1 B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2027  Seward  Avenue,  north 
side,  221.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
85,  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing  closed. 


382-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  1 1 B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2031  Seward  Avenue,  north 
side,  253.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
83,  Borough  of  The  Bronx. 


ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing  closed. 


383-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2033  Seward  Avenue,  north 
side,  269.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
82,  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing  closed. 


384-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 700  Pugsley  Avenue,  east  side, 
zero  feet  NEC  of  Seward  Avenue,  Block  3607,  Lot  1, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing  closed. 


385-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de- 
sion  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11 B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 702  Pugsley  Avenue,  east  side, 
20.0  feet  north  of  Seward  Avenue,  Block  3607,  Lot  2, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


386-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de- 
sion  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 704  Pugsley  Avenue,  east  side, 
36.0  feet  north  of  Seward  Avenue,  Block  3607,  Lot  3, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


387-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de- 
sion  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 


27 


MINUTES 


PREMISES  AFFECTED — 706  Pugsley  Avenue,  east  side, 
52.0  feet  north  of  Seward  Avenue,  Block  3607,  Lot  4, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


388-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de- 
sion  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 708  Pugsley  Avenue,  east  side, 
68.0  feet  north  of  Seward  Avenue,  Block  3607,  Lot  5, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


389-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 710  Pugsley  Avenue,  east  side, 
84.0  feet  north  of  Seward  Avenue,  Block  3607,  Lot  6, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


390-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 712  Pugsley  Avenue,  east  side, 
84.0  feet  south  of  Homer  Avenue,  Block  3607,  Lot  7, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


391-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 714  Pugsley  Avenue,  east  side, 
68.0  feet  south  of  Homer  Avenue,  Block  3607,  Lot  8, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


392-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 


SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 716  Pugsley  Avenue,  east  side, 
52.0  feet  south  of  Homer  Avenue,  Block  3607,  Lot  9, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


393-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 718  Pugsley  Avenue,  east  side, 
36.0  feet  south  of  Homer  Avenue,  Block  3607,  Lot  10, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing  closed. 


395-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 722  Pugsley  Avenue,  east  side, 
zero  feet,  SEC  of  Homer  Avenue,  Block  3607,  Lot  11, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD— Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision ;  additional  information ;  hearing  closed. 


396-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT- — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2010  Homer  Avenue,  south  side, 
93.01  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  12, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision ;  additional  information ;  hearing  closed. 


397-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT— Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2012  Homer  Avenue,  south  side, 
109.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  13, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing  closed. 


398-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 
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SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2014  Homer  Ave.,  south  side, 

125.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  14, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


399-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2016  Homer  Ave.,  south  side, 

141.34  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  15, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


400-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2018  Homer  Ave.,  south  side, 

157.34  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  16, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


401-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2020  Homer  Ave.,  south  side, 

173.34  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  17, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


402-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  con¬ 
struction  of  Class  1 1 B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED— 2022  Homer  Ave.,  south  side, 

189.34  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  18, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


403- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  con¬ 
struction  of  Class  1 1 B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2024  Homer  Ave.,  south  side, 

205.34  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  19, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 

404- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2026  Homer  Ave.,  south  side, 

221.34  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  20, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision ;  additional  information ;  hearing 
closed. 

405- 77-A 

APPLICANT— Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED— 2028  Homer  Avenue.,  south 
side,  237.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
120,  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 

406-  77- A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2030  Homer  Ave.,  south  side, 

253.34  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  21, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


407-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
1 1 B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2032  Homer  Ave.,  south  side, 

269.34  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  22, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 
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APPLICANT— Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED— 705A  Olmstead  Ave.,  west  side, 

85.67  feet  north  of  Seward  Ave.,  Block  3607,  Lot  47, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD- — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


409-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 707  Olmstead  Ave.,  west  side, 
82.0  feet  south  of  Homer  Ave.,  Block  3607,  Lot  46, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD— Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


410-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 705  Olmstead  Ave.,  west  side, 

69.67  feet  north  of  Seward  Ave.,  Block  3607,  Lot  48, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


411-77-A 

APPLICANT' — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED— 703A  Olmstead  Ave.,  west  side, 

53.67  feet  north  of  Seward  Ave.,  Block  3607,  Lot  49, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


412-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  con¬ 
struction  of  Class  11 B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 703  Olmstead  Ave.,  west  side, 

37.67  feet  north  of  Seward  Ave.,  Block  3607,  Lot  50, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


415- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED— 2034  Homer  Avenue,  south  side, 

293.67  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  23, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing  closed. 

416- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2036  Homer  Avenue,  south  side, 
318.0  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  24, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision  ;  additional  information;  hearing  closed. 


418- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
1 1 B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2040  Homer  Avenue,  south  side, 
350.0  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  25, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing  closed. 

419- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
1 1 B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2042  Homer  Avenue,  south  side, 
366.0  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  26, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing  closed. 

420- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT— Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2044  Homer  Avenue,  south  side, 
382.0  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  27, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD- — Laid  over  to  January  17,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 

421- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 
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PREMISES  AFFECTED — 2046  Homer  Avenue,  south  side, 
366.0  feet  west  of  Olmstead  Avenue,  Block  3607,  Lot  28, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


422-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
1 1 B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED— 2048  Homer  Avenue,  south  side, 
350.0  feet  west  of  Olmstead  Avenue,  Block  3607,  Lot  29, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 

424-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2052  Homer  Avenue,  south  side, 
318.0  feet  west  of  Olmstead  Avenue,  Block  3607,  Lot  31, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 

426-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2056  Homer  Avenue,  south  side, 
286.0  feet  west  of  Olmstead  Avenue,  Block  3607,  Lot  32, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision ;  additional  information ;  hearing 
closed. 


427-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  con¬ 
struction  of  Class  1 1 B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2058  Homer  Avenue,  south  side, 
261.41  feet  west  of  Olmstead  Avenue,  Block  3607,  Lot  33, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


428-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 


SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  con¬ 
struction  of  Class  1 1 B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2035  Seward  Avenue,  north 
side,  293.67  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
81,  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision ;  additional  information ;  hearing 
closed. 


429-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
1 1 B  or\e  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED— 2037  Seward  Ave.,  north  side, 
318.0  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  80, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


430- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
1 1 B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2039  Seward  Ave.,  north  side, 
334.0  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  79, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 

431- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
1 1 B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2041  Seward  Ave.,  north  side, 
350.0  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  78, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 

432- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
1 1 B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2043  Seward  Ave.,  north  side, 
366.0  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  77, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 

433- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 
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SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2045  Seward  Ave.,  north  side. 
382.0  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  76, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision ;  additional  information ;  hearing 
closed. 

435-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2049  Seward  Ave.,  north  side, 
350.0  feet  west  of  Olmstead  Ave.,  Block  3607,  Lot  74, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD— Laid  over  to  January  17,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


436- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2051  Seward  Ave.,  north  side, 
334.0  feet  west  of  Olmstead  Ave.,  Block  3607,  Lot  73, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 

437- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT- — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED— 2053  Seward  Ave.,  north  side, 
318.0  feet  west  of  Olmstead  Ave.,  Block  3607,  Lot  72, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


438-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
11 B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED— 2055  Seward  Ave.,  north  side, 
293.67  feet  west  of  Olmstead  Ave.,  Block  3607,  Lot  71, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


439-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 


PREMISES  AFFECTED — 2057  Seward  Avenue,  north 
side,  269.34  feet  west  of  Olmstead  Avenue,  Block  3607, 
Lot  70,  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing  closed. 


440-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED— 2059  Seward  Avenue,  north 
side,  253.34  feet  west  of  Olmstead  Avenue,  Block  3607, 
Lot  69,  Borough  of  The  Bronx. 

ACTION  OF  BOARD— Laid  oyer  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing  closed. 


442-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2063  Seward  Avenue,  north 
side,  221.34  feet  west  of  Olmstead  Avenue,  Block  3607, 
Lot  68,  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision  ;  additional  information ;  hearing  closed. 


443-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  Class 
11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED— 2065  Seward  Avenue,  north 
side,  205.34  feet  west  of  Olmstead  Avenue,  Block  3607, 
Lot  68,  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing  closed. 


444-77-A 

APPLICANT— Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT- — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  construc¬ 
tion  of  Class  1 1 B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2067  Seward  Avenue,  north 
side,  189.34  feet  east  of  Olmstead  Avenue,  Block  3067, 
Lot  65,  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


445-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT— Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  construc¬ 
tion  of  Class  11B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2069  Seward  Avenue,  north 
side,  173.34  feet  west  of  Olmstead  Avenue,  Block  3607, 
Lot  64,  Borough  of  The  Bronx. 
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ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


446-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  construc¬ 
tion  of  Class  1 1 B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2071  Seward  Ave.,  north  side, 
157.34  feet  west  of  Olmstead  Ave.,  Block  3607,  Lot  63, 
Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision ;  additional  information ;  hearing 
closed. 


447-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  construc¬ 
tion  of  Class  1 1 B  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2073  Seward  Avenue,  north 
side,  141.34  feet  west  of  Olmstead  Avenue,  Block  3607, 
Lot  62,  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


449- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  con¬ 
struction  of  Class  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED— 2077  Seward  Avenue,  north 
side,  109.34  feet  west  of  Olmstead  Avenue,  Block  3607, 
Lot  60,  Borough  of  The  Bronx. 

ACTION  OF  BOARD— Laid  over  to  January  17,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 

450- 77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  con¬ 
struction  of  Oass  11B  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2079  Seward  Avenue,  north 
side,  93.01  feet  west  of  Olmstead  Avenue,  Block  3607, 
Lot  59,  Borough  of  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1978, 
at  2  P.M.,  for  decision ;  additional  information ;  hearing 
closed. 

Adjourned:  2:50  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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CORRECTION* 

The  resolution  adopted  November  1,  1977  and  printed  in 
Bulletin  No.  45,  Volume  LXII  under  Calendar  Number  299- 
77-BZ  is  hereby  corrected  to  read  as  follows : 

299-77-BZ 

APPLICANT — McGee  and  Morsellino  for  Sage  Motors, 
Incorporated,  owner. 

SUBJECT — Application  June  14,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  construction 
and  maintenance  of  a  public  parking  lot. 

PREMISES  AFFECTED — 72-14  47th  Avenue,  south  side, 
100.06  feet  east  of  72nd  Street,  Block  2447,  Lot  13,  Wood- 
side,  Borough  of  Queens.  Community  Board  #2Q. 
APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Fossella  ...  6 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  18,  1977,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  1,  1977 ;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  acting  on  Alt.  Applic.  #491/1977,  reads : 

‘1.  The  proposed  open  parking  and  storage  of  22 
automobiles,  U.G.  16,  within  a  residential  R-5  Zone,  is 
contrary  to  Section  22-00  Z.R”. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R5  district,  the  construction  and 
maintenance  or  an  accessory  parking  lot  on  condition  that 
all  work  shall  substantially  conform  to  drawings  as  they 
apply  to  the  objection,  above  noted,  filed  with  this  application, 
marked  “Received  June  14,  1977”,  4  sheets;  that  this  variance 
shall  be  limited  to  a  term  of  10  years ;  that  the  plot  shall  be 
ocupied  as  an  accessory  facility  for  Sage  Motors  Inc.,  that 
there  shall  be  no  wrecks,  repairs  or  storage  of  vehicles,  or 
storage  of  wrecked  vehicles ;  that  there  shall  be  no  commer¬ 
cial  vehicles  stored  on  the  premises ;  that  this  variance  shall 
lapse  if  Sage  Motors  operation  is  discontinued ;  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

*  In  the  Resolved  section  correction  is  made  to  read  for  a 
term  of  10  years  rather  than  5  years. 
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DOCKET 

New  Cases  Filed  up  to  January  17,  1978 

Cal.  No.  Dept.  Premises  Affected 

12-78-BZ — B.B. — 2971  Coney  Island  Avenue,  east  side, 
111.9^  feet  north  of  Banner  Avenue,  Block  7483,  Lot  6, 
Borough  of  Brooklyn,  Community  Board  #15BK,  Alt. 
#1133/77,  re-  proposed  one  story  enlargement  at  rear, 
Cont.  to  Sec.  33-292;  proposed  floor  area  exceeds  that 
permitted,  Cont.  to  Sec.  33-122  ZR. 


13-78-BZ — B.Q. — 144-20,-22  Liberty  Avenue,  south  side, 
75.07  feet  west  of  Inwood  Street,  Block  10043,  Lots  6 
and  9,  Jamaica,  Borough  of  Queens,  Community  Board 
#12Q,  Alt.  #1160/77,  re-  proposed  enlargement  of  retail 
store,  storage,  loading  and  unloading  Cont.  to  22-00, 
52-22,  54-31  ZR;  Bulk  requirements. 


14-78-A — B.S.I. — 195  Woodvale  Avenue,  northeast  cor¬ 
ner  of  Finlay  Avenue,  Block  6750,  Lot  57,  Pleasant 
Plains,  Borough  of  Staten  Island,  NB  #1446/77,  re¬ 
storm  water  disposal,  Local  Law  #7. 


15-78-A — B.S.I. — 1307  Arthur  Kill  Road,  north  side, 
645.09  feet  west  of  Woodrow  Road,  Block  5860,  Lot  1, 
Annadale,  Borough  of  Staten  Island,  NB  #1519/76,  re- 
Section  36,  Building  not  fronting  on  legal  street,  General 
City  Law;  Storm  water  disposal,  Local  Law  #7. 


16-78- A — B.Q. — 211-05  45th  Road,  northeast  corner  of 
211th  Street,  Block  7313,  Lot  1,  Bayside,  Borough  of 
Queens,  NB  #80/77,  re-  storm  water  disposal,  Local 
Law  #7. 


17-78-BZ — B.S.I. — 3075  Richmond  Terrace,  north  side, 
732.92  feet  west  of  Harbor  Road,  Block  1208,  Lot  1, 
Mariners  Harbor,  Borough  of  Staten  Island,  Community 
Board  #1SI,  Ports  and  Terminals  Permit  #770178/77, 
Plan  #2216,  re-  radio  and  television  tower. 


18-78-BZ — B.M. — 111-113  East  38th  Street,  north  side, 
160  feet  west  of  Lexington  Avenue,  Block  894,  Lots  10 
and  11,  Borough  of  Manhattan,  Community  Board  #6M, 
Alt.  #1120/77,  re-  offices  and  multiple  dwelling,  Cont.  to 
Sec.  22-10  ZR;  Bulk  and  parking  regulations. 


19-78-A — F.D. — Packaging  of  combustible  mixture  known 
as  “Non- Aerosol  Shout  Laundry  Soil  and  Stain  Remover” 
in  22  FI.  oz.  plastic  container;  Container  not  in  compli¬ 
ance  with  the  Administrative  Code. 


20-78-SM — “Theftgard  #17,”  Model  17  Emergency  Exit 
Door  Lock,  Manufactured  by  Alarm  Lock  Corporation, 
Material. 


21-78-BZ — B.Q. — 155-15  Aguilar  Avenue,  north  side, 
246.26  feet  west  of  72nd  Avenue,  Block  6793,  Lot  380, 
Flushing,  Borough  of  Queens,  Community  Board  #8Q, 
Alt.  #351/74,  re-  proposed  enlargement  of  supermarket 
in  R-6  zone  Cont.  to  Sec.  22-00,  52-22,  52-41  ZR,  reduce 
number  of  parking  spaces. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I. — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  14,  1978,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  14,  1978,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

682-76-A 

APPLICANT — E.  Lauria  for  William  Cilenti,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  16, 
1977 — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  on  a  legal  street; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 153  Jackson  Avenue,  east  side, 
252.30  feet  south  of  Robin  Road,  Block  3124,  Lot  250,  South 
Beach,  Borough  of  Staten  Island. 


268-75-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Gus  Nicholas  and 
Florence  Vamkaketes,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  21, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  district,  the  erection  of  a 
one  story  building  for  use  as  a  catering  establishment  with 
accessory  parking  extending  into  the  residence  district. 

PREMISES  AFFECTED — 10017  Fourth  Avenue,  east  side, 
95  feet  south  of  100th  Street,  Block  6138,  Lot  5,  Borough  of 
Brooklyn. 


540-76-BZ 

APPLICANT — Weinberg  and  Kirshenbaum  for  Lescal 
Realty,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  30, 
1977— — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-9  and  R8  district,  in  con¬ 
junction  with  the  rehabilitation  of  two  multiple  dwellings 
into  a  single  multiple  dwelling,  the  enlargement  into  the 
inner  courts  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED— 154-158-160  East  91st  Street, 
south  side,  95  feet  east  of  Lexington  Avenue,  Block  1519, 
Lots  46  and  49,  Borough  of  Manhattan.  Community  Board 
#8M. 


539-76-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Margaret  Fitz¬ 
gerald,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  25, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  (CR)  district,  on  a  plot 
previously  before  the  Board,  the  enlargement  in  area  of 
the  first  floor  of  an  existing  four  story  building  and  the 
change  in  occupancy  from  store  to  electrical  equipment 
manufacturing. 

PREMISES  AFFECTED — 424  West  45th  Street,  south 
side,  300  feet  west  of  9th  Avenue,  Block  1054,  Lot  46, 
Borough  of  Manhattan. 

427-74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Charles 
Beshara,  owner. 


38 


CALENDAR 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  18, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  district,  in  an  existing  two 
story  building,  the  addition  to  the  uses  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 8219  5th  Avenue,  east  side, 
42.1014  feet  north  of  83rd  Street,  Block  6009,  Lot  3,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #10BK. 


729-70-A 

APPLICANT— Gencorelli  and  Salo  for  Bankers  Trust 
Company,  owner. 

SUBJECT — Application  for  consideration — to  dismiss  for 
lack  of  prosecution  (application  to  reopen  and  amend  the 
resolution) — filed  pursuant  to  Section  35,  Article  3,  Gen¬ 
eral  City  Law  re-  erection  of  building  in  bed  of  a  mapped 
street. 

PREMISES  AFFECTED— 41-22  Bell  Boulevard,  north¬ 
west  corner  of  42nd  Avenue,  Block  6227,  Lots  309  and 
311,  Bayside,  Borough  of  Queens. 


37-50-BZ 

APPLICANT — Atkin  and  Gibson  for  Eastern  Boulevard 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  May  16,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7c  and  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  reconstruction  and  extension  of 
existing  accessory  building  on  existing  gasoline  service 
station  to  include  lubritorium,  car  washing  accessory  store 
and  to  permit  the  parking  and  storage  of  motor  vehicles 
on  unbuilt  upon  portion  of  plot. 

PREMISES  AFFECTED — 1499  Bruckner  Boulevard, 

northwest  corner  of  Wheeler  Avenue,  Block  3712,  Lots  1, 
5  and  75,  Borough  of  the  Bronx.  Community  Board 
#9BX. 


581-76-BZ 

APPLICANT — McGee  and  Morsellino  for  Isidoro  Bratelli, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  an  R3-2 
district,  the  reconstruction  and  the  construction  of  a  second 
floor  enlargement  to  a  retail  store  and  office  building  that 
increases  the  degree  of  non-compliance  within  the  front 
yard,  side  yard  and  the  parking  requirements. 

PREMISES  AFFECTED— 149-01  Northern  Boulevard, 
northeast  corner  of  149th  Street,  Block  5006,  Lot  26, 
Flushing,  Borough  of  Queens.  Community  Board  #7Q. 


640-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
Et  al  for  Pandrum  Corporation,  82  East  Corporation,  82 
Rehabilitation  Company,  Incorporated,  Avenue  Renovation 
Corporation,  210  East  82nd  Corporation,  200  East  82nd 
Associates,  owners. 

SUBJECT — Application  September  20,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C1-9(R10)  and  R8  district,  on  a 
plot  with  two  six  story  structures,  the  erection  of  a  28 
story  mixed  building  that  exceeds  the  adjusted  floor  area 


ratio,  has  less  than  the  required  lot  area  per  room  and 
acessory  parking  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED — 1443-1451  Third  Avenue  and 
200-216  East  82nd  Street,  southeast  corner,  Block  1527,  Lot 
41,  Borough  of  Manhattan.  Communityy  Board  #8M. 


670-77-B  Z 

APPLICANT — Wechsler,  Grasso,  Menziuso  for  Lafayette 
Studio,  Corporation,  owner. 

SUBJECT — Application  October  24,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  M1-5B  district,  the  conver¬ 
sion  of  an  existing  six  story  building  from  commercial  use 
into  residential  occupancy. 

PREMISES  AFFECTED — 280/290  Lafayette  Street,  south 
side  of  Jersey  Street  and  115/127  Crosby  Street,  Block  510, 
Lots  6  and  9,  Borough  of  Manhattan.  Community  Board 

#2M. 


671-77-A 

APPLICANT — Wechsler,  Grasso,  Menziuso  for  Lafayette 
Studio  Corporation,  owner. 

SUBJECT — Application  October  24,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stair  enclosure, 
corridors,  stairs,  multiple  dwelling  law. 

PREMISES  AFFECTED— 280/290  Lafayyette  Street,  south 
side  of  Jersey  Street  and  115/127  Crosby  Street,  Block 
510,  Lots  6  and  9,  Borough  of  Manhattan. 


874-77-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Beekman  Associates, 
Contract  Vendee. 

SUBJECT — Application  November  22,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  conversion  of 
an  existing  seven  story  building  from  a  gymnasium  into  a 
multiple  dwelling  that  will  create  compliance  in  the  required 
open  space,  outer  court,  distance  between  windows  and  lot 
lines  and  rear  yard  encroachment. 

PREMISES  AFFECTED— 301  East  52nd  Street,  north 
side,  71  feet  east  of  East  Second  Avenue,  Block  1345,  Lot  5, 
Borough  of  Manhattan.  Community  Board  #6M. 


875-77-A 

APPLICANT — Samuel  J.  Kisseloff  for  Beekman  Associates, 
Contract  Vendee. 

SUBJECT — Application  November  22,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED— 301  East  52nd  Street,  north 
side,  71  feet  east  of  Second  Avenue,  Block  1345,  Lot  5, 
Borough  of  Manhattan. 


898-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Angelo 
Domingo,  owner. 

SUBJECT — Application  November  23,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  two  story  building 
to  expand  the  first  floor  retail  store  that  encroaches  on 
the  required  side  yard  and  the  maintenance  of  the  second 
floor  apartment. 

PREMISES  AFFECTED — 925  Crescent  Street,  east  side, 
191  feet  south  of  Stanley  Avenue,  Block  4529,  Lots  48  and 
49,  Borough  of  Brooklyn.  Community  Board  #5BK. 
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558-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
for  Parlieb,  Incorporated,  Contract  Vendee. 

SUBJECT — Application  August  19,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  CRT  and  C6-6  CRT  dis¬ 
trict,  the  erection  of  a  46  story  and  penthouse  mixed  build¬ 
ing  that  encroaches  on  the  required  tower  setback  and 
alternate  front  setback. 

PREMISES  AFFECTED— 109-123  West  56th  Street,  north 
side,  150  feet  west  of  Avenue  of  the  Americas  and  118  West 
57th  Street,  Block  1009,  Lots  19  and  43,  Borough  of  Man¬ 
hattan.  Community  Board  #5M. 

Laid  over  from  January  17,  1978,  for  hearing. 


658-77-BZ 

APPLICANT — Mok  and  Somber  for  Fred  C.  Lary,  owner. 
SUBJECT — Application  October  12,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-5  district,  the  conversion  of 
an  existing  five  story  building  from  a  hotel  into  a  multiple 
dwelling. 

PREMISES  AFFECTED — 15  East  21st  Street,  northeast 
corner  of  Broadway,  Block  850,  Lot  16,  Borough  of  Man¬ 
hattan.  Community  Board  #5M. 

Laid  over  from  January  17,  1978,  for  hearing. 


461-77-BZ 

APPLICANT — Stanley  Shapiro  for  Equitable  Funding  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  1,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
two  story  enlargement  to  a  two  family  dwelling  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
encroachment  into  the  required  rear  yard. 

PREMISES  AFFECTED — 494  State  Street,  south  side, 
120.3  feet  west  of  Third  Avenue,  Block  179,  Lot  22,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #2BK. 

Laid  over  from  January  17,  1978,  for  continued  hearing. 

Alan  D.  Gershuny,  Executive  Director 


FEBRUARY  14,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  February  14,  1978,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

20-78-SM 

APPLICANT — Alarm  Lock  Corporation — emergency  exit 
lock. 


249-77-SA 

APPLICANT — Edwards  Company,  Incorporated,  a  unit  of 
General  Signal  Corporation — smoke  detectors  and  smoke 
detector  control  equipment. 

977-77-SA 

APPLICANT — Sloan  and  Bischoff,  Incorporated  for  Afton 
Pumps,  Incorporated — pumping  of  hydrocarbons. 


706-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 158  Joseph  Avenue,  northwest 
corner  of  Oakville  Street,  Block  1987,  Lot  320,  Willow- 
brook,  Borough  of  Staten  Island. 


707-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTER — 156  Joseph  Avenue,  west  side, 
26.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  321, 
Willowbrook,  Borough  of  Staten  Island. 


708-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 152  Joseph  Avenue,  west  side, 
50.8  feet  north  of  Oakville  Street,  Block  1987,  Lot  322, 
Willowbrook,  Borough  of  Staten  Island. 


709-77- A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  for  consideration — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 150  Joseph  Avenue,  west  side, 
75.6  feet  north  of  Oakville  Street,  Block  1987,  Lot  323, 
Willowbrook,  Borough  of  Staten  Island. 


710-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 146  Joseph  Avenue,  west  side, 
100.4  feet  north  of  Oakville  Street,  Block  1987,  Lot  325, 
Willowbrook,  Borough  of  Staten  Island. 


711-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 144  Joseph  Avenue,  west  side, 
125.2  feet  north  of  Oakville  Street,  Block  1987,  Lot  326, 
Willowbrook,  Borough  of  Staten  Island. 
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712-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 140  Joseph  Avenue,  west  side, 
150  feet  north  of  Oakville  Street,  Block  1987,  Lot  327, 
Willowbrook,  Borough  of  Staten  Island. 


713-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 138  Joseph  Avenue,  west  side, 
174.8  feet  north  of  Oakville  Street,  Block  1987,  Lot  328, 
Willowbrook,  Borough  of  Staten  Island. 


714-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 134  Joseph  Avenue,  west  side, 
199.6  feet  north  of  Oakville  Street,  Block  1987,  Lot  330, 
Willowbrook,  Borough  of  Staten  Island. 


715-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 132  Joseph  Avenue,  west  side, 
224.4  feet  north  of  Oakville  Street,  Block  1987,  Lot  331, 
Willowbrook,  Borough  of  Staten  Island. 


716-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 128  Joseph  Avenue,  west  side, 
249.2  feet  north  of  Oakville  Street,  Block  1987,  Lot  332, 
Willowbrook,  Borough  of  Staten  Island. 


717-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 126  Joseph  Avenue,  west  side, 
274.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  333, 
Willowbrook,  Borough  of  Staten  Island. 


718-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJTECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 122  Joseph  Avenue,  west  side, 
302.42  feet  south  of  Harold  Street,  Block  1987,  Lot  335, 
Willowbrook,  Borough  of  Staten  Island. 


719-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 120  Joseph  Avenue,  west  side, 
277.62  feet  south  of  Harold  Street,  Block  1987,  Lot  336, 
Willowbrook,  Borough  of  Staten  Island. 


720-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 116  Joseph  Avenue,  west  side, 
252.82  feet  south  of  Harold  Street,  Block  1987,  Lot  337, 
Willowbrook,  Borough  of  Staten  Island. 


721-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 114  Joseph  Avenue,  west  side, 
228.02  feet  south  of  Harold  Street,  Block  1987,  Lot  338, 
Willowbrook,  Borough  of  Staten  Island. 


722-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT- — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 110  Joseph  Avenue,  west  side, 
203.22  feet  south  of  Harold  Street,  Block  1987,  Lot  340, 
Willowbrook,  Borough  of  Staten  Island. 


723-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 108  Joseph  Avenue,  west  side, 
178.42  feet  south  of  Harold  Street,  Block  1987,  Lot  342, 
Willowbrook,  Borough  of  Staten  Island. 
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724-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 104  Joseph  Avenue,  west  side, 
153.62  feet  south  of  Harold  Street,  Block  1987,  Lot  343, 
Willowbrook,  Borough  of  Staten  Island. 


725-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 102  Joseph  Avenue,  west  side, 
128.82  feet  south  of  Harold  Street,  Block  1987,  Lot  344, 
Willowbrook,  Borough  of  Staten  Island. 


726-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 98  Joseph  Avenue,  west  side, 
104.02  feet  south  of  Harold  Street,  Block  1987,  Lot  346, 
Willowbrookt  Borough  of  Staten  Island. 


727-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 96  Joseph  Avenue,  west  side, 
79.22  feet  south  of  Harold  Street,  Block  1987,  Lot  347, 
Willowbrook,  Borough  of  Staten  Island. 


728-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 92  Joseph  Avenue,  west  side, 
44.22  feet  south  of  Harold  Street,  Block  1987,  Lot  348, 
Willowbrook,  Borough  of  Staten  Island. 


729-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 90  Joseph  Avenue,  southwest 
corner  of  Harold  Street,  Block  1987,  Lot  350,  Willow¬ 
brook,  Borough  of  Staten  Island. 


730-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 159  Joseph  Avenue,  northeast 
corner  of  Oakville  Street,  Block  1987,  Lot  256,  Willow¬ 
brook,  Borough  of  Staten  Island. 


731-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 157  Joseph  Avenue,  east  side, 
26.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  257, 
Willowbrook,  Borough  of  Staten  Island. 


732-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 153  Joseph  Avenue,  east  side, 
50.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  258, 
Willowbrook,  Borough  of  Staten  Island. 


733-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 151  Joseph  Avenue,  east  side, 
75.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  259, 
Willowbrook,  Borough  of  Staten  Island. 


734-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 147  Joseph  Avenue,  east  side, 
99.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  261, 
Willowbrook,  Borough  of  Staten  Island. 


735-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 145  Joseph  Avenue,  east  side, 
124.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  262, 
Willowbrook,  Borough  of  Staten  Island. 
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736-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 141  Joseph  Avenue,  east  side, 
148.5  feet  north  of  Oakville  Street,  Block  1987,  Lot  263, 
Willowbrook,  Borough  of  Staten  Island. 


737-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 139  Joseph  Avenue,  east  side, 
173.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  264, 
Willowbrook,  Borough  of  Staten  Island. 


738-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 135  Joseph  Avenue,  east  side, 
197.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  266, 
Willowbrook,  Borough  of  Staten  Island. 


739-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7)- 

PREMISES  AFFECTED — 133  Joseph  Avenue,  east  side, 
222.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  267, 
Willowbrook,  Borough  of  Staten  Island. 


740-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 129  Joseph  Avenue,  east  side, 
246.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  268, 
Willowbrook,  Borough  of  Staten  Island. 


741-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 127  Joseph  Avenue,  east  side, 
271.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  269, 
Willowbrook,  Borough  of  Staten  Island. 


742-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 123  Joseph  Avenue,  east  side, 
295.20  feet  north  of  Oakville  Street,  Block  1987,  Lot  271, 
Willowbrook,  Borough  of  Staten  Island. 


743-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 121  Joseph  Avenue,  east  side, 
319.40  feet  north  of  Oakville  Street,  Block  1987,  Lot  272, 
Willowbrook,  Borough  of  Staten  Island. 


744-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 117  Joseph  Avenue,  east  side, 
266.64  feet  south  of  Harold  Street,  Block  1987,  Lot  272, 
Willowbrook,  Borough  of  Staten  Island. 


745-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — -Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 115  Joseph  Avenue,  east  side, 
242.44  feet  south  of  Harold  Street,  Block  1987,  Lot  274, 
Willowbrook,  Borough  of  Staten  Island. 


746-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 111  Joseph  Avenue,  east  side, 
218.24  feet  south  of  Harold  Street,  Block  1987,  Lot  276, 
Willowbrook,  Borough  of  Staten  Island. 


747-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 109  Joseph  Avenue,  east  side, 
194.04  feet  south  of  Harold  Street,  Block  1987,  Lot  277, 
Willowbrook,  Borough  of  Staten  Island. 
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748-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 105  Joseph  Avenue,  east  side, 
169.84  feet  south  of  Harold  Street,  Block  1987,  Lot  278, 
Willowbrook,  Borough  of  Staten  Island. 


749-7 7- A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 103  Joseph  Avenue,  east  side, 
145.64  feet  south  of  Harold  Street,  Block  1987,  Lot  279, 
Willowbrook,  Borough  of  Staten  Island. 


750-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Joseph  Avenue,  east  side, 
121.44  feet  south  of  Harold  Street,  Block  1987,  Lot  281, 
Willowbrook,  Borough  of  Staten  Island. 


751-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 97  Joseph  Avenue,  east  side, 
97.24  feet  south  of  Harold  Street,  Block  1987,  Lot  282, 
Willowbrook,  Borough  of  Staten  Island. 


752-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 95  Joseph  Avenue,  east  side, 
73.04  feet  south  of  Harold  Street,  Block  1987,  Lot  283, 
Willowbrook,  Borough  of  Staten  Island. 


753-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 93  Joseph  Avenue,  east  side, 
48.84  feet  south  of  Harold  Street,  Block  1987,  Lot  284, 
Willowbrook,  Borough  of  Staten  Island. 


754-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 91  Joseph  Avenue,  east  side, 
24.64  feet  south  of  Harold  Street,  Block  1987,  Lot  286, 
Willowbrook,  Borough  of  Staten  Island. 


755-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 89  Joseph  Avenue,  southeast 
corner  of  Harold  Street,  Block  1987,  Lot  287,  Willowbrook, 
Borough  of  Staten  Island. 


756-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 121  Washington  Avenue,  north¬ 
west  corner  of  Oakville  Street,  Block  1987,  Lot  254,  Wil¬ 
lowbrook,  Borough  of  Staten  Island. 


757-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 119  Washington  Avenue,  west 
side,  26  feet  north  of  Oakville  Street,  Block  1987,  Lot  253, 
Willowbrook,  Borough  of  Staten  Island. 


758-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 117  Washington  Avenue,  west 
side,  50.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
252,  Willowbrook,  Borough  of  Staten  Island. 


759-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 115  Washington  Avenue,  west 
side,  75  feet  north  of  Oakville  Street,  Block  1987,  Lot  251, 
Willowbrook,  Borough  of  Staten  Island. 
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760-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 111  Washington  Avenue,  west 
side,  99.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
249,  Willowbrook,  Borough  of  Staten  Island. 


761-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 109  Washington  Avenue,  west 
side,  124.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  248, 
Willowbrook,  Borough  of  Staten  Island. 


762-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 105  Washington  Avenue,  west 
side,  173.0  feet  north  of  Oakville  Street,  Block  1987,  Lot  246, 
Willowbrook,  Borough  of  Staten  Island. 


763-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJ[ECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 107  Washington  Avenue,  west 
side,  148.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
247,  Willowbrook,  Borough  of  Staten  Island. 


764-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 101  Washington  Avenue,  west 
side,  197.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  244, 
Willowbrook,  Borough  of  Staten  Island. 


765-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Washington  Avenue,  west 
side,  222.0  feet  north  of  Oakville  Street,  Block  1987,  Lot  243, 
Willowbrook,  Borough  of  Staten  Island. 


7 66-7 7- A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Washington  Avenue,  west 
side,  246.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
242,  Willowbrook,  Borough  of  Staten  Island. 


767-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJ[ECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 93  Washington  Avenue,  west 
side,  271.0  feet  north  of  Oakville  Street,  Block  1987,  Lot  241, 
Willowbrook,  Borough  of  Staten  Island. 


768-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJ[ECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 91  Washington  Avenue,  west 
side,  295.20  feet  north  of  Oakville  Street,  Block  1987,  Lot  239, 
Willowbrook,  Borough  of  Staten  Island. 


769-77- A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJ[ECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 89  Washington  Avenue,  west 
side,  319.4  feet  north  of  Oakville  Street,  Block  1987,  Lot 
238,  Willowbrook,  Borough  of  Staten  Island. 


770-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJ[ECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 87  Washington  Avenue,  west 
side,  293.94  feet  south  of  Harold  Street,  Block  1987,  Lot  237, 
Willowbrook,  Borough  of  Staten  Island. 


771-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 85  Washington  Avenue,  west 
side,  269.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
236,  Willowbrook,  Borough  of  Staten  Island. 
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772-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 81  Washington  Avenue,  west 
side,  245.54  feet  south  of  Harold  Street,  Block  1987,  Lot 
234,  Willowbrook,  Borough  of  Staten  Island. 


773-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 79  Washington  Avenue,  west 
side,  221.34  feet  south  of  Harold  Street,  Block  1987,  Lot 
233,  Willowbrook,  Borough  of  Staten  Island. 


774-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 75  Washington  Avenue,  west 
side,  196.94  feet  south  of  Harold  Street,  Block  1987,  Lot 
232,  Willowbrook,  Borough  of  Staten  Island. 


775-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 73  Washington  Avenue,  west 
side,  172.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
231,  Willowbrook,  Borough  of  Staten  Island. 


776-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 69  Washington  Avenue,  west 
side,  148.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
229,  Willowbrook,  Borough  of  Staten  Island. 


777-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 67  Washington  Avenue,  west 
side  124.54  feet  south  of  Harold  Street,  Block  1987,  Lot  228, 
Willowbrook,  Borough  of  Staten  Island. 


778-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 63  Washington  Avenue,  west 
side,  100.34  feet  south  of  Harold  Street,  Block  1987,  Lot  227, 
Willowbrook,  Borough  of  Staten  Island. 


779-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 61  Washington  Avenue,  west 
side,  76.14  feet  south  of  Harold  Street,  Block  1987,  Lot  226, 
Willowbrook,  Borough  of  Staten  Island. 


780-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 57  Washington  Avenue,  west 
side,  43.14  feet  south  of  Harold  Street,  Block  1987,  Lot  224, 
Willowbrook,  Borough  of  Staten  Island. 


781-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 55  Washington  Avenue,  south¬ 
west  corner  of  Harold  Street,  Block  1987,  Lot  222,  Willow¬ 
brook,  Borough  of  Staten  Island. 


782-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 45  Washington  Avenue,  north¬ 
west  corner  of  Harold  Street,  Block  1987,  Lot  220,  Willow¬ 
brook,  Borough  of  Staten  Island. 


783-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 43  Washington  Avenue,  west 
side,  29.47  feet  north  of  Harold  Street,  Block  1987,  Lot  218, 
Willowbrook,  Borough  of  Staten  Island. 
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784-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 79  Joseph  Avenue,  northeast 
corner  of  Harold  Street,  Block  1987,  Lot  290,  Willow- 
brook,  Borough  of  Staten  Island. 


785-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 77  Joseph  Avenue,  east  side, 
49.25  feet  north  of  Harold  Street,  Block  1987,  Lot  292, 
Willowbrook,  Borough  of  Staten  Island. 


786-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  for  consideration — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 80  Joseph  Avenue,  northeast 
corner  of  Harold  Street,  Block  1987,  Lot  353,  Willow- 
brook,  Borough  of  Staten  Island. 


787-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977- — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 78  Joseph  Avenue,  west  side, 
23.79  feet  north  of  Harold  Street,  Block  1987,  Lot  354, 
Willowbrook,  Borough  of  Staten  Island. 


788-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977— An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 74  Joseph  Avenue,  west  side, 
48.59  feet  north  of  Harold  Street,  Block  1987,  Lot  355, 
Willowbrook,  Borough  of  Staten  Island. 


789-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 72  Joseph  Avenue,  west  side, 
73.39  feet  north  of  Harold  Street,  Block  1987,  Lot  356, 
Willowbrook,  Borough  of  Staten  Island. 


468-77-A 

APPLICANT — Jeremiah  T.  Walsh,  Commissioner  of  Build¬ 
ings. 

OWNER  OF  PREMISES— William  Schmid. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #446 7  re-  access  to  fire  escapes, 
and  stairway  enclosure. 

PREMISES  AFFECTED— 25-29  William  Street  and  38-42 
Exchange  Place,  southwest  corner,  Block  25,  Lot  27,  Bor¬ 
ough  of  Manhattan. 

838-77-A 

APPLICANT — William  G.  Major  Consulting  Company  for 
Mt.  Vernon  Energy  Terminals,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1977 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Modification  of 
the  mandatory  requirements  of  Chapter  19-50.0d  of  the 
Administrative  Code  which  requires  certificated  personnel 
at  this  bulk  oil  storage  terminal  24  hours/day,  7  days/week. 

PREMISES  AFFECTED — 7  Edison  Avenue,  west  side, 
470  feet  south  of  Dock  Street,  Block  4974,  Lot  101,  Bor¬ 
ough  of  the  Bronx. 

942- 7 7- A 

APPLICANT — McGee  and  Morsellino  for  Albion  55  Com¬ 
pany,  owner,  Save  Way,  lessee. 

SUBJECT — Application  December  13,  1977 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  gasoline  service  station  to  self  service  gasoline  service 
station. 

PREMISES  AFFECTED — 77-33  Queens  Boulevard,  north¬ 
west  corner  of  Albion  Avenue,  Block  1536,  Lot  101,  Elm¬ 
hurst,  Borough  of  Queens. 

943- 77-A 

APPLICANT — McGee  and  Morsellino  for  Anthony  Heiss, 
owner,  Save  Way,  lessee. 

SUBJECT — Application  December  13,  1977 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  proposed  conver¬ 
sion  from  gasoline  service  station  to  self  service  gasoline 
station. 

PREMISES  AFFECTED — 130  Bruckner  Boulevard,  south 
side,  75  feet  east  of  Brook  Avenue,  Block  2260.  Lot  4, 
Borough  of  the  Bronx. 

944- 77-A 

APPLICANT — McGee  and  Morsellino  for  Rock  Oil  Com¬ 
pany,  Incorporated,  owner,  Save  Way,  lessee. 

SUBJECT — Application  December  13,  1977 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  proposed  conver¬ 
sion  from  gasoline  service  station  to  self  service  gasoline 
service  station. 

PREMISES  AFFECTED— 120-128  West  145th  Street, 
south  side,  260  feet  west  of  Lenox  Avenue,  Block  2013, 
Lot  44,  Borough  of  Manhattan. 

Alan  D.  Gershuny,  Executive  Director 


FEBRUARY  21,  1978,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  February  21,  1978,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

374-76-A 

APPLICANT — Consolidated  Edison  Company  of  New  York, 
Incorporated,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  26, 
1977  and  for  amendment — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  storage  of  bulk  oil,  in  company 
unmanned  barges  at  Pier  98. 

PREMISES  AFFECTED— 600  West  59th  Street,  and  850 
12th  Avenue,  west  side,  Pier  98,  Dock  properties,  Blocks 
1106  and  1109,  Lots  1  and  1,  Borough  of  Manhattan. 

436-74-BZ 

APPLICANT — Albert  Melniker  for  John  Heiser,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  16, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  82-21  and  36-55  of  the 
Zoning  Resolution,  permitting  in  a  Cl-1  and  R3-2  district, 
in  conjunction  with  the  erection  of  a  retail  store  building, 
the  expansion  of  the  accessory  parking  area  into  the 
residence  district. 

PREMISES  AFFECTED — 19  Mosley  Avenue,  northwest 
corner  of  Richmond  Avenue,  Block  5585,  Lot  30,  Elting- 
ville,  Borough  of  Staten  Island. 


848-51-BZ 

APPLICANT — Charles  M.  Spindler  Associates  for  Sun  Oil 
Company  of  Pennsylvania,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  25, 
1977 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  auto  laundry,  accessory  sales,  motor  vehicle 
repairs  and  office. 

PREMISES  AFFECTED — 2001-2015  Neptune  Avenue, 
north  side,  122  feet  Y\  inch  east  of  West  21st  Street, 
Block  6992,  Lot  41,  Borough  of  Brooklyn.  Community 
Board  #13BK. 


500-76-BZ 

APPLICANT — McGee  and  Morsellino  for  Hudleasco,  In¬ 
corporated,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  30, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl -2  and  R3-2  district,  on  a 
plot  with  an  existing  warehouse,  the  use  of  the  open  area 
in  the  residence  district  for  accessory  parking. 

PREMISES  AFFECTED — 142-82  Rockaway  Boulevard, 
southwest  corner  of  143rd  Street,  Block  12059,  Lot  34, 
Jamaica,  Borough  of  Queens. 


38-73-BZ 

APPLICANT — The  Reverend  Doctor  O.  B.  J.  Burson  for 
The  Holy  Trinity  Baptist  Church,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  May  1,  1975 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R6  district,  the  reconstruction  of  a  Church  that  encroaches 
on  the  required  rear  yard  and  has  less  than  the  required 
accessory  parking. 

PREMISES  AFFECTED — 482  Franklin  Avenue,  west  side, 
100  feet  south  of  Jefferson  Avenue,  Block  1997,  Lot  28, 
Borough  of  Brooklyn. 


660-77-BZ 

APPLICANT — Tuccianrone  and  Amin  for  St.  Michael’s 
Church  in  the  Village  of  Flushing,  Queens  County,  owner, 
John  Hogan,  Jr.,  contract  vendee. 

SUBJECT — Application  October  12,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-1  district,  the  construction 
and  maintenance  of  an  off-site  parking  facility  for  a  funeral 
establishment. 

PREMISES  AFFECTED — 136-50  41st  Avenue,  south  side, 
411.95  feet  east  of  Kissena  Boulevard,  Block  5044,  Lot  32, 
Flushing,  Borough  of  Queens.  Community  Board  #7Q. 


811-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
Freund,  Lewis  and  Cohen  for  Ben  Caiola,  owner. 

SUBJECT — Application  November  2,  1977- — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C5-2  district, 
the  conversion  of  an  existing  twelve  store  and  penthouse 
structure  from  store  and  factory  in  a  mixed  building  that 
will  have  less  than  the  required  lot  area  per  room,  en¬ 
croaches  on  the  required  rear  yard  and  on  the  distance 
between  windows  and  lot  lines. 

PREMISES  AFFECTED — 31-37  East  31st  Street,  north 
side,  151.5^2  feet  east  of  Madison  Avenue,  Block  861,  Lot 
27,  Borough  of  Manhattan.  Community  Board  #5M. 


812-77-B  Z 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
Freund,  Lewis  and  Cohen  for  Ben  Caiola,  owner. 

SUBJECT — Application  November  2,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  dwell¬ 
ing  Law — rear  yard. 

PREMISES  AFFECTED— 31-37  East  31st  Street,  north 
side,  151. 5j4  feet  east  of  Madison  Avenue,  Block  861,  Lot 
27,  Borough  of  Manhattan. 


861-77-BZ 

APPLICANT — Donald  D.  Fisher  for  Hoysum  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  16,  1977 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C6-1  district,  in  an 
existing  three  story  building,  the  addition  to  the  uses  of 
the  first  floor  store  to  include  the  manufacture  of  food 
products. 

PREMISES  AFFECTED — 84  Mulberry  Street,  east  side, 
151.5  feet  south  of  Canal  Street,  Block  200,  Lot  9,  Borough 
of  Manhattan.  Community  Board  #3M. 


899-77-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Trinity  Lutheran 
Church  of  Middle  Village,  Long  Island,  owner. 

SUBJECT — Application  November  29,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  on  a  plot  with 
an  existing  parish  had  the  erection  of  an  enlargement  for 
use  as  a  Church  that  will  encroach  on  the  required  front 
yard. 

PREMISES  AFFECTED — 63-73  81st  Street,  northeast 
corner  of  Penelope  Avenue,  Block  2992,  Lot  48,  Middle 
Village,  Borough  of  Queens.  Community  Board  #5Q. 
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938-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenmann 
Colin  Freund  Lewis  and  Cohen  for  Abi  Kalimian,  owner. 

SUBJECT — Application  December  8,  1977 — decision  of  the 
Borough  Superintendent  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  Ml-5  district  the  con¬ 
version  of  an  existing  twelve  story  building  from  manufac¬ 
turing  lots  into  a  non-conforming  mixed  building. 

PREMISES  AFFECTED— 12-16  East  22nd  Street,  south 
side.  148.5*4  feet  east  of  Broadway.  Block  850,  Lot  64, 
Borough  of  Manhattan.  Community  Board  #5M. 


939-77-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman.  Colin, 
Freund,  et  al  for  Abi  Kalimian,  owner. 

SUBJECT — Application  December  6,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  dwell¬ 
ing  law. 

PREMISES  AFFECTED — 12-16  East  22nd  Street,  south 
side,  148.514  feet  east  of  Broadway.  Block  850,  Lot  64, 
Borough  of  Manhattan. 


354-75-BZ — Vol.  II 

APPLICANT — Edwin  Storch  for  Hoover  Realty  Asso¬ 
ciates,  owner. 

SUBJECT — Application  reopened  September  7,  1977  as 
Vol.  II — decision  of  the  Borough  Superintendent  under 
Section  72-21  of  the  Zoning  Resolution  to  permit  in  an  R4 
district,  the  reduction  in  lot  area  of  an  existing  multiple 
dwelling  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 143-50  Hoover  Avenue,  south¬ 
west  corner  of  Smedley  Street,  Block  9738,  Lot  114,  Briar- 
wood,  Borough  of  Queens.  Community  Board  #8Q. 


656-77-B  Z 

APPLICANT — Mok  and  Somber  for  Sally  Kaplan,  owner, 
Indoor  Skateboard  Center,  Incorporated,  lessee. 

SUBJECT — Application  October  11,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  and  R6  district,  the 
conversion  of  a  one  story  and  mezzanine  structure  from  a 
garage  and  motor  vehicle  repair  shop  into  a  skating  rink 
(skateboard  center). 

PREMISES  AFFECTED — 71-17  Roosevelt  Avenue,  north 
side,  100  feet  west  of  72nd  Street,  Block  1282,  Lots  151,  160, 
Jackson  Heights.  Borough  of  Queens.  Community  Board 

#3Q. 

Alan  D.  Gershuny.  Executive  Director 


FEBRUARY  21,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  February  21,  1978,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor.  New  York,  N.  Y.  10013,  on  the 
following  matters : 

692-77-A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.,  Jack  Kruger 
(Owner). 

SUBJECT — Application  October  25,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  a  legally  mapped  street. 
PREMISES  AFFECTED — 169  Kinghorn  Street,  north 
side,  175  feet  west  of  Arden  Avenue,  Block  5405,  Lot  11, 
Annadale,  Borough  of  Staten  Island. 


693-77-A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.,  Leotto  Con¬ 
struction  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — appeal  from  a 
decision  of  the  Borough  Supt.  re-  proposed  use  of  dry  wells 
for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 25  Valdemar  Avenue,  north 
side,  302.06  feet  east  of  Queensdale  Street,  Block  6857,  Lot 
26,  Princess  Bay,  Borough  of  Staten  Island. 


694-7 7- A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.,  Leotto  Con¬ 
struction  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — appeal  from  a 
decision  of  the  Borough  Supt.  re-  proposed  use  of  dry  wells 
for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 31  Valdemar  Avenue,  north 
side,  242.06  feet  east  of  Queensdale  Street,  Block  6857,  Lot 
28,  Princess  Bay,  Borough  of  Staten  Island. 


695-77-A 

APPLICANT — Alphonse  J.  Calvanico,  Leotto  Construction 
Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — appeal  from  a 
decision  of  the  Borough  Supt.  re-  proposed  use  of  dry  wells 
for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 19  Valdemar  Avenue,  north 
side,  362.06  feet  east  of  Queensdale  Street,  Block  6857,  Lot 
24,  Princess  Bay,  Borough  of  Staten  Island. 


115-77-A 

APPLICANT — Fr.  Paul  Kueynda  for  SS  Cosmas  and 
Damian  Human  Services  Center,  Incorporated,  owner. 

SUBJECT — Application  March  2,  1977 — filed  pursuant  to 
Section  36  of  the  General  City  Law  and  Section  230  of 
the  New  York  City  Charter  re-  street  abutting  building 
must  be  improved. 

PREMISES  AFFECTED — 155  Bruckner  Avenue,  east 
side,  100  feet  north  of  Forest  Avenue,  Block  1234,  Lot  52, 
Mariner’s  Harbor,  Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  17,  1978,  10  A.  M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 
Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  December  20,  1977  were 
approved  as  printed  in  the  Bulletin  of  December  29,  1977, 
Volume  62,  Number  52. 


1871-61-A 

APPLICANT — Harry  A.  Yarish  for  Sacamo  Realty 
Corporation,  owner. 

SUBJECT — Application  for  extension  of  term  of  variance 
which  expires  January  29,  1978 — Appeal  from  a  decison 
of  the  Borough  Superintendent  re-  minimum  dimensions 
of  yard  or  court ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 476  Central  Park  West,  west 
side,  136  feet  11  inches  north  of  West  107th  Street,  Block 
1843,  Lot  35,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  29,  1963,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  17,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
29,  1963  as  amended  through  December  5,  1972  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained  within  one  year  from 
the  date  of  this  amended  resolution.”  (Alt.  844-67). 


1874-61-A 

APPLICANT — Harry  A.  Yarish  for  Sacamo  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  January  29, 
1978 — Appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  cellar  apartments,  minimum  dimensions  of 
yards  or  courts ;  previously  granted  on  condition. 

PREMISES  AFECTED— 473  Central  Park  West,  west 
side,  64  feet  11  inches  north  of  West  107th  Street,  Block 
1843,  Lot  32,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Commissioner  Carroll  .  1 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  29,  1963,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  17,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
29,  1963  as  amended  through  December  5,  1972  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read  : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained  within  one.  year  from  the 
date  of  this  amended  resolution.”  (Alt.  842-67) 


1937-61-A 

APPLICANT — Harry  A.  Yarish  for  Sacamo  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  29, 
1978 — Appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  cellar  apartments,  minimum  dimensions  of 
yard  or  courts ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 474-475  Central  Park  West, 
west  side,  88  feet  11  inches  north  of  West  107th  Street, 
Block  1843,  Lots  33  and  34,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  29,  1963,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  17,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
29,  1963  as  amended  through  December  5,  1972  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read  : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects  ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained  within  one.  year  from  the 
date  of  this  amended  resolution.”  (Alt.  843-67) 


894-64-A 

APPLICANT — Henry  Jozkowski  for  B.  D.’s  Stores,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  to  reopen  and  amend  the  resolution — Appeal 
from  a  decision  of  the  Borough  Superintendent  re-  change 
of  use,  egress ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 8701-8711  4th  Avenue,  402-414 
87th  Street,  southeast  corner,  Block  6050,  Lot  8,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 
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THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 


345-51-BZ 

APPLICANT— Charles  M.  Spindler  Associates  for  Lee- 
milts  Petroleum,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7c,  7i  and  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  reconstruction  of  accessory 
building  on  existing  gasoline  service  station  to  be  used  for 
auto  washing,  lubritorium,  repairing,  accessory  sales  and 
office  and  to  permit  existing  ten  individual  metal  garages 
used  for  storage  of  motor  vehicles  and  the  parking  and 
storage  of  motor  vehicles  to  remain. 

PREMISES  AFFECTED — 83-91  Macombs  Place,  north¬ 
west  corner  of  West  153rd  Street,  Block  2039,  Lot  15, 
Borough  of  Manhattan.  Community  Board  #10M. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  27,  1951,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  27, 
1951  as  amended  through  October  26,  1971  by  adding  thereto: 
“That  the  facade  of  the  building  is  to  be  restyled,  sub¬ 
stantially  as  shown  on  revised  drawings  of  proposed  con¬ 
ditions  marked  “Received  October  26,  1977” — 2  sheets; 
and  that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution ;  and 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (B.N. 
3603-77) 


839-76-BZ 

APPLICANT — Lichtner  Associates  for  Julius  Mehrberg, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  the  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R3-2  district,  the  erection  of  a  one  story  building  for  use 
as  a  restaurant  with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 2025  Richmond  Avenue,  east 
side,  894.75  feet  north  of  Rockland  Avenue,  Block  2015, 
Lot  48,  New  Springville,  Borough  of  Staten  Island.  Com¬ 
munity  Board  #2SI. 

APPEARANCES— 

For  Applicant:  Wm.  Lichtner. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 


THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  19,  1977,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  19, 
1977  by  adding  thereto : 

“To  permit  this  eating  and  drinking  establishment  to 
remain  open  and  operational  24  hours  a  day,  7  days  a 
week;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.” 
(N.  B.  926-76) 

387-57-BZ 

APPLICANT — Morton  S.  Cahn  for  Calogero  Cavera, 
owner. 

SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  January  21,  1978 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
parking  of  motor  vehicles  on  the  open  spaces  of  the 
premises. 

PREMISES  AFFECTED— 111-121  East  172nd  Street, 
north  side,  100  feet  east  of  Walton  Avenue  and  110 
Rockwood  Street,  Block  2835,  Lot  11,  Borough  of  The 
Bronx.  Community  Board  #4BX. 

APPEARANCES — 

For  Applicant:  Morton  S.  Cahn. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


581-76-BZ 

APPLICANT — McGee  and  Morsellino  for  Isidoro  Bratelli, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  an  R3-2 
district,  the  reconstruction  and  the  construction  of  a  second 
floor  enlargement  to  a  retail  store  and  office  building  that 
increases  the  degree  of  non-compliance  within  the  front 
yard,  side  yard  and  the  parking  requirements. 

PREMISES  AFFECTED— 149-01  Northern  Boulevard, 
northeast  corner  of  149th  Street,  Block  5006,  Lot  26, 
Flushing,  Borough  of  Queens.  Community  Board  #7Q. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


297-77-BZ 

APPLICANT — Joseph  B.  Raia  for  Jacqueline  Traut,  owner. 

SUBJECT — Application  June  14,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  story  building  for  use  as  offices  with  accessory 
parking  in  the  open  area. 
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PREMISES  AFFECTED — Lincoln  Avenue,  north  side  of 
Lisbon  Place,  Block  3578,  Lot  44,  Dongan  Hills,  Borough 
of  Staten  Island.  Community  Board  #2S.I. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Raia. 

For  Opposition :  Ralph  P.  Casella,  Carmelo  P.  Scaffidi, 
Maria  Pietromonaco,  G.  D’Amato  and  Mathew  Pietro- 
monaco. 

For  Administration:  Johlr  Steinberg  and  Nancy  Rosan, 
C.  P.  C. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  in¬ 
formation  ;  hearing  closed. 


298-77-A 

APPLICANT — Joseph  B.  Raia  for  Jacqueline  H.  Traut, 
owner. 

SUBJECT — Application  June  14,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water. 

PREMISES  AFFECTED — Lincoln  Avenue,  northside  of 
Lisbon  Place,  Block  3578,  Lot  44,  Dongan  Hills,  Borough 
of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Raia. 

For  Administration:  John  Steinberg  and  Nancy  Rosan, 
C.  P.  C. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  in¬ 
formation  ;  hearing  closed. 


315-77-BZ 

APPLICANT — E.  Lauria,  P.E.  for  Highpoint  Enterprises, 
Incorporated,  owner. 

SUBJECT — Application  June  21,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-30  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-1  district,  the  installation 
of  an  additional  radio  tower  and  the  enlargement  of  the 
accessory  communication  equipment  structure. 

PREMISES  AFFECTED — Merrick  Avenue,  south  side, 
139.87  feet  west  of  Westminister  Court,  Block  878,  Lot  339, 
Todt  Hill,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

APPEARANCES— 

For  Applicant :  Ed.  Lauria. 

For  Opposition :  Albert  V.  Maniscalco. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 


316-77-A 

APPLICANT — E.  Lauria  for  Highpoint  Ent.  Incorporated, 

owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — Merrick  Avenue,  south  side, 
139-87  feet  west  of  Westminster  Ct.,  Block  878,  Lot  339, 
Todt  Hill,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Ed  Lauria 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978.  at 
10  A.M.,  for  decision;  hearing  closed. 


461-77-BZ 

APPLICANT — Stanley  Shapiro  for  Equitable  Funding  Cor¬ 
poration,  owner. 


SUBJECT — Application  July  1,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Secton  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
two  story  enlargement  to  a  two  family  dwelling  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
encroachment  into  the  required  rear  yard. 

PREMISES  AFFECTED — 494  State  Street,  south  side, 
120.3  feet  west  of  Third  Avenue,  Block  179,  Lot  22,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #2BK. 
APPEARANCES— 

For  Applicant:  Stanley  Shapiro 
For  Opposition :  Richard  Beckford 
ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
10  A.M.,  for  continued  hearing,  additional  information. 


464-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
for  Lowell  Nesbitt,  owner. 

SUBJECT— Application  July  7,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Ml-5  district,  the 
addition  to  the  uses  of  an  existing  three  story  building  occu¬ 
pied  as  a  fine  arts  studio  to  include  residential  use. 
PREMISES  AFFECTED— 387-391  West  12th  Street,  north 
side,  154  feet  west  of  Washington  Street,  Block  641,  Lot 
28,  Borough  of  Manhattan.  Community  Board  #2M. 
APPEARANCES— 

For  Applicant:  Howard  A.  Zipser.  Doris  Diether,  CB#2, 
Lowell  Nesbitt,  William  G.  Niel,  and  Edward  F. 
Knowles. 

For  Opposition:  None 

ACTION  OF  BOARD — Laid  over  to  January  24,  1978,  at 
10  A.M.,  for  decision;  hearing  closed. 


470-77-BZ 

APPLICANT — Joseph  B.  Raia  for  Charlotte  Clark,  owner. 

SUBJECT — Application  July  12,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
second  floor  and  the  change  in  occupancy  from  a  one  family 
dwelling  into  a  two  family  dwelling  that  increases  the 
degree  of  non-complance  within  the  side  and  rear  yard. 

PREMISES  AFFECTED — 312  Rudyard  Street,  east  side, 
320  feet  south  of  Greeley  Avenue,  Block  3744,  Lot  16,  Don¬ 
gan  Hills,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Raia 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
10  A.M.,  for  decision;  applicant  to  submit  revised  draw¬ 
ings  ;  hearing  closed. 


487-77-BZ 

APPLICANT — Lama  and  Vassalotti  for  N.V.  Madison, 
Incorporated,  owner. 

SUBJECT — Application  July  20,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-1  district,  in  an  existing 
twelve  story  and  penthouse  mixed  dwelling  the  addition  to 
the  uses  to  include  art  gallery  on  the  residential  second 
floor. 

PREMISES  AFFECTED— 26  East  63rd  Street  and  701/ 
709  Madison  Avenue,  southeast  corner,  Block  1377,  Lot  52, 
Borough  of  Manhattan.  Community  Board  #8M. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti 
For  Opposition:  None. 
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ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
10  A.M.,  for  decision;  applicant  to  submit  affidavit;  hear¬ 
ing  closed. 

488-77-A 

APPLICANT — Lama  and  Vassalotti  for  N.V.  Madison 
Incorporated,  owner. 

SUBJECT — Application  July  20,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  live  load 
per  square  feet  for  Art  Gallery  and  means  of  egress. 

PREMISES  AFFECTED— 26  East  63rd  Street,  701-709 
Madison  Avenue,  southeast  corner,  Block  1377,  Lot  52, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
10  A.M.,  for  decision;  applicant  to  submit  affidavit;  hear¬ 
ing  closed. 


527-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin 
et  al.,  for  Abi  Kalimian,  contract  vendee. 

SUBJECT — Application  August  11,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  C5-2  district,  the  conversion  of  an  existing 
commercial  structure  into  a  multiple  dwelling  that  creates 
non-compliance  within  the  required  rear  yard  and  with 
window  that  encroaches  on  the  minimum  distance  to  a  lot 
line. 

PREMISES  AFFECTED— 239-243  Park  Avenue  South, 
east  side,  92  feet  south  of  Gramercy  Park  South,  Block 
875,  Lot  3,  Borough  of  Manhattan.  Community  Board 
#5M. 

APPEARANCES— 

For  Applicant:  Howard  A.  Zipser,  Sy  Churgin  and  Abi 
Kalimian. 

For  Opposition :  N.  Zuger  and  E.  Maas. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1978,  at 
10  A.M.,  for  decision;  applicant  to  submit  revised  draw¬ 
ings  and  additional  information ;  hearing  closed. 


528-77-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
for  Abi  Kalimian,  contract  vendee. 

SUBJECT — Application  August  11,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple 
Dwelling  Law. 

PREMISES  AFFECTED— 239-243  Park  Avenue,  east  side, 
92  feet  south  of  Gramercy  Park  South,  Block  #875,  Lot  3, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1978,  at 
10  A.M.,  for  decision;  applicant  to  submit  revised  drawing 
and  additional  information ;  hearing  closed. 


558-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
et  al.  for  Parlieb,  Incorporated,  Contract  Vendee. 

SUBJECT — Application  August  19,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  CRT  and  C6-6  CRT  dis¬ 
trict,  the  erection  of  a  46  story  and  penthouse  mixed  build¬ 
ing  that  encroaches  on  the  required  tower  setback  and  alter¬ 
nate  front  setback. 


PREMISES  AFFECTED— 109-123  West  56th  Street,  north 
side,  150  feet  west  of  Avenue  of  the  Americas  and  118 
West  57th  Street,  Block  1009,  Lots  19  and  43,  Borough  of 
Manhattan.  Community  Board  #5M. 

APPEARANCES— 

For  Applicant:  Howard  A.  Zipser. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant. 


658-77-BZ 

APPLICANT — Mok  and  Sonber  for  Fred  C.  Lary,  owner. 

SUBJECT — Application  October  12,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Ml-5  district,  the  con¬ 
version  of  an  existing  five  story  building  from  a  hotel 
into  a  multiple  dwelling. 

PREMISES  AFFECTED — 15  East  21st  Street,  northeast 
corner  of  Broadway,  Block  850,  Lot  16,  Borough  of  Man¬ 
hattan.  Community  Board  #5M. 

APPEARANCES— 

For  Applicant:  Paul  Mok 

For  Administration:  Hal  Negbauer,  C.  Bd. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant 


662-77-BZ 

APPLICANT — McGee  and  Morsellino  for  Walter  Schutz, 
owner,  County  Instruments  Company,  lessee. 

SUBJECT — Application  October  13,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  enlargement  in  area  and  maintenance  of  an  existing 
automotive  repair  shop  for  the  installation  of  electronic 
equipment. 

PREMISES  AFFECTED— 159-02  Union  Turnpike,  south¬ 
east  corner  of  159th  Street,  Block  6854,  Lot  27,  Jamaica, 
Borough  of  Queens.  Community  Board  #8Q. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
10  A.M.,  for  decision;  applicant  to  submit  additional  in¬ 
formation;  hearing  closed. 


663-77- A 

APPLICANT — McGee  and  Morsellino  for  Walter  Schutz, 
owner,  County  Instruments  Company,  lessee. 

SUBJECT — Application  October  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  of  use  of  one  family  frame  building  within  the  fire 
limits. 

PREMISES  AFFECTED— 159-02  Union  Turnpike,  south¬ 
east  corner  of  159th  Street,  Block  6854,  Lot  27,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  from  January  17,  1978, 
to  January  31,  1978,  at  10.  A.M.,  for  decision;  applicant 
to  submit  additional  information,  hearing  closed. 

505-77-BZ 

APPLICANT — Harold  Herman  for  Solita  N.  Herman, 
owner. 

SUBJECT — Application  July  27,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  an  R8  district,  the  enlargement 
by  four  additional  stores  on  an  existing  five  story  garage 
structure  and  the  conversion  into  a  multiple  dwelling  that 
creates  non-compliance  in  floor  area  ratio,  open  space 
ratio,  lot  area  per  room  and  penetration  of  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED — 423-425  East  76th  Street,  north 
side,  250  feet  west  of  York  Avenue,  Block  1471,  Lot  13, 
Borough  of  Manhattan.  Community  Board  #8M. 

APPEARANCES— 

For  Applicant:  Harold  Herman. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  9,  1977,  after  due  notice  by  publication  in  the 
Bulletin;  Laid  over  to  November  29,  1977 ;  then  to  December 
20,  1977;  then  to  January  17,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  20,  1977,  acting  on  Alt.  Applic.  #129/1977,  reads: 

“21.  Proposed  enlargement  is  contrary  to  Section 
23-142  ZR  since  it  does  not  comply  with  FAR  and  OSR. 

22.  Proposed  conversion  and  enlargement  is  con¬ 
trary  to  Section  23-223  ZR  since  it  does  not  comply  with 
LA/RM. 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  enlargement  by 
four  additional  stories  on  an  existing  five-story  garage  struc¬ 
ture  and  the  conversion  into  a  multiple  dwelling  that  creates 
noncompliance  in  floor  area  ratio,  open  space  ratio,  lot  area 
per  room  and  penetration  of  the  sky  exposure  plane,  on  con¬ 
dition  that  all  work  shall  substantially  conform  to  drawings 
as  they  apply  to  the  objection,  above  noted,  filed  with  this 
application,  marked  “Received  July  27,  1977”,  14  sheets;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


594-77-BZ 

APPLICANT- — Lama,  Vassalotti  and  Ladau  for  32/34  West 
48th  Street  Corporation,  owner. 

SUBJECT — Application  September  1,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-6  district,  the  conversion  of 
an  existing  six  story  building  from  an  electric  sub  station 
into  a  jewelry  establishment  without  the  required  loading 
berth. 

PREMISES  AFFECTED — 27  West  47th  Street,  north  side, 
431. 10p2  feet  west  of  5th  Avenue,  32-34  West  48th  Street, 
Block  1263,  Lot  56,  Borough  of  Manhattan.  Community 
Board  #5M. 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
December  20,  1977,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  17,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  5,  1977,  acting  on  Alt.  Applic.  #1120/1976, 
reads : 

“1.  The  proposed  floor  area  for  Use  Group  12B  in 
excess  of  25,000  sq.  ft.  without  providing  a  required 
loading  berth  is  contrary  to  Section  36-62  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-6  district,  the  conversion  of  an 
existing  six-story  building  from  an  electric  substation  into  a 
jewelry  establishment  without  the  required  loading  berth,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  as  they  apply  to  the  objection,  above  noted,  filed  with 
this  application,  marked  “Received  September  1,  1977”,  13 
sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 

Adjourned:  12:05  P.M. 

Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  17,  1978,  2  P.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

542-68-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
SUBJECT — Additional  uses  of  fire  rated  shaft  wall  assem¬ 
blies. 

APPEARANCES— 

For  Applicant:  E.  V.  Salvo 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 
Commissioner  Wolf  .  5 


54 


MINUTES 


Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
542-68-SM — Amendment  to  resolution  to  include  additional 
uses  of  fire  rated  wall  assemblies. 

United  States  Gypsum  Company,  Tarrytown,  New  York, 
requested  that  the  resolution  adopted  November  19,  1968  and 
amended  through  October  24,  1972  under  Calendar  Number 
542-68-SM  be  reopened  and  amended  to  include  additional 
uses  of  fire  rated  wall  assemblies. 

PROPOSED  USE:  Two  hour  fire  rated  non-combustible 
shaft  wall  assemblies. 

DESCRIPTION :  The  assemblies  can  be  used  as  equivalents 
to  two  hour  fire  rated  masonry  assemblies  to  meet  the  re¬ 
quirements  of  Section  C26-604.8  ( i )  ( 1 )  g  of  the  Building 
Code  for  a  masonry  wall  assembly  or  approved  equivalent  for 
stair  enclosures  and  corridor  walls  in  buildings  of  Occupancy 
Groups  J-l  and  J-2  (high  rise  residences,  hotels,  dormitories, 
etc.).  The  option  of  the  use  of  approved  non-masonry  assem¬ 
blies  as  equivalents  to  the  masonry  assemblies  required  in 
these  locations  was  established  by  Local  Law  No.  8  of  1976. 

The  first  assembly,  the  Solid  Drywall  Assembly,  consists 
of  24  gauge,  2"  wide  metal  ‘J’  runner  tracks  secured  at  the 
top  and  bottom;  2"  wide  ‘J’  or  ‘C’  metal  studs,  friction  fit 
between  the  top  and  bottom  runner  tracks  and  secured  at  the 
terminals  of  the  assembly ;  2"  thick,  24"  wide  gypsum  plank 
consisting  of  two  1"  thick  gypsum  liner  panels;  2"  wide,  24 
gauge  ‘H’  steel  studs,  24"  o.c.,  friction  fit  between  the  top  and 
bottom  tracks  ;  and  two  y 2"  thick  gypsum  panel  face  layers. 
The  1"  thick  gypsum  liner  panels  are  set  within  the  top  and 
bottom  tracks  and  engaged  into  the  ‘H’  studs.  The  overall 
assembly  thickness  is  3". 

The  second  assembly,  the  Metal  Stud  Drywall  Assembly, 
consists  of  25  gauge,  2 (4"  wide  standard  metal  studs,  24"  o.c., 
friction  fit  into  top  and  bottom  metal  runner  tracks ;  a  double 
layer  of  (4"  thick,  type  X  gypsum  panels  secured  to  each 
side  of  the  metal  studs ;  and  a  24  gauge,  36"  x  48"  steel  sheet, 
secured  between  the  gypsum  panels,  18"  above  the  floor  line. 
The  overall  assembly  thickness  is  4(4". 

The  perimeters  of  the  assemblies  are  sealed  at  the  floor  and 
ceiling  by  a  non-hardening,  permanently  resilient  synthetic 
rubber  based  sealant  or,  as  an  alternate  for  the  ceiling,  by  a 
vinyl  foam  gasket. 

INSPECTION  AND  TEST :  The  assemblies  were  previ¬ 
ously  approved  under  this  Calendar  Number  with  two  hour 
fire  ratings.  The  assemblies  were  shown  to  be  equivalent,  in 
terms  of  forcible  entry  impact  resistance,  to  comparably  fire 
rated  masonry  assemblies  when  tested  under  the  sponsorship 
of  the  Gypsum  Association,  the  test  being  witnessed  and 
certified  by  Pittsburgh  Testing  Laboratory  (Report  No. 
CH-3783),  at  the  United  States  Gypsum  Company  Research 
Center. 

The  perimeter  system  described  above  was  tested  and 
approved  by  Underwriters’  Laboratories  (File  R4024-7-8)  as 
being  effective  in  maintaining  the  fire  resistance  rating,  and 
consequently  in  preventing  the  passage  of  hot  gases. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  19,  1968  and 
amended  through  October  24,  1972  under  Calendar  Number 
542-68-SM  be  reopened  and  amended  to  include  the  two  hour 
fire  rated  wall  assemblies  described  above  as  equivalents  to 
masonry  assemblies ;  therefore,  in  accordance  with  Section 
C26-604.8  (i )  ( 1 ) g  of  the  Building  Code,  as  amended  by 
Local  Law  8  of  1976,  the  gypsum  board  assemblies  can  be 
used  for  stair  enclosures  and  corridor  walls  in  buildings  of 
Occupancy  Groups  J-l  and  J-2. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  the  assemblies  shall  include  graphic  and 
descriptive  material  which  satisfactorily  describes  the  assem¬ 
blies,  shall  show  how  their  uses  comply  with  the  applicable 
requirements  of  the  Building  Code,  this  resolution,  and  the 
original  resolution  and  previous  amendments  adopted  under 


this  Calendar  Number,  and  shall  state  that  the  assemblies 
are  approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  542-68-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test. 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


362-73-SM 

APPLICANT — National  Gypsum  Company,  owner. 

SUBJECT — Additional  uses  of  fire  rated  shaft  wall  assem¬ 
blies. 

APPEARANCES— 

For  Applicant:  John  K.  Hovind. 

ACTION  OF  BOARD — Application  reopened  and  Resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
362-73-SM — Amendment  to  resolution  to  include  additional 
uses  of  fire  rated  wall  assembly. 

National  Gypsum  Company,  Buffalo,  New  York,  requested 
that  the  resolution  adopted  July  17,  1973  under  Calendar 
Number  362-73-SM  be  reopened  and  amended  to  include 
additional  uses  of  a  fire  rated  wall  assembly. 

PROPOSED  USE:  Two  hour  fire  rated  non-combustible 
shaft  wall  assembly  (sound  transmission  class  rating  of  53 
with  glass  fiber  insulation). 

DESCRIPTION  :  The  assembly  can  be  used  as  an  equivalent 
to  two  hour  fire  rated  masonry  assemblies  to  meet  the  require¬ 
ments  of  Section  C26-604.8  (i)(l)g  of  the  Building  Code 
for  a  masonry  wall  assembly  or  approved  equivalent  for  stair 
enclosures  and  corridor  walls  in  buildings  of  Occupancy 
Groups  J-l  and  J-2  (high  rise  residences,  hotels,  dormitories, 
etc.).  The  option  of  the  use  of  approved  non-masonry  assem¬ 
blies  as  equivalents  to  the  masonry  assemblies  required  in 
these  locations  was  established  by  Local  Law  No.  8  of  1976. 

The  assembly  consists  of  No.  20  gauge  steel  angle  tracks, 
with  2"  legs,  installed  along  the  floor  and  ceiling  lines  of  the 
assembly;  two  1"  thick  layers  of  Metaledge  Corewall  panels, 
screw  attached  to  the  angle  tracks  and  each  other ;  horizontal 
screw  furring  channels,  deep,  spaced  24"  o.c.,  screw 
attached  to  one  of  the  Corewall  panels ;  and  two  layers  of 
y2"  thick  Fire-Shield  Gypsum  Wallboards,  screw  attached  to 
the  other  side  of  the  channels. 

When  a  sound  transmission  class  rating  is  required  of  the 
assembly,  glass  fiber  insulation,  1"  thick,  1.0  pounds  per  cubic 
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foot  in  density,  is  installed  in  the  cavities  between  the  furring 
channels.  The  insulation  gives  the  assembly  a  rating  of  53. 

The  perimeter  of  the  assembly  is  sealed  at  the  floor  and 
ceiling  by  a  non-hardening,  permanently  resilient  synthetic 
rubber  based  sealant  or,  as  an  alternate  for  the  ceiling,  by  a 
vinyl  foam  gasket. 

INSPECTION  AND  TEST :  The  assembly  was  previously 
approved  under  this  Calendar  Number  with  a  two  hour  fire 
rating  and  a  sound  transmission  class  rating  of  53.  The 
assembly  was  shown  to  be  equivalent,  in  terms  of  forcible 
entry  impact  resistance,  to  comparably  fire  rated  masonry 
assemblies  when  tested  under  the  sponsorship  of  the  Gypsum 
Association,  the  test  being  witnessed  and  certified  by  Pitts¬ 
burgh  Testing  Laboratory  (Report  No.  CH-3783),  at  the 
United  States  Gypsum  Company  Research  Center. 

The  perimeter  system  described  above  was  tested  and 
approved  by  Factory  Mutual  Research  Corporation  (Serial 
No.  16738.69)  and  Underwriters’  Laboratories  (File  R4024- 
7-8)  as  being  effective  in  maintaining  the  fire  resistance 
rating,  and,  consequently,  in  preventing  the  passage  of  hot 
gases. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  17,  1973  under 
Calendar  Number  362-73-SM  be  reopened  and  amended  to 
include  the  two  hour  fire  rated  wall  assembly  described  as  an 
equivalent  to  masonry  assemblies ;  therefore,  in  accordance 
with  Section  C26-604.8  (i )  ( 1 ) g  of  the  Building  Code,  as 
amended  by  Local  Law  8  of  1976,  the  gypsum  board  assembly 
can  be  used  for  stair  enclosures  and  corridor  walls  in  build¬ 
ings  of  Occupancy  Groups  J-l  and  J-2. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  the  assembly  shall  include  graphic  and 
descriptive  material  which  satisfactorily  describes  the  assem¬ 
bly,  shall  show  how  its  uses  comply  with  any  applicable 
requirements  of  the  Building  Code  which  are  not  covered  by 
this  resolution,  and  the  original  resolution  adopted  under  this 
Calendar  Number,  and  shall  state  that  the  assembly  is  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  362-73-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


3-77-SA 

APPLICANT — Walter  Kidde  and  Company,  owner. 
SUBJECT — Application  January  10,  1977 — Kidde  Model 
MA2400  Fire  Alarm  system,  approval  of. 
APPEARANCES— 

For  Applicant:  Robert  D.  Caplin. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
3-77-SA — Douglas  Randall  Division,  Walter  Kidde  and 
Company,  Incorporated,  Pawcatuck,  Connecticut,  filed  for 
approval  of  the  MA-2400  Fire  Alarm  System  and  Compo¬ 
nents  under  the  provisions  of  Article  17  and  RS  17  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Fire  alarm  and  extinguishment  signal¬ 
ing  and  control  system. 

DESCRIPTION :  The  system  consists  of  a  combination  of 
signaling  panels  for  local,  auxiliary,  and  remote  stations  and 
extinguishing  systems.  The  system,  modular  in  construction, 
consists  of  the  Model  PSCP  basic  power  supply  and  control 
panel,  the  Model  ZA  and  ZPA  Class  A  and  Model  ZB  and 
ZPB  Class  B  supplementary  panels  for  zone  annunciation  in 
units  of  4  zones  each,  the  Model  APS-1  supplementary  5  am-’ 
pere  power  supply  to  accommodate  additional  bells  requiring 
power  beyond  the  capacity  of  the  basic  panel’s  5  ampere 
supply,  and  the  Model  RN  and  RNR  time  delay  release 
panel,  remote  control,  and  indicator  for  control  and  indication 
of  fire  extinguishing  systems,  such  as  carbon  dioxide  and 
Halon  1301  systems,  and  to  delay  the  release  of  the  ex¬ 
tinguishing  agent  to  allow  time  to  investigate  the  need  for 
the  system. 

The  components  of  the  system  are  as  follows : 


Model 

Part 

Designation 

Number 

Description 

PSCP 

601184 

Power  Supply  &  Control  Panel 

ZPA 

601185 

Class  A— 4  Zone  Panel 

ZA 

601270 

Automatic  Class  A — 4  Zone 

Panel 

ZPB 

601183 

Class  B — 4  Zone  Panel 

ZB 

601271 

Class  B — 4  Zone  Panel  w/ 

Separate  Trouble 

APS-1 

601246 

Auxiliary  Power  Supply 

RN 

601291 

Time  Delay — Releasing  Panel 

890181 

Electric  Control  Head 

8ZC 

601188 

8  Zone  Cabinet 

20ZC 

601189 

20  Zone  Cabinet 

44ZC 

601190 

44  Zone  Cabinet 

BAT-12 

513225 

Battery  12V,  Lead-Acid 

2L 

601230 

Battery  Cabinet 

ZAP 

601222 

Remote  Annunciator  Panel,  4 

Zones 

FDRT 

601223 

Fire  Drill/Remote  Trouble 

Panel  for  Remote  Annunciator 

RAC 

601231 

Remote  Annunciator  Cabinet 

R2 

600104 

Relay,  24VDC,  SPDT— 15A 

Contacts 

R2 

600165 

Relay,  12VDC,  SPDT— 15A 

Contacts 

ELD 

601211 

End  of  Line  Diode 

ELR 

601212 

End  of  Line  Resistor 

RNR 

601299 

Time  Delay — Release  Remote 

Control  and  Indicator 

C3G-24 

600901 

Fire  Alarm  &  Releasing  Unit 

Control  Panel,  24V 

C3G-B 

19240065 

Battery,  Gel  Cell,  12V 

C3G-C 

975081 

Battery  Charges  for  above 

K46-6P 

508675 

Bell,  24VDC  Polarized,  6" 

K46-8P 

508676 

As  Above,  8" 

K46-10P 

508677 

As  Above,  10" 

5440 

508670 

Horn,  Electric,  24V 

Manufacturer :  Wheelock  Signal  Inc. 

273  Branchport  Avenue 
Long  Branch,  New  Jersey  07740 
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K3660 

Bell,  24V DC,  Mechanism,  24V 

K3640 

Bell,  24VDC,  Mechanism,  24V 

K3460 

Bell,  24VDC,  Mechanism,  24V 

K3440 

Bell,  24VDC,  Mechanism,  24V 

K3004 

Bell  Kit,  4" 

K3006 

Bell  Kit,  6" 

K3008 

Bell  Kit,  8" 

K3010 

Bell  Kit,  10" 

5640 

508690 

Horn,  Electric,  24V 

Previously  BSA  approved,  Calendar  No.  524-77-SA 


Manufacturer :  Faraday,  Inc. 

508  South  Maumee  Street 
Tecumseh,  Michigan  49286 


AV-32  508683  Horn  &  Flashing  Light  Assy. 

AV-33  508684  Flashing  Light  Assy. 

Manufacturer  :  Space  Age  Electronics 
31  Springhill  Avenue. 

Marlborough,  Massachusetts  01752 


Devices  For  Use  With  MA-2400  Fire  Alarm  System 


Model 
Designation 
CPD-1201 
CPD-1212 


Part 
Number 
515328 
515329 


Description 

Combustion  Products  Detector 
As  Above,  With  Sensitivity 
Control 

As  Above,  With  Duct  Adapter 
Manufacturer  :  Fenwal,  Inc.,  Division  of  Walter  Kidde  & 
Co.,  Inc. 


CPD-1212D  515334 


400  Main  Street 
Ashland,  Massachusetts  02870 
Previously  BSA  Approved,  Calendar  No.  62-74SA 


PS-724L  515335  Photoelectric  Smoke  Detector 

PS-724L-135  515348  As  Above,  With  135°  Thermo¬ 

stat 

As  Above,  With  156°  Thermo¬ 
stat 

515352  As  Above,  With  Duct  Adaptor 

515353  Remote  Test  Station 

Previously  BSA  approved,  Calendar  No.  122-73-SA 
Manufacturer :  Electro  Signal  Lab,  Inc. 

1022  Hingham  Street 
Rockland,  Massachusetts  02370 


PS-724L-156  515346 


PS- 764 
RT-760 


Manufacturer :  Walter  Kidde  &  Co.,  Inc. 

675  Main  Street 
Belleville,  N.  J.  07109 

INSPECTION  AND  TEST :  The  equipment  has  been 
tested  and  approved  by  Underwriters’  Laboratories  (File 
S374)  and  has  been  recommended  for  approval  by  the  Divi¬ 
sion  of  Fire  Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  MA-2400  Fire  Alarm  System  and 
Components  (components  listed  above,  under  the  provisions 
of  Article  17  and  RS  17  of  the  Building  Code  on  the  following 
conditions : 

1.  The  battery  cabinets  of  all  systems  shall  be  ven¬ 
tilated  in  accordance  with  Building  Code  requirements. 

2.  The  control  panels  of  the  system  shall  be  properly 
labeled  to  indicate  their  various  functions. 

3.  Connections  to  and  from  the  control  panels  shall 
not  be  made  through  penetrations  in  the  tops  of  the 
cabinets. 

4.  The  control  panels  shall  be  properly  grounded. 

5.  All  uses,  locations  and  installations  shall  comply 
with  the  applicable  requirements  of  Article  17  and  RS 
17-3  of  the  Building  Code  and  Fire  Prevention  Codes. 

6.  The  equipment  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Calendar  Number  3-77- 
SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


E-135-C 

576082 

Fire  Alarm  Thermostat,  Rate  of 
Rise  and  Fixed  Temperature 
135° 

E-197-C 

576083 

Fire  Alarm  Thermostat,  Rate  of 
Rise  and  Fixed  Temperature 
197° 

E-135-F 

576084 

Fire  Alarm  Thermostat,  Fixed 
135°F 

E-197-F 

576085 

Fire  Alarm  Thermostat,  Fixed 
197°F 

Previously  BSA  approved,  Calendar  No.  723-71-SA 
Manufacturer :  Edwards  Company,  Inc. 

1201  Corbin  Street 
Elizabeth,  New  Jersey  07201 

1503  515233  Door  Holder,  Magnetic 

Manufacturer :  Sargent  Industries 
100  Sargent  Drive 
New  Haven,  Connecticut  06509 


B5  601178  Manual  Station,  SPST 

B5P  601237  As  Above,  With  Pre-Signal 

B6  601269  Manual  Station,  DPST 

Manufacturer :  Douglas  Randall,  Division  Walter  Kidde 
&  Co.,  Inc. 

6  Pawcatuck  Avenue 
Pawcatuck,  Connecticut  02891 

893607  Remote  Electric  Station,  With 
Indicator  Lamp 

Previously  BSA  approved,  Calendar  No.  7-18-62 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


465-77-SA 

APPLICANT — Lightalarms  Electronics  Corporation,  owner. 
SUBJECT — Applicant  July  5,  1977 — AC  Stand-by  Systems, 
various  models. 

APPEARANCES— 

For  Applicant:  Calf  M.  Rossland. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
465-77-SA — Lightalarms  Electronics  Corporation,  Brooklyn, 
New  York  filed  for  approval  of  AC  Standby-by  Power  Sys¬ 
tems  (Models  listed  below)  under  the  provisions  of  Article 
17  and  RS  17  of  the  Building  Code  of  the  City  of  New  York. 
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PROPOSED  USE:  Standby  AC  power  for  fire  alarm  sys¬ 
tems. 

DESCRIPTION :  The  system  provides  60  Hertz,  sine  wave, 
AC  power  to  fire  alarm  systems  when  the  normal  source  of 
power  is  interrupted.  The  power  is  provided  by  lead  acid  or 
nickel  cadmium  batteries.  The  batteries  are  recharged  after 
being  used.  The  systems  have  inputs  and  outputs  of  120  or 
277  volts.  The  capacities  of  the  various  models  range  from 
250  to  10,000  volt-amps  for  90  minutes.  A  sensor  automatically 
energizes  the  inverter  in  the  event  of  a  power  failure,  and 
the  fire  alarm  system  is  provided  with  power  from  the 
standby  system.  The  equipment  is  enclosed  in  one  or  more 
metal  cabinets,  which  are  labeled  “Fire  Alarm”.  The  various 
models,  as  they  would  be  designated  for  120  volt  input  and 
output  (either  or  both  may  be  replaced  by  2 77),  are  as 
follow : 


Capacity  (in  volt-amps 

Model 

Battery 

for  90  mins.) 

LL120A120  .... 

250 

LL120B120  .... 

375 

LL120C120  .... 

500 

LL120D120  .... 

750 

LL120E120  .... 

1,000 

LL120F120  ... 

1,250 

LL120G120  .... 

1,500 

LL120J120  .... 

2,000 

LL120K120  ... 

.  lead  acid 

2,400 

LL120L120  .... 

3,000 

LL120M120  ... 

3,600 

LL120N120  ... 

4,500 

LL120P120  ... 

5,000 

LL120R120  ... 

6,000 

LL120S120  ... 

7,500 

LL120T120  ... 

10,000 

N120B120  .... 

.  nickel  cadmium 

375 

N120C120  .... 

.  nickel  cadmium 

500 

N120F120  .... 

1,250 

INSPECTION 

AND  TESTS: 

The 

systems  have  been 

tested  and  approved  by  Underwriters’  Laboratories  (File 
E26929)  and  have  been  recommended  for  approval  by  the 
Division  of  Fire  Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Lightalarms  AC  Stand-by  Power 
Systems  (Models  Listed  above)  under  the  provisions  of 
Article  17  and  RS  17  of  the  Building  Code  of  the  City 
of  New  York  on  the  following  conditions: 

1.  The  battery  cabinet  shall  be  installed  in  a 
ventilated  area  which  complies  with  the  requirements 
of  RS  17-3  of  the  Building  Code. 

2.  The  cabinet  shall  not  have  any  electrical  pene¬ 
trations  from  the  top. 

3.  The  cabinet  shall  be  painted  “Fire  Department 
red”. 

4.  The  cabinet  shall  be  properly  grounded. 

5.  All  uses,  locations,  and  installations  shall  comply 
with  the  applicable  requirements  of  Article  17  and  RS 
17-3  of  the  Building  Code,  Chapter  19  of  the  Administra¬ 
tive  Code,  and  Fire  Prevention  Codes. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


599-77-SA 

APPLICANT — Visi-Con,  Incorporated,  owner. 

SUBJECT — Visi-Con  Annunciatior — Model  No.  Mark  V. 
APPEARANCES— 

For  Applicant :  J.  B.  Lebo 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
599-77-SA — Visi-Con  Incorporated,  Chicago,  Illinois,  filed 
for  approval  of  the  Visi-Con  Mark  V  Annunciator  under  the 
provisions  of  Article  17  and  RS  17  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Remote  annunciator. 

DESCRIPTION :  The  annunciator  monitors  the  status  of 
fire  alarm  equipment,  pumps,  air  conditioning  equipment, 
fans,  and  other  related  building,  equipment  that  requires 
monitoring  and  maintenance.  The  fire  alarm  annunciation  is 
a  voluntary  addition  to  required  equipment.  The  fire  alarm 
annunciator  gives  an  audible  and  blinking  visual  signal  to 
indicate  trouble  with  any  of  the  monitored  equipment.  After 
the  signals  are  acknowledged,  a  constant  visual  signal  re¬ 
mains  until  the  source  of  the  trouble  is  corrected. 
INSPECTION  AND  TEST:  The  annunciator  has  been 
tested  and  approved  by  the  Canadian  Standards  Association 
(File  No.  37332).  The  transformers  and  relays  have  been 
tested  and  approved  by  Underwriters’  Laboratories  (Files 
E4466  and  E23524).  The  annunciators  has  been  recom¬ 
mended  for  approval  by  the  Division  of  Fire  Prevention. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Visi-Con  Mark  V  Annunciator 
under  the  provisions  of  Article  17  and  RS  17  of  the  Building 
Code  of  the  City  of  New  York  under  the  following  conditions  : 

1.  The  annunciator  shall  be  used  in  conjunction 
with  only  Board  of  Standards  and  Appeals  approved  fire 
alarm  equipment. 

2.  All  uses,  locations,  and  installations  of  the  an¬ 
nunciators  shall  comply  with  the  applicable  requirements 
of  the  Building  Code. 

3.  The  annunciators  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Calendar  Number  599-77- 
SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 
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Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


973-77-SM 

APPLICANT — Certain-Teed  Products  Corporation,  Pipe 
and  Plastics  Group,  owner. 

SUBJECT — Pipe  and  couplings  for  underground  fire  lines. 
APPEARANCES— 

For  Applicant :  George  D.  Kelly 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

N egative : .  0 

Absent :  Commissioner  Carroll .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
973-77-SM :  William  G.  Major  Consulting  Company,  Wes¬ 
ton,  Connecticut,  for  Certain-Teed  Products  Corporation, 
Pipe  and  Plastics  Group,  Valley  Forge,  Pennsylvania,  filed 
for  approval  of  Certain-Teed  Fluid-Tite  Class  150  and  Class 
200  Asbestos-Cement  Pressure  Pipe  and  Couplings  under  the 
provisions  of  Article  17  and  RS  17  of  the  Building  Code  and 
Chapter  19  of  the  Administrative  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Pipe  and  couplings  for  underground  fire 
lines. 

DESCRIPTION :  The  pipe  and  couplings  sizes  range  from 
4"  to  16".  They  carry  water  in  underground  fire  lines.  The 
Class  150  and  Class  200  asbestos-cement  pipe  are  rated  re¬ 
spectively,  at  150  psi  and  200  psi  working  pressure.  The 
Class  200  pipe  is  slightly  thicker  than  the  Class  150  pipe. 
The  pipe  sections  are  joined  by  the  Fluid-Tite  Couplings, 
which  are  made  up  of  a  sleeve,  two  rubber  gaskets,  and  two 
polyvinyl-chloride  spacer  rings.  Cast  iron  fittings  are  used 
with  the  asbestos-cement  pipe  lines. 

INSPECTION  AND  TEST :  The  pipe  and  fittings  have 
been  tested  and  approved  by  Underwriters’  Laboratories 
(File  EX1387)  and  Factory  Mutual  Research  Corporation 
(Serial  No.  19179). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Certain-Teed  Fluid-Title  Class  150  and 
Class  200  Asbestos-Cement  Pressure  Pipe  and  Couplings  for 
underground  fire  line  use  under  the  provisions  of  Article  17 
and  RS  17  of  the  Building  Code  and  Chapter  19  of  the 
Administrative  Code  of  the  City  of  New  York  on  condition 
that  all  uses,  locations,  and  installations  shall  comply  with 
the  applicable  requirements  of  the  Building  Code  and  the 
Administrative  Code  and  shall  require  plans  submitted  for 
approval  to  the  Division  of  Fire  Prevention.  The  pipe  and 
couplings  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  973-77-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  corpo¬ 
rate  name,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 


(Sgd.)  Alan  D.  Gershuny 

Executive  Director 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


974-77-SM 

APPLICANT — Erico  Products,  Incorporated,  Stud  Weld¬ 
ing  Division,  owner. 

SUBJECT — Arc  stud  welding. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
974-77-SM — Erico  Products,  Incorporated,  Stud  Welding 
Division,  Solon,  Ohio,  filed  for  approval  of  Erico  Blue  Arc 
welding  studs  and  equipment,  Models  EC-100,  EC-200,  and 
EPS-2400,  under  the  provisions  of  Article  10  and  RS  10  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Arc  stud  welding. 

DESCRIPTION :  The  solid  flux  welded  studs  are  up  to  1" 
in  diameter.  The  studs  are  used  as  shear  connectors  through 
steel  deck,  up  to  two  layers  of  No.  16  gauge  steel,  or  are 
melted  and  fused  into  a  portion  of  base  metal.  The  base 
metal  is  either  steel,  from  .0359"  to  .375"  thick,  or  alumnium, 
from  .125"  to  .250"  thick.  The  weld  is  performed  with  a 
controlled  electric  arc.  The  required  electrical  power  sources 
for  the  various  sizes  of  stud  welds  are  as  follows ;  up  to  VW, 
400  amps;  above  %6"  up  to  y2" ,  600  amps;  above  y2" ,  up  to 
Y%",  800  amps ;  above  34"  up  to  y,  1,200  amps ;  above  y 
up  to  y%",  1,800  amps;  above  %"  up  to  1",  2,000  amps. 
INSPECTION  AND  TEST :  The  strengths  of  the  welds 
have  been  tested  and  approved  by  Pittsburgh  Testing  Labora¬ 
tories  (Files  CL-230  and  CL-557). 

RECOMENDATION :  The  Committee  on  Test  recommends 
the  approval  of  Erico  Blue  Arc  welding  studs  and  equipment, 
Models  EC-100,  EC-200,  and  EPS-2400,  under  the  provisions 
of  Article  10  and  RS  10  of  the  Building  Code  on  condition 
that  all  uses,  locations,  and  installations  shall  comply  with  the 
applicable  requirements  of  the  Building  Code  and  the  Board’s 
Rules  for  Arc  and  Gas  Welding  ....  (Calendar  Number 
1-38-SR).  All  plans  for  use  filed  with  the  Department  of 
Buildings  shall  be  labeled :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  974-77-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  corpo¬ 
rate  name,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 
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(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


775-71-SM 

APPLICANT — Roll  Form  Products,  Incorporated,  owner. 

SUBJECT — To  include  additional  test  reports. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
2  P.M.,  for  continued  hearing,  additional  information. 

42-77-SM 

APPLICANT — Home  Crafts,  Incorporated  for  Vega  Indus¬ 
tries,  owner. 

SUBJECT — Additional  uses  of  factory  built  fireplaces. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
2  P.M.,  for  continued  hearing,  additional  information. 


669-77-SA 

APPLICANT — Security  Engineering  Incorporated,  owner. 
SUBJECT — Application  October  24,  1977 — Electromagnetic 
Locks— Model  Nos.  3400,  3600,  3800,  3824,  3826,  3828,  T.J. 
3400,  T.J.  3600,  T.J.  3800,  T.J.  3626,  T.J.  3828,  M  3400, 
M  3600,  M  3800  and  M  3824. 

APPEARANCES— 

For  Applicant:  Norman  Thrope. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


926-77-SM 

APPLICANT — Lawler  ITT,  Fluid  Handling  Division, 
owner. 

SUBJECT — Backflow  preventers  to  protect  potable  water 
lines  against  back-siphonage. 

APPEARANCES— 

For  Applicant:  James  H.  Driscoll. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


333-77-A 

APPLICANT — Allen  B.  Terjesen  for  Gateway  State  Bank 
(in  formation),  owner. 

SUBJECT — Application  June  22,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water.  (Local  Law  #7). 

PREMISES  AFFECTED — 1630  Richmond  Road,  southeast 
corner  of  Liberty  Avenue,  Block  3530,  Lot  17,  Dongan 
Hills,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Allen  B.  Terjesen. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  22,  1977,  on  N.B.  Applic.  #4697/74,  reads: 

“C-l.  At  least  50%  of  the  storm  water  drainage 
from  the  site  must  be  conveyed  for  disposal  off  site  per 
RS-16,  PI  10.2(c)  and  a  performance  bond,  shall  be 
furnished  per  C26-110.5  in  connection  sewers  for  off  site 
disposal.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  22,  1977,  acting  on  N.B.  Applic.  #4697/74, 
Objection  No.  C-l,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain » 
2  inches  of  rain  water  over  the  entire  lot  area,  same  to  be 
verified  by  the  Building  Department ;  that  the  volume  of  voids 
of  selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25  percent 
of  the  volume  required,  a  minimum  of  75  percent  of  volume 
to  be  within  the  dry  wells ;  that  when  a  storm  sewer  is 
constructed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  and  that  all  work  shall  be 
substantially  completed  within  one  year  from  the  date  of  this 
resolution ;  and  on  further  condition  that  the  building  shall 
substantially  conform  to  drawings,  marked  “Received  June 
22,  1977”,  3  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


372-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2011  Seward  Avenue,  north 
side,  93.01  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  93, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #74/77,  reads: 

“1.  Proposed  building  does  not  meet  the  require¬ 
ments  of  Class  IIB  structure  and  is  therefore  contrary 
to  Table  3-4  of  A.C. 

2.  Use  of  frame  party  walls  is  contrary  to  Section 
C26-504.2  of  A.C. 

3.  Use  of  frame  and  brick  veneer  exterior  walls  are 
contrary  to  Table  3-4  of  A.C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 
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Whereas,  the  proposed  buildings  are  composed  of 
groups  of  attached  one-family  dwellings  resting  on  controlled 
fill ;  and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal 
inspection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Applica¬ 
tion  #74/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per 
Class  II  D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of  the 
Building  Code ;  that  the  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  incom¬ 
bustible  filler;  that  smoke  alarm  detectors  shall  be  installed 
on  each  floor  including  the  cellar  of  each  building,  said  units 
shall  be  connected  to  the  house  electrical  system  and  shall 
be  properly  maintained  in  good  operating  order ;  and  that 
the  controlled  fill  and  the  structural  elements  of  the  founda¬ 
tion  shall  be  subject  to  all  applicable  regulations  of  the 
Building  Code  relating  thereto;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


373-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2013  Seward  Avenue,  north 
side,  109.34  feet  east  of  Pugsley  Avenue,  Block  3067,  Lot 
92,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #75/77,  reads: 

“1.  Proposed  building  does  not  meet  the  require¬ 
ments  of  Class  IIB  structure  and  is  therefore  contrary 
to  Table  3-4  of  A.C. 

2.  Use  of  frame  party  walls  is  contrary  to  Section 
C26-504.2  of  A.C. 

3.  Use  of  frame  and  brick  veneer  exterior  walls  are 
contrary  to  Table  3-4  of  A.C.” 

and 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of 
groups  of  attached  one-family  dwellings  resting  on  controlled 
fill ;  and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal 
inspection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Applica¬ 
tion  #75/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per 
Class  II  D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of  the 
Building  Code ;  that  the  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs;  that  the  demising  walls  between  the: 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  incom¬ 
bustible  filler;  that  smoke  alarm  detectors  shall  be  installed 
on  each  floor  including  the  cellar  of  each  building,  said  units 
shall  be  connected  to  the  house  electrical  system  and  shall 
be  properly  maintained  in  good  operating  order ;  and  that 
the  controlled  fill  and  the  structural  elements  of  the  founda¬ 
tion  shall  be  subject  to  all  applicable  regulations  of  the 
Building  Code  relating  thereto;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


375-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2017  Seward  Avenue,  north 
side,  141.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
90,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative : .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977.  on  N.B.  Applic.  #77/77,  reads: 

“1.  Proposed  building  does  not  meet  the  require¬ 
ments  of  Class  IIB  structure  and  is  therefore  contrary 
to  Table  3-4  of  A.C. 

2.  Use  of  frame  party  walls  is  contrary  to  Section 
C26-504.2  of  A.C. 

3.  Use  of  frame  and  brack  veneer  exterior  walls  are 
contrary  to  Table  3-4  of  A.C.” 
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and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ;  and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  development 
is  located  in  a  section  of  The  Bronx  and  personal  inspection 
verified  that  a  predominance  of  property  surrounding  the 
site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.B.  Applica¬ 
tion  #77/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  construction  of  the  proposed  building 
with  exterior  walls  can  be  of  combustible  components,  as 
per  Class  IID  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of 
the  Building  Code ;  that  the  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  other  acceptable  incombustible 
filler ;  that  smoke  alarm  detectors  shall  be  installed  on  each 
floor  including  the  cellar  of  each  building,  said  units  shall  be 
connected  to  the  house  electrical  system  and  shall  be  properly 
maintained  in  good  operating  order;  and  that  the  controlled 
fill  and  the  structural  elements  of  the  foundation  shall  be 
subject  to  all  applicable  regulations  of  the  Building  Code 
relating  thereto ;  and  on  further  conditions  that  the  building 
shall  substantially  conform  to  drawings,  marked  “Received 
July  1,  1977”,  one  sheet,  “December  19,  1977”,  3  sheets, 
“January  5,  1978”,  one  sheet,  “January  6,  1978”,  one  sheet, 
and  “January  16,  1978”,  one  sheet;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


376-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2019  Seward  Avenue,  north 
side,  157.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
89,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #78/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ; 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 


Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.B.  Applic. 
#78/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hgreby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per 
Class  II  D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of 
the  Building  Code ;  that  the  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs ;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  incombus¬ 
tible  filler;  that  smoke  alarm  detectors  shall  be  installed  on 
each  floor  including  the  cellar  of  each  building,  said  units 
shall  be  connected  to  the  house  electrical  system  and  shall  be 
properly  maintained  in  good  operating  order ;  and  that  the 
controlled  fill  and  the  structural  elements  of  the  foundation 
shall  be  subject  to  all  applicable  regulations  of  the  Building 
Code  relating  thereto ;  and  on  further  conditions  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  July  1,  1977”,  one  sheet,  “December  19,  1977”, 
3  sheets,  “January  5,  1978”,  one  sheet,  “January  6,  1978”, 
one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


377-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED- — 2021  Seward  Avenue,  north 
side,  173.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  88, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 

Commissioner  Wolf  .  5 

Negative : . 0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #79/77,  reads:  (See 
Cal.  372-77- A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ;  and 
Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 
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Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  development 
is  located  in  a  section  of  The  Bronx  and  personal  inspection 
verified  that  a  predominance  of  property  surrounding  the  site 
are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough1  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#79/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per 
Class  IID  construction  classification,  provided  that  the  maxi¬ 
mum  building  area  between  fire  divisions  is  limited  to  4,000 
square  feet  and  the  construction  of  said  fire  division  shall 
conform  to  the  requirements  of  Section  C26-504.2  of  the 
Building  Code ;  that  the  load  carrying  structural  members  in 
the  fire  division  may  be  incombustible,  approved,  load  bearing 
metal  studs ;  that  the  demising  walls  between  the  one-family 
units  within  each  fire  area  and  all  exterior  walls  shall  have 
a  minimum  one-hour  rating,  and  may  have  combustible  com¬ 
ponents  with  all  spaces  and  voids  within  the  wall  filled  with 
mineral  wool  or  other  acceptable  incombustible  filler ;  that 
smoke  alarm  detectors  shall  be  installed  on  each  floor  includ¬ 
ing  the  cellar  of  each  building,  said  units  shall  be  connected 
to  the  house  electrical  system  and  shall  be  properly  maintained 
in  good  operating  order ;  and  that  the  controlled  fill  and  the 
structural  elements  of  the  foundation  shall  be  subject  to  all 
applicable  regulations  of  the  Building  Code  relating  thereto; 
and  on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  July  1,  1977”,  one 
sheet,  “December  19,  1977”,  3  sheets,  “January  5,  1978”,  one 
sheet,  “January  6,  1978”,  one  sheet,  and  “January  16,  1978”, 
one  sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


378-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2023  Seward  Avenue,  north 
side,  189.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
87,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Commissioner  Carroll .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #80/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 
Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  in¬ 


spection  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.B.  Applic. 
#80/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per 
Class  II  D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of  the 
Building  Code;  that  the  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs ;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  incombus¬ 
tible  filler;  that  smoke  alarm  detectors  shall  be  installed  on 
each  floor  including  the  cellar  of  each  building,  said  units 
shall  be  connected  to  the  house  electrical  system  and  shall 
be  properly  maintained  in  good  operating  order ;  and  that 
the  controlled  fill  and  the  structural  elements  of  the  founda¬ 
tion  shall  be  subject  to  all  applicable  regulations  of  the 
Building  Code  relating  thereto;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


379-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2025  Seward  Avenue,  north 
side,  205.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
86,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative: .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #81/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granteef 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one- family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum;  and 
Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet;  and 
Whereas,  location  of  the  site  for  this  proposed  developmenf 
is  located  in  a  section  of  The  Bronx  and  personal  inspection 
verified  that  a  predominance  of  property  surrounding  the 
site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.B.  Applica¬ 
tion  #81/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
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is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  construction  of  the  proposed  building 
with  exterior  walls  can  be  of  combustible  components,  as 
per  Class  I  ID  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of  the 
Building  Code ;  that  the  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs ;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the  wall 
filled  with  mineral  wool  or  other  acceptable  incombustible 
filler ;  that  smoke  alarm  detectors  shall  be  installed  on  each 
floor  including  the  cellar  of  each  building,  said  units  shall 
be  connected  to  the  house  electrical  system  and  shall  be 
properly  maintained  in  good  operating  order ;  and  that  the 
controlled  fill  and  the  structural  elements  of  the  foundation 
shall  be  subject  to  all  applicable  regulations  of  the  Building 
Code  relating  thereto;  and  on  further  conditions  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  July  1,  1977”,  one  sheet,  “December  19,  1977”, 
3  sheets,  “January  5,  1978”,  one  sheet,  “January  6,  1978”, 
one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


380-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED— 2027  Seward  Avenue,  north  side, 
221.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  85, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative: .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #82/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  Appeal  be  granted  under 
certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ;  and 
Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 
Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet;  and 
Whereas,  location  of  the  site  for  this  proposed  development 
is  located  in  a  section  of  The  Bronx  and  personal  inspection 
verified  that  a  predominance  of  property  surrounding  the 
site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Applica¬ 
tion  #82/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  construction  of  the  proposed  building 
with  exterior  walls  can  be  of  combustible  components,  as  per 
Class  II D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of  the 


Building  Code;  that  the  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs ;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with'  all  spaces  and  voids  within  the  wall 
filled  with  mineral  wool  or  other  acceptable  incombustible 
filler ;  that  smoke  alarm  detectors  shall  be  installed  on  each 
floor  including  the  cellar  of  each  building,  said  units  shall 
be  connected  to  the  house  electrical  system  and  shall  be 
properly  maintained  in  good  operating  order ;  and  that  the 
controlled  fill  and  the  structural  elements  of  the  foundation 
shall  be  subject  to  all  applicable  regulations  of  the  Building 
Code  relating  thereto;  and  on  further  conditions  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  July  1,  1977”,  one  sheet,  “December  19,  1977”,  3 
sheets,  “January  5,  1978”,  one  sheet,  “January  6  1978”, 
one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


382-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2031  Seward  Avenue,  north 
side.  253.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
83,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  Tune  15,  1977,  on  N.B.  Applic.  #84/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

W hereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 
Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal 
inspection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Applica¬ 
tion  #84/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  construction  of  the  proposed  building 
with  exterior  walls  can  be  of  combustible  components,  as 
per  Class  II  D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of 
the  Building  Code;  that  the  load  carrying  structural  mem¬ 
bers  in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs ;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have 
combustible  components  with  all  spaces  and  voids  within 
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the  wall  filled  with  mineral  wool  or  other  acceptable  incom¬ 
bustible  filler;  that  smoke  alarm  detectors  shall  be  installed 
on  each  floor  including  the  cellar  of  each  building,  said  units 
shall  be  connected  to  the  house  electrical  system  and  shall  be 
properly  maintained  in  good  operating  order ;  and  that  the 
controlled  fill  and  the  structural  elements  of  the  foundation 
shall  be  subject  to  all  applicable  regulations  of  the  Building 
Code  relating  thereto ;  and  on  further  conditions  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  July  1,  1977”,  one  sheet,  “December  19,  1977”,  3 
sheets,  “January  5,  1978”,  one  sheet,  “January  6,  1978”,  one 
sheet,  and  “January  16,  1978”,  one  sheet;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

383-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2033  Seward  Avenue,  north 
side,  269.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
82,  Borough  of  The  Bronx. 

APPEARANCES — 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #85/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ; 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#85/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per 
Class  II  D  construction  classification,  provided  that  the  maxi¬ 
mum  building  area  between  fire  divisions  is  limited  to  4,000 
square  feet  and  the  construction  of  said  fire  division  shall 
conform  to  the  requirements  of  Section  C26-504.2  of  the 
Building  Code;  that  the  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved  load 
bearing  metal  studs ;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  incom¬ 
bustible  filler ;  that  smoke  alarm  detectors  shall  be  installed 
on  each  floor  including  the  cellar  of  each  building,  said  units 


shall  be  connected  to  the  house  electrical  system  and  shall  be 
properly  maintained  in  good  operating  order ;  and  that  the 
controlled  fill  and  the  structural  elements  of  the  foundation 
shall  be  subject  to  all  applicable  regulations  of  the  Building 
Code  relating  thereto ;  and  on  further  conditions  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  July  1,  1977”,  one  sheet,  “December  19,  1977”,  3 
sheets,  “January  5,  1978”,  one  sheet,  “January  6,  1978”,  one 
sheet,  and  “January  16,  1978”,  one  sheet;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


384-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 700  Pugsley  Avenue,  east  side, 
zero  feet  NEC  of  Seward  Avenue,  Block  3607,  Lot  1, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #86/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal 
inspection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Appli¬ 
cation  #86/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  compo¬ 
nents,  as  per  Class  II  D  construction  classification,  provided 
that  the  maximum  building  area  between  fire  divisions  is 
limited  to  4,000  square  feet  and  the  construction  of  said  fire 
division  shall  conform  to  the  requirements  of  Section  C26- 
504.2  of  the  Building  Code ;  that  the  load  carrying  structural 
members  in  the  first  division  may  be  incombustible,  approved, 
load  bearing  metal  studs ;  that  the  demising  walls  between 
the  one-family  units  within  each  fire  area  and  all  exterior 
walls  shall  have  a  minimum  one-hour  rating,  and  may  have 
combustible  components  with  all  spaces  and  voids  within 
the  wall  filled  with  mineral  wool  or  other  acceptable  incom¬ 
bustible  filler ;  that  smoke  alarm  detectors  shall  be  installed 
on  each  floor  including  the  cellar  of  each  building,  said  units 
shall  be  connected  to  the  house  electrical  system  and  shall 
be  properly  maintained  in  good  operating  order;  and  that 
the  controlled  fill  and  the  structural  elements  of  the  founda¬ 
tion  shall  be  subject  to  all  applicable  regulations  of  the 
Building  Code  relating  thereto;  and  on  further  conditions 
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that  the  building  shall  substantially  conform  to  drawings, 
marked  ‘‘Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  S,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


385-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT— Application  June  24,  1977— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 702  Pugsley  Avenue,  east  side, 
20.0  feet  north  of  Seward  Avenue,  Block  3607,  Lot  2, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


— - -  , 

Commissioner  Wolf  .  6 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #8 7/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one- family  dwellings  resting  on  controlled  fill ;  and 
Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet;  and 
Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  inspec¬ 
tion  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.B.  Applica¬ 
tion  #8 7/77,  Objection  Numbers  1,  2  and  3,  be  and  jt 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  com¬ 
ponents,  as  per  Class  IID  construction  classification,  provided 
that  the  maximum  building  area  between  fire  divisions  is 
limited  to  4,000  square  feet  and  the  construction  of  said  fire  di¬ 
vision  shall  conform  to  the  requirements  of  Section  C26-504.2 
of  the  Building  Code;  that  the  load  carrying  structural 
members  in  the  fire  division  may  be  incombustible,  approved, 
load  bearing  metal  studs ;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  incom¬ 
bustible  filler ;  that  smoke  alarm  detectors  shall  be  installed 
on  each  floor  including  the  cellar  of  each  building,  said  units 
shall  be  connected  to  the  house  electrical  system  and  shall 
be  properly  maintained  in  good  operating  order;  and  that 
the  controlled  fill  and  the  structural  elements  of  the  founda¬ 
tion  shall  be  subject  to  all  applicable  regulations  of  the 
Building  Code  relating  thereto ;  and  on  further  conditions  that 
the  building  shall  substantially  conform  to  drawings,  marked 
“Received  July  1,  1977”,  one  sheet,  “December  19,  1977”, 
3  sheets,  “January  5,  1978”,  one  sheet,  “January  6,  1978”, 
one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


386-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 704  Pugsley  Avenue,  east  side, 
36.0  feet  north  of  Seward  Avenue,  Block  3607,  Lot  3, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commission  Wolf  .  5 

N  egative :  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #88/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

W hereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal 
inspection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Appli¬ 
cation  #88/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  com¬ 
ponents,  as  per  Class  II  D  construction  classification,  pro¬ 
vided  that  the  maximum  building  area  between  fire  divisions 
is  limited  to  4,000  square  feet  and  the  construction  of  said 
fire  division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code ;  that  the  load  carrying 
structural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wool  or  other  acceptable 
incombustible  filler ;  that  smoke  alarm  detectors  shall  be 
installed  on  each  floor  including  the  cellar  of  each  building, 
said  units  shall  be  connected  to  the  house  electrical  system 
and  shall  be  properly  maintained  in  good  operating  order ; 
and  that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of 
the  Building  Code  relating  thereto ;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


387-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 
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SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 706  Pugsley  Avenue,  east  side, 
52.0  feet  north  of  Seward  Avenue,  Block  3607,  Lot  4, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #89/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions  ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill  ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 
Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.  B.  Application 
#89/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform  to 
the  requirements  of  Section  C26-504.2  of  the  Building  Code; 
that  the  load  carrying  structural  members  in  the  fire  division 
may  be  incombustible,  approved,  load  bearing  metal  studs ; 
that  the  demising  walls  between  the  one-family  units  within 
each  fire  area  and  all  exterior  walls  shall  have  a  minimum 
one-hour  rating,  and  may  have  combustible  components  with 
all  spaces  and  voids  within  the  wall  filled  with  mineral  wool 
or  other  acceptable  incombustible  filler;  that  smoke  alarm 
detectors  shall  be  installed  on  each  floor  including  the  cellar 
of  each  building,  said  units  shall  be  connected  to  the  house 
electrical  system  and  shall  be  properly  maintained  in  good 
operating  order ;  and  that  the  controlled  fill  and  the  struc¬ 
tural  elements  of  the  foundation  shall  be  subject  to  all  applic¬ 
able  regulations  of  the  Building  Code  relating  thereto ;  and 
on  further  conditions  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  July  1,  1977”,  one  sheet, 
“December  19,  1977”,  3  sheets,  “January  5,  1978”,  one  sheet, 
“January  6,  1978”,  one  sheet,  and  “January  16,  1978”,  one 
sheet ;  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


388-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 


PREMISES  AFFECTED — 708  Pugsley  Avenue,  east  side, 
68.0  feet  north  of  Seward  Avenue,  Block  3607,  Lot  5, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative: .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.  B.  Applic.  #90/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ; 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions  ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ;  and 
Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum;  and 
Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  inspec¬ 
tion  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Applica¬ 
tion  #90/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  construction  of  the  proposed  building 
with  exterior  walls  can  be  of  combustible  components,  as  per 
Qass  II  D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited 
to  4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of 
the  Building  Code ;  that  the  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs ;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  incom¬ 
bustible  filler ;  that  smoke  alarm  detectors  shall  be  installed 
on  each  floor  including  the  cellar  of  each  building,  said 
units  shall  be  connected  to  the  house  electrical  system  and 
shall  be  properly  maintained  in  good  operating  order ;  and 
that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of 
the  Building  Code  relating  thereto ;  and  on  further  cotiditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


389-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 710  Pugsley  Avenue,  east  side, 
84.0  feet  north  of  Seward  Avenue,  Block  3607,  Lot  6, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #91/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ; 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#91/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform 
to  the  requirements  of  Section  C26-504.2  of  the  Building 
Code ;  that  the  load  carrying  structural  members  in  the  fire 
division  may  be  incombustible,  approved  load  bearing,  metal 
studs ;  that  the  demising  walls  between  the  one-family  units 
within  each  fire  area  and  all  exterior  walls  shall  have  a  mini¬ 
mum  one-hour  rating,  and  may  have  combustible  components 
with  all  spaces  and  voids  within  the  wall  filled  with  mineral 
wool  or  other  acceptable  incombustible  filler  ;  that  smoke  alarm 
detectors  shall  be  installed  on  each  floor  including  the  cellar 
of  each  building,  said  units  shall  be  connected  to  the  house 
electrical  system  and  shall  be  properly  maintained  in  good 
operating  order ;  and  that  the  controlled  fill  and  the  struc¬ 
tural  elements  of  the  foundation  shall  be  subject  to  all  ap¬ 
plicable  regulations  of  the  Building  Code  relating  thereto ; 
and  one  further  conditions  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  July  1.  1977”,  one 
sheet,  “December  19,  1977”,  3  sheets,  “January  5,  1978”,  one 
sheet,  “January  6,  1978”,  one  sheet,  and  “January  16,  1978”, 
one  sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


390-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 712  Pugsley  Avenue,  east  side, 
84.0  feet  south  of  Homer  Avenue,  Block  3607,  Lot  7, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Augusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #92/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  development 
is  located  in  a  section  of  The  Bronx  and  personal  inspection 
verified  that  a  predominance  of  property  site  are  of  frame 
construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#92/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per 
Class  II  D  construction  classification,  provided  that  the  maxi¬ 
mum  building  area  between  fire  divisions  is  limited  to  4,000 
square  feet  and  the  construction  of  said  fire  division  shall 
conform  to  the  requirements  of  Section  C26-504.2  of  the 
Building  Code;  that  the  load  carrying  structural  members  in 
the  fire  division  may  be  incombustible,  approved  load  bearing 
metal  studs ;  that  the  demising  walls  between  the  one-family 
units  within  each  fire  area  and  all  exterior  walls  shall  have 
a  minimum  one-hour  rating,  and  may  have  combustible  com¬ 
ponents  with  all  spaces  and  voids  within  the  wall  filled  with 
mineral  wool  or  other  acceptable  incombustible  filler;  that 
smoke  alarm  detectors  shall  be  installed  on  each  floor  includ¬ 
ing  the  cellar  of  each  building,  said  units  shall  be  connected 
to  the  house  electrical  system  and  shall  be  properly  main¬ 
tained  in  good  operating  order;  and  that  the  controlled  fill 
and  the  structural  elements  of  the  foundation  shall  be  subject 
to  all  applicable  regulations  of  the  Building  Code  relating 
thereto;  and  on  fiirthcr  conditions  that  the  building  shall 
substantially  conform  to  drawings,  marked  “Received  July  1, 
1977”,  one  sheet,  “December  19,  1977”,  3  sheets,  “January  5, 
1978”,  one  sheet,  “January  6,  1978”  one  sheet,  and  “January 
16,  1978”,  one  sheet;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 

391-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  construc¬ 
tion  of  Class  IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 714  Pugsley  Avenue,  east  side, 
68.0  feet  south  of  Homer  Avenue,  Block  3607,  Lot  8,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #93/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

W hereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  development 
is  located  in  a  section  of  The  Bronx  and  personal  inspection 
verified  that  a  predominance  of  property  surrounding  the  site 
are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#93/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform 
to  the  requirements  of  Section  C26-504.2  of  the  Building  Code ; 
that  the  load  carrying  structural  members  in  the  fire  division 
may  be  incombustible,  approved,  load  bearing  metal  studs ; 
that  the  demising  walls  between  the  one-family  units  within 
each  fire  area  and  all  exterior  walls  shall  have  a  minimum 
one-hour  rating,  and  may  have  combustible  components  with 
all  spaces  and  voids  within  the  wall  filled  with  mineral  wool 
or  other  acceptable  incombustible  filler ;  that  smoke  alarm 
detectors  shall  be  installed  on  each  floor  including  the  cellar 
of  each  building,  said  units  shall  be  connected  to  the  house 
electrical  system  and  shall  be  properly  maintained  in  good 
operating  order ;  and  that  the  controlled  fill  and  the  struc¬ 
tural  elements  of  the  foundation  shall  be  subject  to  all  applic¬ 
able  regulations  of  the  Building  Code  relating  thereto;  and 
on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  July  1,  1977”,  one 
sheet,  “December  19,  1977”,  3  sheets,  “January  5,  1978”,  one 
sheet,  “January  6,  1978”,  one  sheet,  and  “January  16,  1978”, 
one  sheet ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


392-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 716  Pugsley  Avenue,  east  side, 
52.0  feet  south  of  Homer  Avenue,  Block  3607,  Lot  9, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

N  egative  : .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.  B.  Applic.  #94/77  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 


Whereas,  the  premises  was  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  Appeal  be  granted  under 
certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal 
inspection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Applica¬ 
tion  #94/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  cotidition  that  the  construction  of  the  proposed  building 
with  exterior  walls  can  be  of  combustible  components,  as 
per  Class  II  D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of 
the  Building  Code ;  that  the  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs ;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  incom¬ 
bustible  filler ;  that  smoke  alarm  detectors  shall  be  installed 
on  each  floor  including  the  cellar  of  each  building,  said  units 
shall  be  connected  to  the  house  electrical  system  and  shall 
be  properly  maintained  in  good  operating  order ;  and  that 
the  controlled  fill  and  the  structural  elements  of  the  founda¬ 
tion  shall  be  subject  to  all  applicable  regulations  of  the 
Building  Code  relating  thereto ;  and  on  further  conditions  that 
the  building  shall  substantially  conform  to  drawings,  marked 
“Received  July  1,  1977”,  one  sheet,  “December  19,  1977”, 
3  sheets,  “January  5,  1978”,  one  sheet,  “January  6,  1978”, 
one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


393-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT— Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 718  Pugsley  Avenue,  east  side, 
36.0  feet  south  of  Homer  Avenue,  Block  3607,  Lot  10, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD —  Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Augusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #95/77  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 
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Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  development 
is  located  in  a  section  of  the  Bronx  and  personal  inspection 
verified  that  a  predominance  of  property  surrounding  the  site 
are  of  frame  construction. 

Resolved ,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.B.  Appli¬ 
cation  #95/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  compo¬ 
nents,  as  per  Class  II  D  construction  classification,  provided 
that  the  maximum  building  area  between  fire  divisions  is 
limited  to  4,000  square  feet  and  the  construction  of  said  fire 
division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code ;  that  the  load  carrying  struc¬ 
tural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wool  or  other  acceptable 
incombustible  filler;  that  smoke  alarm  detectors  shall  be 
installed  on  each  floor  including  the  cellar  of  each  building, 
said  units  shall  be  connected  to  the  house  electrical  system  and 
shall  be  properly  maintained  in  good  operating  order;  and 
that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of  the 
Building  Code  relating  thereto;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 

395-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 722  Pugsley  Avenue,  east  side, 
zero  feet,  SEC  of  Homer  Avenue,  Block  3607,  Lot  11, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta. 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #97/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ; 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet;  and 


Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Appli¬ 
cation  #9 7/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  com¬ 
ponents,  as  per  Class  II  D  construction  classification,  pro¬ 
vided  that  the  maximum  building  area  between  fire  divisions 
is  limited  to  4,000  square  feet  and  the  construction  of  said 
fire  division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code ;  that  the  load  carrying  struc¬ 
tural  members  in  the  fire  division  may  be  incombustible, 
approved  load  bearing  metal  studs ;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wool  or  other  acceptable 
incombustible  filler;  that  smoke  alarm  detectors  shall  be 
installed  on  each  floor  including  the  cellar  of  each  building, 
said  units  shall  be  connected  to  the  house  electrical  system 
and  shall  be  properly  maintained  in  good  operating  order; 
and  that  the  controlled  fill  and  the  structural  elements  of 
the  foundation  shall  be  subject  to  all  applicable  regulations 
of  the  Building  Code  relating  thereto;  and  on  further  con¬ 
ditions  that  the  building  shall  substantially  conform  to  draw¬ 
ings,  marked  “Received  July  1,  1977”,  one  sheet,  “December 
19,  1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


396-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  construc¬ 
tion  of  Class  IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2010  Homer  Avenue,  south  side, 
93.01  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  12, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative: .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #98/77,  reads:  (See 
Cal.  372-77- A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 
Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 
Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
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#98/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform 
to  the  requirements  of  Section  C26-S04.2  of  the  Building 
Code;  that  the  load  carrying  structural  members  in  the  fire 
division  may  be  incombustible,  approved,  load  bearing  metal 
studs ;  that  the  demising  walls  between  the  one-family  units 
within  each  fire  area  and  all  exterior  walls  shall  have  a  mini¬ 
mum  one-hour  rating,  and  may  have  combustible  components 
with  all  spaces  and  voids  within  the  wall  filled  with  mineral 
wool  or  other  acceptable  incombustible  filler;  that  smoke 
alarm  detectors  shall  be  installed  on  each  floor  including  the 
cellar  of  each  building,  said  units  shall  be  connected  to  the 
house  electrical  system  and  shall  be  properly  maintained  in 
good  operating  order ;  and  that  the  controlled  fill  and  the 
structural  elements  of  the  foundation  shall  be  subject  to  all 
applicable  regulations  of  the  Building  Code  relating  thereto ; 
and  on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  July  1,  1977”,  one 
sheet,  “December  19,  1977”,  3  sheets,  “January  5,  1978”,  one 
sheet,  “January  6,  1978”,  one  sheet,  and  “January  16,  1978”, 
one  sheet ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


397-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2012  Homer  Avenue,  south  side, 
109.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  13, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  IS,  1977,  on  N.B.  Applic.  99/77,  reads:  (See  Cal. 
372-77- A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  Appeal  be  granted  under 
certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fills; 
and 

Whereas,  due  to  unfavorable  soil  conditions  of  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 
Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  inspec¬ 
tion  verified  that  a  predominance  of  property  surrounding  the 
site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#99/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 


building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform  to 
the  requirements  of  Section  C26- 504.2  of  the  Building  Code; 
that  the  load  carrying  structural  members  in  the  fire  division 
may  be  incombustible,  approved,  load  bearing  metal  studs ; 
that  the  demising  walls  between  the  one-family  units  within 
each  fire  area  and  all  exterior  walls  shall  have  a  minimum 
one-hour  rating,  and  may  have  combustible  components  with 
all  spaces  and  voids  within  the  wall  filled  with  mineral  wool 
or  other  acceptable  incombustible  filler;  that  smoke  alarm 
detectors  shall  be  installed  on  each  floor  including  the  cellar 
of  each  building,  said  units  shall  be  connected  to  the  house 
electrical  system  and  shall  be  properly  maintained  in  good 
operating  order ;  and  that  the  controlled  fill  and  the  structural 
elements  of  the  foundation  shall  be  subject  to  all  applicable 
regulations  of  the  Building  Code  relating  thereto ;  and  on 
further  conditions  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  July  1,  1977”,  one  sheet, 
“December  19,  1977”,  3  sheets,  “January  5,  1978”,  one  sheet, 
“January  6,  1978”,  one  sheet,  and  “January  16,  1978”,  one 
sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


398-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  construc¬ 
tion  of  Class  IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2014  Homer  Ave.,  south  side, 
125.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  14, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #100/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

W hereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 
Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#100/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  Is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform 
to  the  requirements  of  Section  C26-504.2  of  the  Building 
Code ;  that  the  load  carrying  structural  members  in  the  fire 
division  may  be  incombustible,  approved,  load  bearing  metal 
studs ;  that  the  demising  walls  between  the  one-family  units 
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within  each  fire  area  and  all  exterior  walls  shall  have  a  mini¬ 
mum  one-hour  rating,  and  may  have  combustible  components 
with  all  spaces  and  voids  within  the  wall  filled  with  mineral 
wool  or  other  acceptable  incombustible  filler ;  that  smoke 
alarm  detectors  shall  be  installed  on  each  floor  including  the 
cellar  of  each  building,  said  units  shall  be  connected  to  the 
house  electrical  system  and  shall  be  properly  maintained  in 
good  operating  order ;  and  that  the  controlled  fill  and  the 
structural  elements  of  the  foundation  shall  be  subject  to  all 
applicable  regulations  of  the  Building  Code  relating  thereto; 
and  on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  July  1,  1977”,  one 
sheet,  “December  19,  1977”,  3  sheets,  “January  5,  1978”,  one 
sheet,  “January  6,  1978”,  one  sheet,  and  “January  16,  1978”, 
one  sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


399-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire’ 
limits. 

PREMISES  AFFECTED— 2016  Homer  Avenue,  south  side, 
141.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  15, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Augusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #101/77,  reads:  (See 
Cal.  372-77- A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 
Whereas,  location  of  the  site  for  this  proposed  development 
is  located  in  a  section  of  The  Bronx  and  personal  inspection 
verified  that  a  predominance  of  property  surrounding  the  site 
are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#101/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform  to 
the  requirements  of  Section  C26-504.2  of  the  Building  Code; 
that  the  load  carrying  structural  members  in  the  fire  division 
may  be  incombustible,  approved,  load  bearing  metal  studs; 
that  the  demising  walls  between  the  one-family  units  within 
each  fire  area  and  all  exterior  walls  shall  have  a  minimum 
one-hour  rating,  and  may  have  combustible  components  with 
all  spaces  and  voids  within  the  wall  filled  with  mineral  wool 
or  other  acceptable  incombustible  filler;  that  smoke  alarm 
detectors  shall  be  installed  on  each  floor  including  the  cellar 


of  each  building,  said  units  shall  be  connected  to  the  house 
electrical  system  and  shall  be  properly  maintained  in  good 
operating  order ;  and  that  the  controlled  fill  and  the  structural 
elements  of  the  foundation  shall  be  subject  to  all  applicable 
regulations  of  the  Building  Code  relating  thereto ;  and  on 
further  conditions  that  the  building  shall  substantially  conform 
to  drawings,  marked  “Received  July  1,  1977”,  one  sheet. 
“December  19,  1977”,  3  sheets,  “January  5,  1978”,  one  sheet, 
“January  6,  1978”,  one  sheet,  and  “January  16,  1978”,  one 
sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


40O-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT— Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2018  Homer  Avenue,  south  side, 
157.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  16, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #102/77,  reads:  (See 
Cal.  372-77- A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal 
inspection  verified  that  a  predominance  of  property  sur¬ 
rounding  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Appli¬ 
cation  #102/77  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  compo¬ 
nents,  as  per  Class  II  D  construction  classification,  provided 
that  the  maximum  building  area  between  fire  divisions  is 
limited  to  4,000  square  feet  and  the  construction  of  said  fire 
division  shall  conform  to  the  requirements  of  Section  C26- 
504.2  of  the  Building  Code ;  that  the  load  carrying  structural 
members  in  the  fire  division  may  be  incombustible,  approved, 
load  bearing  metal  studs ;  that  the  demising  walls  between 
the  one-family  units  within  each  fire  area  and  all  exterior 
walls  shall  have  a  minimum  one-hour  rating,  and  may  have 
combustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  incom¬ 
bustible  filler ;  that  smoke  alarm  detectors  shall  be  installed 
on  each  floor  including  the  cellar  of  each  building,  said  units 
shall  be  connected  to  the  house  electrical  system  and  shall  be 
properly  maintained  in  good  operating  order ;  and  that  the 
controlled  fill  and  the  structural  elements  of  the  foundation 
shall  be  subject  to  all  applicable  regulations  of  the  Building 
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Code  relating  thereto ;  and  on  further  conditions  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  July  1,  1977’’,  one  sheet,  “December  19,  1977”,  3 
sheets,  “January  5,  1978”,  one  sheet,  “January  6,  1978”,  one 
sheet,  and  “January  16,  1978”,  one  sheet;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


401-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  construc¬ 
tion  of  Class  IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2020  Homer  Avenue,  south  side, 
173.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  17, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #103/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  inspec¬ 
tion  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#103/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform  to 
the  requirements  of  Section  C26-504.2  of  the  Building  Code ; 
that  the  load  carrying  structural  members  in  the  fire  division 
may  be  incombustible,  approved,  load  bearing  metal  studs ; 
that  the  demising  walls  between  the  one-family  units  within 
each  fire  area  and  all  exterior  walls  shall  have  a  minimum 
one-hour  rating,  and  may  have  combustible  components  with 
all  spaces  and  voids  within  the  wall  filled  with  mineral  wool 
or  other  acceptable  incombustible  filler ;  that  smoke  alarm 
detectors  shall  be  installed  on  each  floor  including  the  cellar 
of  each  building,  said  units  shall  be  connected  to  the  house 
electrical  system  and  shall  be  properly  maintained  in  good 
operating  order ;  and  that  the  controlled  fill  and  the  struc¬ 
tural  elements  of  the  foundation  shall  be  subject  to  all  applic¬ 
able  regulations  of  the  Building  Code  relating  thereto ;  and 
on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  July  1,  1977”,  one 
sheet,  “December  19,  1977”,  3  sheets,  “January  5,  1978”,  one 
sheet,  “January  6,  1978”,  one  sheet,  and  “January  16,  1978”, 
one  sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


402-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2022  Homer  Avenue,  south  side, 
189.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  18, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #104/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ; 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill  ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet ;  and 
Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Appli¬ 
cation  #104/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  granted,  on  condition  that  the  construction  of  the 
proposed  building  with  exterior  walls  can  be  of  combustible 
components,  as  per  Gass  II D  construction  classification, 
provided  that  the  maximum  building  area  between  fire  divi¬ 
sions  is  limited  to  4,000  square  feet  and  the  construction  of 
said  fire  division  shall  conform  to  the  requirements  of 
Section  C26-504.2  of  the  Building  Code ;  that  the  load  carrying 
structural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs ;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wool  or  other  acceptable 
incombustible  filler ;  that  smoke  alarm  detectors  shall  be 
installed  on  each  floor  including  the  cellar  of  each  building, 
said  units  shall  be  connected  to  the  house  electrical  system  and 
shall  be  properly  maintained  in  good  operating  order ;  and 
that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of  the 
Building  Code  relating  thereto;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


403-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBTECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
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PREMISES  AFFECTED— 2024  Homer  Avenue,  south  side, 

205.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  19, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #105/77,  reads:  (See 
Cal.  372-77- A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 
Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Applica¬ 
tion  #105/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  com¬ 
ponents,  as  per  Class  II  D  construction  classification,  pro¬ 
vided  that  the  maximum  building  area  between  fire  divisions 
is  limited  to  4,000  square  feet  and  the  construction  of  said 
fire  division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code;  that  the  load  carrying 
structural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs ;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wood  or  other  acceptable 
incombustible  filler ;  that  smoke  alarm  detectors  shall  be  in¬ 
stalled  on  each  floor  including  the  cellar  of  each  building, 
said  units  shall  be  connected  to  the  house  electrical  system 
and  shall  be  properly  maintained  in  good  operating  order ; 
and  that  the  controlled  fill  and  the  structural  elements  of 
the  foundation  shall  be  subject  to  all  applicable  regulations 
of  the  Building  Code  relating  thereto;  and  on  further  con¬ 
ditions  that  the  building  shall  substantially  conform  to  draw¬ 
ings,  marked  “Received  July  1,  1977”,  one  sheet,  “December 
19,  1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


404-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2026  Homer  Avenue,  south  side, 

221.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  20, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Augusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #106/77,  reads:  (See 
Cal.  372-77- A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  inspec¬ 
tion  verified  that  a  predominance  of  property  surrounding  the 
site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#106/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform 
to  the  requirements  of  Section  C26-504.2  of  the  Building 
Code ;  that  the  load  carrying  structural  members  in  the  fire 
division  may  be  incombustible,  approved,  load  bearing  metal 
studs;  that  the  demising  walls  between  the  one-family  units 
within  each  fire  area  and  all  exterior  walls  shall  have  a 
minimum  one-hour  rating,  and  may  have  combustible  compo¬ 
nents  with  all  spaces  and  voids  within  the  wall  filled  with 
mineral  wool  or  other  acceptable  incombustible  filler;  that 
smoke  alarm  detectors  shall  be  installed  on  each  floor  includ¬ 
ing  the  cellar  of  each  building,  said  units  shall  be  connected 
to  the  house  electrical  system  and  shall  be  properly  maintained 
in  good  operating  order ;  and  that  the  controlled  fill  and  the 
structural  elements  of  the  foundation  shall  be  subject  to  all 
applicable  regulations  of  the  Building  Code  relating  thereto; 
and  on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings  marked  “Received  July  1,  1977”,  one 
sheet,  “December  18,  1977”,  3  sheets,  “January  5,  1978”,  one 
sheet,  “January  6,  1978”,  one  sheet,  and  “January  16,  1978”, 
one  sheet ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


405-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2028  Homer  Avenue,  south  side, 

237.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  120, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta,  and 
Commissioner  Wolf  .  5 
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Negative :  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #107/77,  reads:  (See 
Cal.  372-77- A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.B.  Appli¬ 
cation  #107/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  n lodijied  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  compo¬ 
nents,  as  per  Class  II  D  construction  classification,  provided 
that  the  maximum  building  area  between  fire  divisions  is 
limited  to  4,000  square  feet  and  the  construction  of  said  fire 
division  shall  conform  to  the  requirements  of  Section  C26- 
504.2  of  the  Building  Code ;  that  the  load  carrying  structural 
members  in  the  fire  division  may  be  incombustible,  approved, 
load  bearing  metal  studs ;  that  the  demising  walls  between 
the  one-family  units  within  each  fire  area  and  all  exterior 
walls  shall  have  a  minimum  one-hour  rating,  and  may  have 
combustible  components  with  all  spaces  and  voids  within  the 
wail  filled  with  mineral  wool  or  other  acceptable  incombust¬ 
ible  filler ;  that  smoke  alarm  detectors  shall  be  installed  on 
each  floor  including  the  cellar  of  each  building,  said  units 
shall  be  connected  to  the  house  electrical  system  and  shall  be 
properly  maintained  in  good  operating  order ;  and  that  the 
controlled  fill  and  the  structural  elements  of  the  foundation 
shall  be  subject  to  all  applicable  regulations  of  the  Building 
Code  relating  thereto;  and  on  further  conditions  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  July  1,  1977”,  one  sheet,  “December  19,  1977”,  3 
sheets,  “January  5,  1978”,  one  sheet,  “January  6,  1978”,  one 
sheet,  and  “January  16,  1978”,  one  sheet;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

406-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2030  Homer  Avenue,  south  side, 
254.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  21, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #108/77,  reads:  (See 
Cal.  372-77- A — same  decision)  ;  and 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  inspec¬ 
tion  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#108/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform 
to  the  requirements  of  Section  C26-504.2  of  the  Building 
Code ;  that  the  load  carrying  structural  members  in  the  fire 
division  may  be  incombustible,  approved,  load  bearing  metal 
studs ;  that  the  demising  walls  between  the  one-family  units 
within  each  fire  area  and  all  exterior  walls  shall  have  a  mini¬ 
mum  one-hour  rating,  and  may  have  combustible  components 
with  all  spaces  and  voids  within  the  wall  filled  with  mineral 
wool  or  other  acceptable  incombustible  filler ;  that  smoke 
alarm  detectors  shall  be  installed  on  each  floor  including  the 
cellar  of  each  building,  said  units  shall  be  connected  to  the 
house  electrical  system  and  shall  be  properly  maintained  in 
good  operating  order;  and  that  the  controlled  fill  and  the 
structural  elements  of  the  foundation  shall  be  subject  to  all 
applicable  regulations  of  the  Building  Code  relating  thereto ; 
and  on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  July  1,  1977”,  one 
sheet,  “December  19,  1977”,  3  sheets,  “January  5,  1978”,  one 
sheet,  “January  6,  1978”,  one  sheet,  and  “January  16,  1978”, 
one  sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

407-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2032  Homer  Avenue,  south  side, 
269.34  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  22, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative: .  0 

Absent :  Commissioner  Carroll .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #109/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ; 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  Appeal  be  granted  under 
certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ;  and 
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Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Applica¬ 
tion  #109/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  com¬ 
ponents,  as  per  Class  II  D  construction  classification,,  pro¬ 
vided  that  the  maximum  building  area  between  fire  divisions 
is  limited  to  4,000  square  feet  and  the  construction  of  said 
fire  division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code;  that  the  load  carrying 
structural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs ;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and 
all  exterior  walls  shall  have  a  minimum  one-hour  rating, 
and  may  have  combustible  components  with  all  spaces  and 
voids  within  the  wall  filled  with  mineral  wool  or  other 
acceptable  incombustible  filler;  that  smoke  alarm  detectors 
shall  be  installed  on  each  floor  including  the  cellar  of  each 
building,  said  units  shall  be  connected  to  the  house  electrical 
system  and  shall  be  properly  maintained  in  good  operating 
order ;  and  that  the  controlled  fill  and  the  structural  elements 
of  the’ foundation  shall  be  subject  to  all  applicable  regulations 
of  the  Building  Code  relating  thereto ;  and  on  further  con¬ 
ditions  that  the  building  shall  substantially  conform  to  draw¬ 
ings,  marked  “Received  July  1,  1977”,  one  sheet,  “December 
19,  1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet  and  “January  16  1978”,  one  sheet.;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


408-77-A 

APPLICANT— Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT— Application  June  24,  1977— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED— 705 A  Olmstead  Avenue,  west 
side,  85.67  feet  north  of  Seward  Avenue,  Block  3607,  Lot 
47,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.  B.  Applic.  #110/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  Appeal  be 
granted  under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one- family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 
Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet;  and 
Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal 


inspection  verified  that  a  predominance  of  property  sur¬ 
rounding  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Applica¬ 
tion  #110/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  com¬ 
ponents,  as  per  Class  II  D  construction  classification,  pro¬ 
vided  that  the  maximum  building  area  between  fire  divisions 
is  limited  to  4,000  square  feet  and  the  construction  of  said 
fire  division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code ;  that  the  load  carrying 
structural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs ;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wood  or  other  acceptable 
incombustible  filler ;  that  smoke  alarm  detectors  shall  be 
installed  on  each  floor  including  the  cellar  of  each  building, 
said  units  shall  be  connected  to  the  house  electrical  system 
and  shall  be  properly  maintained  in  good  operating  order ; 
and  that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of 
the  Building  Code  relating  thereto ;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


409-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 707  Olmstead  Avenue,  west 
side,  82.0  feet  south  of  Homer  Avenue,  Block  3607,  Lot  46, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Augusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #111/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum;  and 
Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 
Whereas,  location  of  the  site  for  this  proposed  development 
is  located  in  a  section  of  The  Bronx  and  personal  inspection 
verified  that  a  predominance  of  property  surrounding  the  site 
are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#111/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
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modified  and  that  the  appeal  be  and  it  hereby  is  granted ,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per 
Class  II  D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of 
the  Building  Code;  that  the  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs ;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  incombus¬ 
tible  filler ;  that  smoke  alarm  detectors  shall  be  installed  on 
each  floor  including  the  cellar  of  each  building,  said  units 
shall  be  connected  to  the  house  electrical  system  and  shall  be 
properly  maintained  in  good  operating  order;  and  that  the 
controlled  fill  and  the  structural  elements  of  the  foundation 
shall  be  subject  to  all  applicable  regulations  of  the  Building 
Code  relating  thereto;  and  on  further  conditions  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  July  1,  1977”,  one  sheet,  “December  19,  1977”, 
3  sheets,  “January  5,  1978”,  one  sheet,  “January  6,  1978”,  one 
sheet,  and  “January  16,  1978”,  one  sheet;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

410-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 705  Olmstead  Avenue,  west 
side,  69.67  feet  north  of  Seward  Avenue,  Block  3607,  Lot 
48,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #112/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  inspec¬ 
tion  verified  that  a  predominance  of  property  surrounding  the 
site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#112/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  division  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform 


to  the  requirements  of  Section  C26-504.2  of  the  Building 
Code ;  that  the  load  carrying  structural  members  in  the  fire 
division  may  be  incombustible,  approved,  load  bearing  metal 
studs;  that  the  demising  w'alls  between  the  one-family  units 
within  each  fire  area  and  all  exterior  walls  shall  have  a  mini¬ 
mum  one-hour  rating,  and  may  have  combustible  components 
with  all  spaces  and  voids  within  the  wall  filled  with  mineral 
wool  or  other  acceptable  incombustible  filler ;  that  smoke 
alarm  detectors  shall  be  installed  on  each  floor  including  the 
cellar  of  each  building,  said  units  shall  be  connected  to  the 
house  electrical  system  and  shall  be  properly  maintained  in 
good  operating  order ;  and  that  the  controlled  fill  and  the 
structural  elements  of  the  foundation  shall  be  subject  to  all 
applicable  regulations  of  the  Building  Code  relating  thereto ; 
and  on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  July  1,  1977”,  one 
sheet,  “December  19,  1977”,  3  sheets,  “January  5,  1978”,  one 
sheet,  “January  6,  1978”,  one  sheet,  and  “January  16,  1978”, 
one  sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

411-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 703A  Olmstead  Avenue,  west 
side,  53.67  feet  north  of  Seward  Avenue,  Block  3607,  Lot 
49,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #113/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal 
inspection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#113/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform  to 
the  requirements  of  Section  C26-504.2  of  the  Building  Code; 
that  the  load  carrying  structural  members  in  the  fire  division 
may  be  incombustible,  approved,  load  bearing  metal  studs; 
that  the  demising  walls  between  the  one-family  units  within 
each  fire  area  and  all  exterior  walls  shall  have  a  minimum 
one-hour  rating,  and  may  have  combustible  components  with 
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all  spaces  and  voids  within  the  wall  filled  with  mineral  wool 
or  other  acceptable  incombustible  filler;  that  smoke  alarm 
detectors  shall  be  installed  on  each  floor  including  the  cellar 
of  each  building,  said  units  shall  be  connected  to  the  house 
electrical  system  and  shall  be  properly  maintained  in  good 
operating  order ;  and  that  the  controlled  fill  and  the  structural 
elements  of  the  foundation  shall  be  subject  to  all  applicable 
regulations  of  the  Building  Code  relating  thereto;  and  on 
further  conditions  that  the  building  shall  substantially  con¬ 
form  to  drawings,  marked  “Received  July  1,  1977”,  one  sheet, 
“December  19,  1977”,  3  sheets,  “January  5,  1978”,  one  sheet, 
“January  6,  1978”,  one  sheet,  and  “January  16,  1978”,  one 
sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


412-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 703  Olmstead  Avenue,  west 
side,  37.67  feet  north  of  Seward  Avenue,  Block  3607,  Lot 
50,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #114/77,  reads:  (See 
Cal.  372-77- A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal 
inspection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved ,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Appli¬ 
cation  #114/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  com¬ 
ponents,  as  per  Class  II  D  construction  classification,  pro¬ 
vided  that  the  maximum  building  area  between  fire  divisions 
is  limited  to  4.000  square  feet  and  the  construction  of  said 
fire  division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code;  that  the  load  carrying 
structural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wool  or  other  acceptable 
incombustible  filler ;  that  smoke  alarm  detectors  shall  be 
installed  on  each  floor  including  the  cellar  of  each  building, 
said  units  sail  be  connected  to  the  house  electrical  system 


and  shall  be  properly  maintained  in  good  operating  order; 
and  that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of 
the  Building  Code  relating  thereto;  and  on  further  condi¬ 
tions  that  the  building  shall  substantially  conform  to  draw¬ 
ings,  marked  “Received  July  1,  1977”,  one  sheet,  “December 
19,  1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


415-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED— 2034  Homer  Avenue,  south 
side,  293.67  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot 
23,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf .  5 

Negative: .  0 

Absent :  Commissioner  Carroll .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.  B.  Applic.  #117/77,  reads:  (See 
Cal.  372-77- A — same  decision)  ; 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  Appeal  be  granted  under 
certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ;  and 
Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet ;  and 
Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Applica¬ 
tion  #117/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  com¬ 
ponents,  as  per  Class  II  D  construction  classification,  pro¬ 
vided  that  the  maximum  building  area  between  fire  divisions 
is  limited  to  4,000  square  feet  and  the  construction  of  said 
fire  division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code ;  that  the  load  carrying 
structural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs ;  that  the  demising 
walls  between  the  one-family  units  within  each1  fire  area 
and  all  exterior  walls  shall  have  a  minimum  one-hour  rating, 
and  may  have  combustible  components  with  all  spaces  and 
voids  within  the  wall  filled  with  mineral  wool  or  other 
acceptable  incombustible  filler ;  that  smoke  alarm  detectors 
shall  be  installed  on  each  floor  including  the  cellar  of  each 
building,  said  units  shall  be  connected  to  the  house  electrical 
system  and  shall  be  properly  maintained  in  good  operating 
order ;  and  that  the  controlled  fill  and  the  structural  elements 
of  the  foundation  shall  be  subject  to  all  applicable  regulations 
of  the  Building  Code  relating  thereto ;  and  on  further  con¬ 
ditions  that  the  building  shall  substantially  conform  to  draw¬ 
ings,  marked  “Received  July  1,  1977”,  one  sheet,  “December 
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19,  1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet  and  “January  16  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


416-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2036  Homer  Avenue,  south  side, 
318.0  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  24, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative : .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.  B.  Applic.  #118/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions  ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  inspec¬ 
tion  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Applica¬ 
tion  #118/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  com¬ 
ponents,  as  per  Class  II  D  construction  classification,  provided 
that  the  maximum  building  area  between  fire  divisions  is 
limited  to  4,000  square  feet  and  the  construction  of  said 
fire  division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code ;  that  the  load  carrying 
structural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wool  or  other  acceptable 
incombustible  filler ;  that  smoke  alarm  detectors  shall  be 
installed  on  each  floor  including  the  cellar  of  each  building, 
said  units  shall  be  connected  to  the  house  electrical  system 
and  shall  be  properly  maintained  in  good  operating  order ; 
and  that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of  the 
Building  Code  relating  thereto ;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


418-77-A 

APPLICANT — Michael  J,  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2040  Homer  Avenue,  south 
side,  350.0  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  25, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Augusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

TPIE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #120/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  development 
is  located  in  a  section  of  The  Bronx  and  personal  inspection 
verified  that  a  predominance  of  property  surrounding  the  site 
are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.B.  Appli¬ 
cation  #120/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  compo¬ 
nents,  as  per  Class  II  D  construction  classification,  provided 
that  the  maximum  building  area  between  fire  divisions  is 
limited  to  4,000  square  feet  and  the  construction  of  said  fire 
division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code ;  that  the  load  carrying  struc¬ 
tural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs ;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wool  or  other  acceptable 
incombustible  filler;  that  smoke  alarm  detectors  shall  be 
installed  on  each  floor  including  the  cellar  of  each  building, 
said  units  shall  be  connected  to  the  house  electrical  system  and 
shall  be  properly  maintained  in  good  operating  order;  and 
that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of 
the  Building  Code  relating  thereto ;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


419-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 
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MINUTES 


SUBJECT— Application  June  24,  1977— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2042  Homer  Avenue,  south  side, 
366.0  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  26, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  IS,  1977,  on  N.B.  Applic.  #121/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the.  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  inspec¬ 
tion  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.B.  Applic. 
#121/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  construction  of  the  proposed  building 
with  exterior  walls  can  be  of  combustible  components,  as  per 
Class  II  D  construction  classification, _  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited,  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of  the 
Building  Code;  that  the  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  incombus¬ 
tible  filler ;  that  smoke  alarm  detectors  shall  be  installed  on 
each  floor  including  the  cellar  of  each  building,  said  units 
shall  be  connected  to  the  house  electrical  system  and  shall 
be  properly  maintained  in  good  operating  order ;  and  that 
the  controlled  fill  and  the  structural  elements  of  the  founda¬ 
tion  shall  be  subject  to  all  applicable  regulations  of  the 
Building  Code  relating  thereto;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


420-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 


PREMISES  AFFECTED — 2044  Homer  Avenue,  south  side, 
382.0  feet  east  of  Pugsley  Avenue,  Block  3607,  Lot  27, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #122/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 
Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B. 
Application  #122/77,  Objection  Numbers  1,  2  and  3,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  com¬ 
ponents,  as  per  Class  II  D  construction  classification,  pro¬ 
vided  that  the  maximum  building  area  between  fire  divisions 
is  limited  to  4,000  square  feet  and  the  construction  of  said 
fire  division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code ;  that  the  load  carrying  struc¬ 
tural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs ;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wool  or  other  acceptable 
incombustible  filler ;  that  smoke  alarm  detectors  shall  be 
installed  on  each  floor  including  the  cellar  of  each  building, 
said  units  shall  be  connected  to  the  house  electrical  system 
and  shall  be  properly  maintained  in  good  operating  order; 
and  that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of 
the  Building  Code  relating  thereto;  and  on  further  condi¬ 
tions  that  the  building  shall  substantially  conform  to  draw¬ 
ings,  marked  “Received  July  1,  1977”,  one  sheet,  “December 
19,  1977”,  3  sheets,  “January  5,  1978”,  one  sheet  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”  one  sheet;  and  that 
all  laws  rules  and  regulations  shall  be  complied  with. 

421-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  construc¬ 
tion  of  Class  IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2046  Homer  Avenue,  south  side, 
366.0  feet  west  of  Olmstead  Avenue,  Block  3607,  Lot  28, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Wiifreas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #123/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

W hereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  development 
is  located  in  a  section  of  the  Bronx  and  personal  inspection 
verified  that  a  predominance  of  property  surrounding  the  site 
are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.B.  Applica¬ 
tion  #12 3/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  construction  of  the  proposed  building 
with  exterior  walls  can  be  of  combustible  components,  as  per 
Class  II  D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of 
the  Building  Code ;  that  the  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs ;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the  wall 
filled  with  mineral  wool  or  other  acceptable  incombustible 
filler;  that  smoke  alarm  detectors  shall  be  installed  on  each 
floor  including  the  cellar  of  each  building,  said  units  shall  be 
connected  to  the  house  electrical  system  and  shall  be  properly 
maintained  in  good  operating  order;  and  that  the  controlled 
fill  and  the  structural  element  of  the  foundation  shall  be 
subject  to  all  applicable  regulations  of  the  Building  Code 
relating  thereto;  and  on  further  conditions  that  the  building 
shall  substantially  conform  to  drawings,  marked  “Received 
July  1,  1977”,  one  sheet,  “December  19,  1977”,  3  sheets, 
“January  5,  1978”,  one  sheet,  “January  6,  1978”,  one  sheet, 
and  “January  16,  1978”,  one  sheet;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


422-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2048  Homer  Avenue,  south  side, 
350.0  feet  west  of  Olmstead  Avenue,  Block  3607,  Lot  29, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 
Commissioner  Wolf  .  5 


Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #124/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  .is  located  in  a  section  of  the  Bronx  and  personal 
inspection  verified  that  a  predominance  of  property  sur¬ 
rounding  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Applica¬ 
tion  #124/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  construction  of  the  proposed  building 
with  exterior  walls  can  be  of  combustible  components,  as  per 
Class  II  D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of 
the  Building  Code ;  that  tbe  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs ;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  incom¬ 
bustible  filler;  that  smoke  alarm  detectors  shall  be  installed 
on  each  floor  including  the  cellar  of  each  building,  said 
units  shall  be  connected  to  the  house  electrical  system  and 
shall  be  properly  maintained  in  good  operating  order;  and 
that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of 
the  Building  Code  relating  thereto ;  and  on  further  condi¬ 
tions  that  the  building  shall  substantially  conform  to  draw¬ 
ings,  marked  “Received  July  1,  1977”,  one  sheet,  “December 
19,  1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 

424-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  construc¬ 
tion  of  Class  IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED— 2052  Homer  Avenue,  south  side, 
318.0  feet  west  of  Olmstead  Avenue,  Block  3607,  Lot  31, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #126/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
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Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal 
inspection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  IS,  1977,  acting  on  N.B.  Appli¬ 
cation  #126/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  compo¬ 
nents,  as  per  Class  II  D  construction  classification,  provided 
that  the  maximum  building  area  between  fire  divisions  is 
limited  to  4,000  square  feet  and  the  construction  of  said  fire 
division  shall  conform  to  the  requirements  of  Section  C26- 
504.2  of  the  Building  Code ;  that  the  load  carrying  structural 
members  in  the  fire  division  may  be  incombustible,  approved, 
load  bearing  metal  studs ;  that  the  demising  walls  between 
the  one-family  units  within  each  fire  area  and  all  exterior 
walls  shall  have  a  minimum  one-hour  rating,  and  may  have 
combustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  incom¬ 
bustible  filler ;  that  smoke  alarm  detectors  shall  be  installed 
on  each  floor  including  the  cellar  of  each  building,  said  units 
shall  be  connected  to  the  house  electrical  system  and  shall  be 
properly  maintained  in  good  operating  order ;  and  that  the 
controlled  fill  and  the  structural  elements  of  the  foundation 
shall  be  subject  to  all  applicable  regulations  of  the  Building 
Code  relating  thereto ;  and  on  further  conditions  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  July  1,  1977”,  one  sheet,  “December  19,  1977”,  3 
sheets,  “January  5,  1978”,  one  sheet,  “January  6  1978”,  one 
sheet,  and  “January  16,  1978”,  one  sheet;  and  that  all  laws 
rules  and  regulations  shall  be  complied  with. 


426-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  con¬ 
struction  of  Class  IIB  one  family  dwelling  within  the  fire 
limits. 

PREMISES  AFFECTED — 2056  Homer  Avenue,  south  side, 
286.0  feet  west  of  Olmstead  Avenue,  Block  3607,  Lot  32, 
Borough1  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative : .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  Tune  15,  1977,  on  N.  B.  Applic.  #128/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ; 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 


Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  shoud  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  inspec¬ 
tion  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Applica¬ 
tion  #128/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  com¬ 
ponents,  as  per  Class  II  D  construction  classification,  provided 
that  the  maximum  building  area  between  fire  divisions  is 
limited  to  4,000  square  feet  and  the  construction  of  said 
fire  division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code ;  that  the  load  carrying 
structural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs ;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wool  or  other  acceptable 
incombustible  filled;  that  smoke  alarm  detectors  shall  be 
installed  on  each  floor  including  the  cellar  of  each  building, 
said  units  shall  be  connected  to  the  house  electrical  system 
and  shall  be  properly  maintained  in  good  operating  order ; 
and  that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of  the 
Building  Code  relating  thereto ;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet  /‘January  6, 
1978”,  one  sheet  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 

427-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  construc¬ 
tion  of  Class  IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2058  Homer  Avenue,  south  side, 
261.41  feet  west  of  Olmstead  Avenue,  Block  3607,  Lot  33, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Augusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #129/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 
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Whereas,  location  of  the  site  for  this  proposed  development 
is  located  in  a  section  of  the  Bronx  and  personal  inspection 
verified  that  a  predominance  of  property  surrounding  the  site 
are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.B.  Appli¬ 
cation  #129/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  compo¬ 
nents,  as  per  Class  II  D  construction  classification,  provided 
that  the  maximum  building  area  between  fire  divisions  is 
limited  to  4,000  square  feet  and  the  construction  of  said  fire 
division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code ;  that  the  load  carrying 
structural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wool  or  other  acceptable 
incombustible  filler ;  that  smoke  alarm  detectors  shall  be 
installed  on  each  floor  including  the  cellar  of  each  building, 
said  units  shall  be  connected  to  the  house  electrical  system 
and  shall  be  properly  maintained  in  good  operating  order ; 
and  that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of  the 
Building  Code  relating  thereto;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 

428-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED— 2035  Seward  Ave.,  north  side, 
293.67  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  81, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #130/77,  reads:  (See 
Cal.  372-77- A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Appli¬ 


cation  #130/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  com¬ 
ponents,  as  per  Class  II  D  construction  classification,  pro¬ 
vided  that  the  maximum  building  area  between  fire  divisions 
is  limited  to  4,000  square  feet  and  the  construction  of  said 
fire  division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code ;  that  the  load  carrying 
structural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs ;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wool  or  other  acceptable 
incombustible  filler;  that  smoke  alarm  detectors  shall  be 
installed  on  each  floor  including  the  cellar  of  each  building, 
said  units  shall  be  connected  to  the  house  electrical  system 
and  shall  be  properly  maintained  in  good  operating  order ; 
and  that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of 
the  Building  Code  relating  thereto ;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


429-77-A 

APPLICANT — -Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED— 2037  Seward  Ave.,  north  side, 
318.0  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  80, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #131/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions  ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 
Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Appli¬ 
cation  #131/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  compo¬ 
nents,  as  per  Class  II  D  construction  classification,  provided 
that  the  maximum  building  area  between  fire  divisions  is 
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limited  to  4,000  square  feet  and  the  construction  of  said 
fire  division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code ;  that  the  load  carrying  struc¬ 
tural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wool  or  other  acceptable 
incombustible  filler ;  that  smoke  alarm  detectors  shall  be 
installed  on  each  floor  including  the  cellar  of  each  building, 
said  units  shall  be  connected  to  the  house  electrical  system 
and  shall  be  properly  maintained  in  good  operating  order ; 
and  that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of 
the  Building  Code  relating  thereto ;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


430-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED— 2039  Seward  Ave.,  north  side, 
334.0  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  79, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative: .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.  B.  Applic.  #132/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ; 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions  ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  shoud  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  inspec¬ 
tion  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Applica¬ 
tion  #132/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  'modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  com¬ 
ponents,  as  per  Class  II  D  construction  classification,  provided 
that  the  maximum  building  area  between  fire  divisions  is 
limited  to  4,000  square  feet  and  the  construction  of  said 
fire  division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code ;  that  the  load  carrying 
structural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs ;  that  the  demising  walls 


between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wool  or  other  acceptable 
incombustible  filler ;  that  smoke  alarm  detectors  shall  be 
installed  on  each  floor  including  the  cellar  of  each1  building, 
said  units  shall  be  connected  to  the  house  electrical  system 
and  shall  be  properly  maintained  in  good  operating  order ; 
and  that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of  the 
Building  Code  relating  thereto;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 

431-77-A 

APPLICANT— Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2041  Seward  Ave.,  north  side, 
350.0  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  78, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Augusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #133/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 

W hereas,  location  of  the  site  for  this  proposed  development 
is  located  in  a  section  of  The  Bronx  and  personal  inspection 
verified  that  a  predominance  of  property  surrounding  the  site 
are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.B.  Appli¬ 
cation  #133/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  cojidition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  compo¬ 
nents,  as  per  Class  II  D  construction  classification,  provided 
that  the  maximum  building  area  between  fire  divisions  is 
limited  to  4,000  square  feet  and  the  construction  of  said  fire 
division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code ;  that  the  load  carrying  struc¬ 
tural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wool  or  other  acceptable 
incombustible  filler;  that  smoke  alarm  detectors  shall  be 
installed  on  each  floor  including  the  cellar  of  each  building, 
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said  units  shall  be  connected  to  the  house  electrical  system  and 
shall  be  properly  maintained  in  good  operating  order;  and 
that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of  the 
Building  Code  relating  thereto;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


432-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED— 2043  Seward  Ave.,  north  side, 
366.0  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  77, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative : .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.  B.  Applic.  #134/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  setcion  of  the  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.  B.  Application 
#134/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  construction  of  the  proposed  building 
with  exterior  walls  can  be  of  combustible  components,  as  per 
Class  II D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of 
the  Building  Code ;  that  the  load  carrying  structural  mem¬ 
bers  in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs ;  that  the  demising  walls  between  the  one- 
family  units  within  each1  fire  area  and  all  exterior  walls  shall 
have  a  minimum  one-hour  rating,  and  may  have  combustible 
components  with  all  spaces  and  voids  within  the  wall  filled 
with  mineral  wool  or  other  acceptable  incombustible  filler ; 
that  smoke  alarm  detectors  shall  be  installed  on  each  floor 
including  the  cellar  of  each  building,  said  units  shall  be 
connected  to  the  house  electrical  system  and  shall  be  properly 
maintained  in  good  operating  order ;  and  that  the  controlled 
fill  and  the  structural  elements  of  the  foundation  shall  be 
subject  to  all  applicable  regulations  of  the  Building  Code 
relating  thereto ;  and  on  further  conditions  that  the  building 
shall  substantially  conform  to  drawings,  marked  “Received 


July  1,  1977”,  one  sheet,  “December  19,  1977”,  3  sheets, 
“January  5  1978”,  one  sheet,  “January  6,  1978”,  one  sheet, 
and  “January  16,  1978”,  one  sheet;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


433-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED— 2045  Seward  Ave.,  north  side, 
382.0  feet  east  of  Pugsley  Ave.,  Block  3607,  Lot  76, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.  B.  Applic.  #135/77,  reads:  (See 
Cal.  372-77-A — same  decision) ,;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal 
inspection  verified  that  a  predominance  of  property  sur¬ 
rounding  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B.  Applica¬ 
tion  #135/77,  Objection  Numbers  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  com¬ 
ponents,  as  per  Class  11  D  construction  classification,  pro¬ 
vided  that  the  maximum  building  area  between  fire  divisions 
is  limited  to  4,000  square  feet  and  the  construction  of  said 
fire  division  shall  conform  to  the  requirements  of  Section 
C26-504.2  of  the  Building  Code ;  that  the  load  carrying 
structural  members  in  the  fire  division  may  be  incombustible, 
approved,  load  bearing  metal  studs ;  that  the  demising  walls 
between  the  one-family  units  within  each  fire  area  and  all 
exterior  walls  shall  have  a  minimum  one-hour  rating,  and 
may  have  combustible  components  with  all  spaces  and  voids 
within  the  wall  filled  with  mineral  wool  or  other  acceptable 
incombustible  filler;  that  smoke  alarm  detectors  shall  be 
installed  on  each  floor  including  the  cellar  of  each  building, 
said  units  shall  be  connected  to  the  house  electrical  system 
and  shall  be  properly  maintained  in  good  operating  order ; 
and  that  the  controlled  fill  and  the  structural  elements  of  the 
foundation  shall  be  subject  to  all  applicable  regulations  of 
the  Building  Code  relating  thereto ;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet,  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


85 


MINUTES 


435-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
II B  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2049  Seward  Ave.,  north  side, 
350.0  feet  west  of  Olmstead  Ave.,  Block  3607,  Lot  74, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #137/77,  reads:  (See 
Cal.  372-77- A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal 
inspection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  on  N.  B. 
Application  #137/77,  Objection  Numbers  1,  2  and  3,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  construction  of  the  proposed 
building  with  exterior  walls  can  be  of  combustible  compo¬ 
nents,  as  per  Class  II  D  construction  classification,  provided 
that  the  maximum  building  area  between  fire  divisions  is 
limited  to  4.000  square  feet  and  the  construction  of  said  fire 
division  shall  conform  to  the  requirements  of  Section  C26- 
504.2  of  the  Building  Code ;  that  the  load  carrying  structural 
members  in  the  fire  division  may  be  incombustible,  approved, 
load  bearing  metal  studs ;  that  the  demising  walls  between 
the  one-family  units  within  each  fire  area  and  all  exterior 
walls  shall  have  a  minimum  one-hour  rating,  and  may  have 
combustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  incombust¬ 
ible  filler ;  that  smoke  alarm  detectors  shall  be  installed  on 
each  floor  incuding  the  cellar  of  each  building,  said  units 
shall  be  connected  to  the  house  electrical  system  and  shall  be 
properly  maintained  in  good  operating  order ;  and  that  the 
controlled  fill  and  the  structural  elements  of  the  foundation 
shall  be  subject  to  all  applicable  regulations  of  the  Building 
Code  relating  thereto ;  and  on  further  conditions  that  the 
building  shall  substantially  conform  to  drawings,  marked 
“Received  July  1,  1977”,  one  sheet,  “December  19,  1977”,  3 
sheets,  “January  5,  1978”,  one  sheet,  “January  6,  1978”,  one 
sheet,  and  “January  16,  1978”,  one  sheet;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


436-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner.  . 


SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED— 2051  Seward  Ave.,  north  side, 
334.0  feet  west  of  Olmstead  Ave.,  Block  3607,  Lot  73, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #138/77,  reads:  (See 
Cal.  372-77- A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  development 
is  located  in  a  section  of  the  Bronx  and  personal  inspection 
verified  that  a  predominance  of  property  surrounding  the  site 
are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  15,  1977,  acting  cn  N.B.  Applica¬ 
tion  #138/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  construction  of  the  proposed  building 
with  exterior  walls  can  be  of  combustible  components,  as  per 
Class  II  D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  division  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of  the 
Building  Code;  that  the  load  carrying  structural  members  in 
the  fire  division  may  be  incombustible,  approved,  load  bearing 
metal  studs ;  that  the  demising  walls  between  the  one-family 
units  within  each  fire  area  and  all  exterior  walls  shall  have  a 
minimum  one-hour  rating,  and  may  have  combustible  compo¬ 
nents  with  all  spaces  and  voids  within  the  wall  filled  with 
mineral  wool  or  other  acceptable  incombustible  filler ;  that 
smoke  alarm  detectors  shall  be  installed  on  each  floor  includ¬ 
ing  the  cellar  of  each  building,  said  units  shall  be  connected 
to  the  house  electrical  system  and  shall  be  properly  maintained 
in  good  operating  order ;  and  that  the  controlled  fill  and  the 
structural  elements  of  the  foundation  shall  be  subject  to  all 
applicable  regulations  of  the  Building  Code  relating  thereto ; 
and  on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  July  1,  1977”,  one 
sheet,  “December  19,  1977”,  3  sheets,  “January  5,  1978”,  one 
sheet,  “January  6,  1978”,  one  sheet,  and  “January  16,  1978”, 
one  sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

437-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED— 2053  Seward  Ave.,  north  side, 
318.0  feet  west  of  Olmstead  Ave.,  Block  3607,  Lot  72,  Bor¬ 
ough  of  The  Bronx. 


86 


MINUTES 


APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #139/77,  reads:  (See 
Cal.  372-77- A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions  ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#139/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per 
Class  II  D  construction  classification,  provided  that  the  maxi¬ 
mum  building  area  between  fire  divisions  is  limited  to  4,000 
square  feet  and  the  construction  of  said  fire  division  shall 
conform  to  the  requirements  of  Section  C26-504.2  of  the 
Building  Code ;  that  the  load  carrying  structural  members  in 
the  fire  division  may  be  incombustible,  approved,  load  bear¬ 
ing  metal  studs  ;  that  the  demising  walls  between  the  one- 
family  units  within  each  fire  area  and  all  exterior  walls  shall 
have  a  minimum  one-hour  rating,  and  may  have  combustible 
components  with  all  spaces  and  voids  within  the  wall  filled 
with  mineral  wool  or  other  acceptable  incombustible  filler ; 
that  smoke  alarm  detectors  shall  be  installed  on  each  floor 
including  the  cellar  of  each  building,  said  units  shall  be  con¬ 
nected  to  the  house  electrical  system  and  shall  be  properly 
maintained  in  good  operating  order;  and  that  the  controlled 
fill  and  the  structural  elements  of  the  foundation  shall  be 
subject  to  all  applicable  regulations  of  the  Building  Code 
relating  thereto ;  and  on  further  conditions  that  the  building 
shall  substantially  conform  to  drawings,  marked  “Received 
July  1,  1977”,  one  sheet,  “December  19,  1977”,  3  sheets, 
“January  5,  1978”,  one  sheet,  “January  6,  1978”,  one  sheet, 
and  “January  16,  1978”,  one  sheet;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


438-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 

PREMISES  AFFECTED — 2055  Seward  Ave.,  north  side, 
293.67  feet  west  of  Olmstead  Ave.,  Block  3607,  Lot  71, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #140/77,  reads:  (See 
Cal.  372-77- A — same  decision)  ; 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#140/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform 
to  the  requirements  of  Section  C26-504.2  of  the  Building 
Code;  that  the  load  carrying  structural  members  in  the  fire 
division  may  be  incombustible,  approved  load  bearing  metal 
studs ;  that  the  demising  walls  between  the  one-family  units 
within  each  fire  area  and  all  exterior  walls  shall  have  a 
minimum  one-hour  rating,  and  may  have  combustible  com¬ 
ponents  with  all  spaces  and  voids  within  the  wall  filled  with 
mineral  wool  or  other  acceptable  incombustible  filler;  that 
smoke  alarm  detectors  shall  be  installed  on  each  floor  in¬ 
cluding  the  cellar  of  each  building,  said  units  shall  be  con¬ 
nected  to  the  house  electrical  system  and  shall  be  properly 
maintained  in  good  operating  order;  and  that  the  controlled 
fill  and  the  structural  elements  of  the  foundation  shall  be 
subject  to  all  applicable  regulations  of  the  Building  Code 
relating  thereto ;  and  on  further  conditions  that  the  building 
shall  substantially  conform  to  drawings,  marked  “Received 
July  1,  1977”,  one  sheet,  “December  19,  1977”,  3  sheets, 
“January  5,  1978”,  one  sheet,  “January  6,  1978”,  one  sheet, 
and  “January  16,  1978”,  one  sheet;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


439-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2057  Seward  Avenue,  north 
side,  269.34  feet  west  of  Olmstead  Avenue,  Block  3607, 
Lot  70,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 
Commissioner  Wolf  .  5 
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Negative .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.  B.  Applic.  #141/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ; 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.  B.  Application 
#141/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted , 
on  condition  that  the  construction  of  the  proposed  building 
with  exterior  walls  can  be  of  combustible  components,  as  per 
Class  II D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of 
the  Building  Code ;  that  the  load  carrying  structural  mem¬ 
bers  in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs ;  that  the  demising  walls  between  the  one- 
family  units  within  each  fire  area  and  all  exterior  walls  shall 
have  a  minimum  one-hour  rating,  and  may  have  combustible 
components  with  all  spaces  and  voids  within  the  wall  filled 
with  mineral  wool  or  other  acceptable  incombustible  filler ; 
that  smoke  alarm  detectors  shall  be  installed  on  each  floor 
including  the  cellar  of  each  building,  said  units  shall  be 
connected  to  the  house  electrical  system  and  shall  be  properly 
maintained  in  good  operating  order ;  and  that  the  controlled 
fill  and  the  structural  elements  of  the  foundation  shall  be 
subject  to  all  applicable  regulations  of  the  Building  Code 
relating  thereto ;  and  on  further  conditions  that  the  building 
shall  substantially  conform  to  drawings,  marked  “Received 
July  1,  1977”,  one  sheet,  “December  19,  1977”,  3  sheets, 
“January  5,  1978”,  one  sheet,  “January  6,  1978”,  one  sheet, 
and  “January  16,  1978”,  one  sheet;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


440-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  Class 
II B  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2059  Seward  Avenue,  north 
side,  253.34  feet  west  of  Olmstead  Avenue,  Block  3607, 
Lot  69,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #142/77,  reads  (See 
Cal.  372-77-A — same  decision)  ;  and 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ;  and 
Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal 
inspection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.  B.  Applic. 
#T 42/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  construction  of  the  proposed  building 
with  exterior  walls  can  be  of  combustible  components,  as  per 
Class  II  D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of 
the  Building  Code;  that  the  load  carrying  structural  mem¬ 
bers  in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs ;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the  wall 
filled  with  mineral  wool  or  other  acceptable  incombustible 
filler ;  that  smoke  alarm  detectors  shall  be  installed  on  each 
floor  including  the  cellar  of  each  building,  said  units  shall  be 
connected  to  the  house  electrical  system  and  shall  be  prop¬ 
erly  maintained  in  good  operating  order ;  and  that  the  con¬ 
trolled  fill  and  the  structural  elements  of  the  foundation  shall 
be  subject  to  all  applicable  regulations  of  the  Building  Code 
relating  thereto ;  and  on  further  conditions  that  the  building 
shall  substantially  conform  to  drawings,  marked  “Received 
July  1,  1977”,  one  sheet,  “December  19,  1977”,  3  sheets, 
“January  5,  1978”,  one  sheet,  “January  6,  1978”,  one  sheet, 
and  “January,  16,  1978”,  one  sheet;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


442-7 7- A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2063  Seward  Avenue,  north 
side,  221.34  feet  west  of  Olmstead  Avenue,  Block  3607, 
Lot  68,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #144/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 
Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 
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Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 
Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  inspec¬ 
tion  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  IS,  1977,  acting  on  N.B.  Application 
#144/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform  to 
the  requirements  of  Section  C26-504.2  of  the  Building  Code ; 
that  the  load  carrying  structural  members  in  the  fire  division 
may  be  incombustible,  approved,  load  bearing  metal  studs; 
that  the  demising  walls  between  the  one-family  units  within 
each  fire  area  and  all  exterior  walls  shall  have  a  minimum 
one-hour  rating,  and  may  have  combustible  components  with 
all  spaces  and  voids  within  the  wall  filled  with  mineral  wool 
or  other  acceptable  incombustible  filler ;  that  smoke  alarm 
detectors  shall  be  installed  on  each  floor  including  the 
cellar  of  each  building,  said  units  shall  be  connected  to  the 
house  electrical  system  and  shall  be  properly  maintained  in 
good  operating  order ;  and  that  the  controlled  fill  and  the 
structural  elements  of  the  foundation  shall  be  subject  to  all 
applicable  regulations  of  the  Building  Code  relating  thereto ; 
and  on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  July  1,  1977”,  one 
sheet,  “December  19,  1977”,  3  sheets,  “January  5,  1978”,  one 
sheet,  “January  6,  1978”,  one  sheet,  and  “January  16,  1978”, 
one  sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

443-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED— 2065  Seward  Avenue,  north 
side,  205.34  feet  west  of  Olmstead  Avenue,  Block  3607, 
Lot  68,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fosella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative . .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  Tune  15,  1977,  on  N.  B.  Applic.  #145/77,  reads:  (See 
Cal.  372-77- A — same  decision)  ; 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions  ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ;  and 
Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  development 
is  located  in  a  section  of  the  Bronx  and  personal  inspection 


verified  that  a  predominance  of  property  surrounding  the 
site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.  B.  Application 
#145/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  construction  of  the  proposed  building 
with  exterior  walls  can  be  of  combustible  components,  as  per 
Class  II  D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of 
the  Building  Code ;  that  the  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs ;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  filler ;  that 
smoke  alarm  detectors  shall  be  installed  on  each  floor  includ¬ 
ing  the  cellar  of  each  building,  said  units  shall  be  connected 
to  the  house  electrical  system  and  shall  be  properly  main¬ 
tained  in  good  operating  order ;  and  that  the  controlled  fill 
and  the  structural  elements  of  the  foundation  shall  be  sub¬ 
ject  to  all  applicable  regulations  of  the  Building  Code  relating 
thereto ;  and  on  further  conditions  that  the  building  shall 
substantially  conform  to  drawings,  marked  “Received  July  1, 
1977”,  one  sheet,  “December  19,  1977”,  3  sheets,  “January  5, 
1978”,  one  sheet,  “January  6,  1978”,  one  sheet,  and  “January 
16,  1978”,  one  sheet;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


444-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2067  Seward  Avenue,  north 
side,  189.34  feet  west  of  Olmstead  Avenue,  Block  3607, 
Lot  65,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #146/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ; 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#146/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
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modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform 
to  the  requirements  of  Section  C26- 504.2  of  the  Building 
Code ;  that  the  load  carrying  structural  members  in  the  fire 
division  may  be  incombustible,  approved,  loading  bearing 
metal  studs ;  that  the  demising  walls  between  the  one-family 
units  within  each  fire  area  and  all  exterior  walls  shall  have 
a  minimum  one-hour  rating,  and  may  have  combustible  com¬ 
ponents  with  all  spaces  and  voids  within  the  wall  filled  with 
mineral  wool  or  other  acceptable  incombustible  filler;  that 
smoke  alarm  detectors  shall  be  installed  on  each  floor  in¬ 
cluding  the  cellar  of  each  building,  said  units  shall  be  con¬ 
nected  to  the  house  electrical  system  and  shall  be  properly 
maintained  in  good  operating  order;  and  that  the  controlled 
fill  and  the  structural  elements  of  the  foundation  shall  be 
subject  to  all  applicable  regulations  of  the  Building  Code 
relating  thereto;  and  on  further  conditions  that  the  building 
shall  substantially  conform  to  drawings,  marked  “Received 
July  1,  1977”,  one  sheet,  “December  19,  1977”,  3  sheets, 
“January  5,  1978”,  one  sheet,  “January  6,  1978”,  one  sheet, 
and  “January  16,  1978”,  one  sheet;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 

445-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  construc¬ 
tion  of  Class  II B  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2069  Seward  Avenue,  north 
side,  173.34  feet  west  of  Olmstead  Avenue,  Block  3607, 
Lot  64,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #147/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions  ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum;  and 
Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surrounding 
the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#147/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform 


to  the  requirements  of  Section  C26-504.2  of  the  Building 
Code;  that  the  load  carrying  structural  members  in  the  fire 
division  may  be  incombustible,  approved,  load  bearing  metal 
studs ;  that  the  demising  walls  between  the  one-family  units 
within  each  fire  area  and  all  exterior  walls  shall  have  a 
minimum  one-hour  rating,  and  may  have  combustible  com¬ 
ponents  with  all  spaces  and  voids  within  the  wall  filled  with 
mineral  wool  or  other  acceptable  incombustible  filler ;  that 
smoke  alarm  detectors  shall  be  installed  on  each  floor  includ¬ 
ing  the  cellar  of  each  building,  said  units  shall  be  connected 
to  the  house  electrical  system  and  shall  be  properly  maintained 
in  good  operating  order ;  and  that  the  controlled  fill  and  the 
structural  elements  of  the  foundation  shall  be  subject  to  all 
applicable  regulations  of  the  Building  Code  relating  thereto ; 
and  on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  July  1,  1977”,  one 
sheet,  “December  19,  1977”,  3  sheets,  “January  5,  1978”,  one 
sheet,  “January  6,  1978”,  one  sheet,  and  “January  16,  1978”, 
one  sheet ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

446-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  Class 
IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED— 2071  Seward  Avenue,  north 
side,  157.34  feet  west  of  Olmstead  Avenue,  Block  3607, 
Lot  63,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #148/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ; 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions  ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  The  Bronx  and  personal  in¬ 
spection  verified  that  a  predominance  of  property  surround¬ 
ing  the  site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#148/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform 
to  the  requirements  of  Section  C26-504.2  of  the  Building 
Code;  that  the  load  carrying  structural  members  in  the  fire 
division  may  be  incombustible,  approved  load  bearing  metal 
studs ;  that  the  demising  walls  between  the  one-family  units 
within  each  fire  area  and  all  exterior  walls  shall  have  a 


90 


MINUTES 


minimum  one-hour  rating,  and  may  have  combustible  com¬ 
ponents  with  all  spaces  and  voids  within  the  wall  filled  with 
mineral  wool  or  other  acceptable  incombustible  filler;  that 
smoke  alarm  detectors  shall  be  installed  on  each  floor  in¬ 
cluding  the  cellar  of  each  building,  said  units  shall  be  con¬ 
nected  to  the  house  electrical  system  and  shall  be  properly 
maintained  in  good  operating  order;  and  that  the  controlled 
fill  and  the  structural  elements  of  the  foundation  shall  be 
subject  to  all  applicable  regulations  of  the  Building  Code 
relating  thereto;  and  on  further  conditions  that  the  building 
shall  substantially  conform  to  drawings,  marked  “Received 
July  1,  19 77”,  one  sheet,  “December  19,  1977”,  3  sheets, 
“January  5,  1978”,  one  sheet,  “January  6,  1978”,  one  sheet, 
and  “January  16,  1978”,  one  sheet;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 

447-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  construc¬ 
tion  of  Class  IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2073  Seward  Avenue,  north 
side,  141.34  feet  west  of  Olmstead  Avenue,  Block  3607, 
Lot  62,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #149/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ; 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  founda¬ 
tion  loads  should  be  kept  to  a  minimum ;  and 

W hereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  development 
is  located  in  a  section  of  the  Bronx  and  personal  inspection 
verified  that  a  predominance  of  property  surrounding  the  site 
are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.  B.  Application 
#149/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  construction  of  the  proposed  building 
with  exterior  walls  can  be  of  combustible  components,  as  per 
Class  II  D  construction  classification,  provided  that  the  maxi¬ 
mum  building  area  between  fire  divisions  is  limited  to  4,000 
square  feet  and  the  construction  of  said  fire  division  shall 
conform  to  the  requirements  of  Section  C26-504.2  of  the 
Building  Code ;  that  the  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs ;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  incom¬ 
bustible  filler ;  that  smoke  alarm  detectors  shall  be  installed 
on  each  floor  including  the  cellar  of  each  building,  said  units 


shall  be  connected  to  the  house  electronical  system  and  shall 
be  properly  maintained  in  good  operating  order ;  and  that 
the  controlled  fill  and  the  structural  elements  of  the  founda¬ 
tion  shall  be  subject  to  all  applicable  regulations  of  the 
Building  Code  relating  thereto ;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings, 
marked  “Received  July  1,  1977”,  one  sheet,  “December  19, 
1977”,  3  sheets,  “January  5,  1978”,  one  sheet,  “January  6, 
1978”,  one  sheet  and  “January  16,  1978”,  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


449-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  construc¬ 
tion  of  Class  IIB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED— 2077  Seward  Avenue,  north 
side,  109.34  feet  west  of  Olmstead  Avenue,  Block  3607,  Lot 
60,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Absent:  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.B.  Applic.  #151/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ; 
and 

Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum ;  and 

Whereas,  conventional  use  of  wood  piling  would  result  in 
piles  whose  length  is  less  than  ten  feet ;  and 

Whereas,  location  of  the  site  for  this  proposed  develop¬ 
ment  is  located  in  a  section  of  the  Bronx  and  personal  inspec¬ 
tion  verified  that  a  predominance  of  property  surrounding  the 
site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.B.  Application 
#151/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  construction  of  the  proposed  building  with 
exterior  walls  can  be  of  combustible  components,  as  per  Class 
II  D  construction  classification,  provided  that  the  maximum 
building  area  between  fire  divisions  is  limited  to  4,000  square 
feet  and  the  construction  of  said  fire  division  shall  conform 
to  the  requirements  of  Section  C26-504.2  of  the  Building 
Code ;  that  the  load  carrying  structural  members  in  the  fire 
division  may  be  incombustible,  approved,  load  bearing  metal 
studs ;  that  the  demising  walls  between  the  one-family  units 
within  each  fire  area  and  all  exterior  walls  shall  have  a  mini¬ 
mum  one-hour  rating,  and  may  have  combustible  components 
with  all  spaces  and  voids  within  the  wall  filled  with  mineral 
wool  or  other  acceptable  incombustible  filler ;  that  smoke 
alarm  detectors  shall  be  installed  on  each  floor  including  the 
cellar  of  each  building,  said  units  shall  be  connected  to  the 
house  electrical  system  and  shall  be  properly  maintained  in 
good  operating  order ;  and  that  the  controlled  fill  and  the 
structural  elements  of  the  foundation  shall  be  subject  to  all 
applicable  regulations  of  the  Building  Code  relating  thereto ; 
and  on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings,  marked  “Received  July  1,  1977”,  one 
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sheet,  “December  19,  1977”,  3  sheets,  “January  5,  1978”,  one 
sheet,  “January  6,  1978”,  one  sheet,  and  “January  16,  1978”, 
one  sheet ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


450-77-A 

APPLICANT — Michael  J.  Lazar  for  Selpan  Construction 
Corporation,  owner. 

SUBJECT — Application  June  24,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  proposed  construc¬ 
tion  of  Class  I  IB  one  family  dwelling  within  the  fire  limits. 
PREMISES  AFFECTED — 2079  Seward  Avenue,  north  side, 
93.01  feet  west  of  Olmstead  Avenue,  Block  3607,  Lot  59, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Troy. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fosella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative : .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  15,  1977,  on  N.  B.  Applic.  #152/77,  reads:  (See 
Cal.  372-77-A — same  decision)  ; 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions  ;  and 

Whereas,  the  proposed  buildings  are  composed  of  groups 
of  attached  one-family  dwellings  resting  on  controlled  fill ;  and 
Whereas,  due  to  unfavorable  soil  conditions  the  foundation 
loads  should  be  kept  to  a  minimum;  and 

Whereas,  conventional  use  of  wood  piling  would  result 
in  piles  whose  length  is  less  than  ten  feet ;  and 
Whereas,  location  of  the  site  for  this  proposed  development 
is  located  in  a  section  of  the  Bronx  and  personal  inspection 
verified  that  a  predominance  of  property  surrounding  the 
site  are  of  frame  construction. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  15,  1977,  acting  on  N.  B.  Application 
#152/77,  Objection  Numbers  1,  2  and  3,  be  and  it  hereby 
is  modified,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  construction  of  the  proposed  building 
with  exterior  walls  can  be  of  combustible  components,  as  per 
Class  II  D  construction  classification,  provided  that  the 
maximum  building  area  between  fire  divisions  is  limited  to 
4,000  square  feet  and  the  construction  of  said  fire  division 
shall  conform  to  the  requirements  of  Section  C26-504.2  of 
the  Building  Code ;  that  the  load  carrying  structural  members 
in  the  fire  division  may  be  incombustible,  approved,  load 
bearing  metal  studs ;  that  the  demising  walls  between  the 
one-family  units  within  each  fire  area  and  all  exterior  walls 
shall  have  a  minimum  one-hour  rating,  and  may  have  com¬ 
bustible  components  with  all  spaces  and  voids  within  the 
wall  filled  with  mineral  wool  or  other  acceptable  filler ;  that 
smoke  alarm  detectors  shall  be  installed  on  each  floor  includ¬ 
ing  the  cellar  of  each  building,  said  units  shall  be  connected 
to  the  house  electrical  system  and  shall  be  properly  main¬ 
tained  in  good  operating  order ;  and  that  the  controlled  fill 
and  the  structural  elements  of  the  foundation  shall  be  sub¬ 
ject  to  all  applicable  regulations  of  the  Building  Code  relating 
thereto;  and  on  further  conditions  that  the  building  shall 
substantially  conform  to  drawings,  marked  “Received  July  1, 
1977”,  one  sheet,  “December  19,  1977”,  3  sheets,  “January  5 
1978”,  one  sheet,  “January  6,  1978”,  one  sheet,  and  “January 
16,  1978”,  one  sheet;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


490-77-A 

APPLICANT — S.  D.  Warren  Company  division  of  Scott 
Paper  Company,  owner. 

SUBJECT — Application  July  21,  1977 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  Com¬ 
bustible  mixture  known  as  “QS  Plate  Preserver”,  in  one 
Gallon  plastic  bottle  with  screw  cap,  container  not  in  com¬ 
pliance  with  the  regulations  of  the  Administrative  Code 
of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  R.  J.  Ellis,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 

492-77-A 

APPLICANT — S.  D.  .Warren  Company  division  of  Scott 
Paper  Company,  owner. 

SUBJECT — Application  July  21,  1977 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  Com¬ 
bustible  Mixture  known  as  “QS  12  Solution”,  in  one 
Gallon  plastic  bottle  with  screw  cap,  container  not  in 
compliance  with  the  regulations  of  the  Administrative  Code 
of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  R.  J.  Ellis,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 

495-77-A 

APPLICANT — S.  D.  Warren  Company  Division  of  Scott 
Paper  Company,  owner. 

SUBJECT — Application  July  21,  1977 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  combus¬ 
tible  mixture  known  as  “QS  25  Subtractive  Solution”,  in 
one  gallon  plastic  bottle  with  screw  cap,  container  not  in 
compliance  with  the  regulations  of  the  Administrative  Code 
of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  R.  J.  Ellis,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


497-77-A 

APPLICANT — S.  D.  Warren  Company  Division  of  Scott 
Paper  Company,  owner. 

SUBJECT — Application  July  21,  1977 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “QSV  12  Developer”,  in  one 
gallon  plastic  bottle  with  screw  cap,  container  not  in  com¬ 
pliance  with  the  regulations  of  the  Administrative.  Code  of 
the  City  of  New  York. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  R.  J.  Ellis,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  January  31,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


498-77-A 

APPLICANT — S.  D.  Warren  Company  division  of  Scott 
Paper  Company,  owner. 

SUBJECT — Application  July  21,  1977 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  Combus- 
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tible  Mixture  known  as  “QS  100  Subtractive  Solution,”  in 
one  gallon  plastic  bottle  with  screw  cap,  container  not  in 
compliance  with  the  regulations  of  the  Administrative  Code 
of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lt.  R.  J.  Ellis,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


499-77-A 

APPLICANT — S.  D.  Warren  Company  division  of  Scott 
Paper  Company,  owner. 

SUBJECT — Application  July  21,  1977 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  Combusti¬ 
ble  Mixture  known  as  “QS  MP  Solution,”  in  one  gallon 
plastic  bottle  with  screw  cap,  container  not  in  Compliance 
with  the  regulations  of  the  Administrative  Code  of  the  City 
of  New  York. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  R.  J.  Ellis,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  January  31,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 

641-77-A 

APPLICANT — Frank  A.  Vaccaro  for  Frank  Mulligan, 
owner. 

SUBJECT — Application  September  21,  1977 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 41  Milbank  Road,  north  side, 
207.33  feet  west  of  Cedar  Grove  Avenue,  Block  4091,  Lot 
13,  New  Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro,  P.E. 

ACTION  OF  BpARD— Laid  over  to  January  31,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


642-77-A 

APPLICANT — Frank  A.  Vaccaro  for  Dr.  Thomas  Constan¬ 
tino,  owner. 

SUBJECT — Application  September  21,  1977 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 29  Highpoint  Road,  southeast 
corner  of  Woodhaven  Avenue,  Block  878,  Lot  72,  Todt 
Hill,  Borough  of  Staten  Island. 


APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro,  P.E. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 

643-77-A 

APPLICANT — Frank  A.  Vaccaro  for  Edward  V.  Matu- 
siak,  owner. 

SUBJECT — Application  September  21,  1977— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 3893  Victory  Boulevard,  north¬ 
east  corner  of  Cannon  Avenue,  Block  2784,  Lot  1,  Travis, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro,  P.E. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


644-77- A 

APPLICANT — Frank  A.  Vaccaro  for  Saybrook  Realty 
Corporation,  owner. 

SUBJECT — Application  September  21,  1977 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 12  Van  Street,  west  side,  104.48 
feet  south1  of  Richmond  Terrace,  Block  187,  Lot  148,  West 
Brighton,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro,  P.E. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


810-77-A 

APPLICANT — M.  Milton  Glass  for  Madison  Accesories 
Company,  owner,  c/o  Williams  Real  Estate  Company. 

SUBJECT — Application  November  1,  1977 — Appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  elevator  in  readiness. 

PREMISES  AFFECTED— 136/146  Madison  Avenue,  north¬ 
west  corner  of  East  31st  Street,  Block  861,  Lot  15,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  M.  Milton  Glass. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1978, 
at  2  P.M.,  for  decision,  hearing  closed. 

Adjourned:  2:40  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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CORRECTION 


CORRECTION* 

The  resolution  adopted  December  13,  1977  and  printed  in 

Bulletin  No.  51,  Volume  LXII  under  Calendar  Number 

233-49-BZ  is  hereby  corrected  to  read  as  follows : 

233-49-BZ 

APPLICANT — Goodwin  and  Arlene  Telzer,  owner. 

SUBJECT — Application  for  consideration — Rules  of  Proce¬ 
dure  waived,  term  of  variance  extended  and,  reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
21  of  the  Zoning  Resolution,  permitting  in  a  residence  use, 
D-l  area  district,  the  erection  of  an  accessory  garage  with¬ 
out  the  required  set-back. 

PREMISES  AFFECTED— 2202  East  26th  Street  and  2524 
Avenue  V,  southwest  corner,  Block  7383,  Lot  6,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arlene  Telzer. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  term  of  variance  extended  and  resolution 
amended. 


THE  VOTE— 

Affirmative :  Acting  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta, 


Commissioner  Fossella  and  Commissioner  Wolf .  6 

Negative  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  17,  1950,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  13,  1977,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  rules  of  procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  17,  1950,  which  was 
granted  for  a  term  by  adding  thereto : 

“that  the  term  be  removed  so  that  a  permanent  certificate 
of  occupancy  for  a  detached  garage  can  be  obtained ; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (N.B. 
1474-48). 

*  In  Premises  Affected  section  the  correction  is  made  to 
read  2524  Avenue  V  rather  than  2714-2724. 
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COURT  DECISION 

THE  MATTER  OF  TSANGARINOS  v.  KLEIN— On  September  9, 
1976  the  Board  denied  the  application,  based  on  a  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  Cl-4  district,  in  an  existing  three-story  multiple 
dwelling  the  conversion  of  a  portion  of  the  first  floor  from  storage 
to  wine  manufacturing.  Calendar  Numbers  111  and  112-76-BZ, 
premises  affected  910  and  918  Gerard  Avenue,  south  side,  309.33 
feet  east  of  East  161st  Street,  Block  2476,  Lots  71  and  68,  Borough 
of  Queens. 

At  Bronx  County,  Supreme  Court,  Special  Term,  Part  I,  Mr.  Justice 
tv  nF  \LLlNO'®iFede  rendered  the  following  decision: 
yNlVERS' >  “.  .  .Application  pursuant  to  CPLR  Article  78  to  annul  the 

i determination  of  the  Board  of  Standards  and  Appeals  which  upheld 
'Jrv  a  decision  by  the  Department  of  Buildings  not  to  issue  a  variance 

to  the  petitioner  for  the  manufacture  of  wine  is  denied  and  the 
petition  is  dismissed.  Upon  a  review  of  all  the  facts  adduced 
herein,  it  is  clear  that  the  Board’s  decision  was  totally  rational 
and  neither  arbitrary  nor  capricious. 

Settle  judgment  .  .  .” 

(New  York  Law  Journal,  dated  October  28,  1977,  page  6) 


Harry  M.  Carroll,  P.E. 


John  J.  Walsh,  P.E.  =========================: 

John  B.  Cincotta  CON  TEN  T  S 


Stanley  M.  Wolf,  R.A. 

Commissioners. 


Court  Decision. 


Alan  D.  Gershuny,  Executive  Director 
Richard  B.  Atwell,  Deputy  Director 
Francks  M.  Waldron,  Secretary 
Darrell  L.  Gavrin,  J.D.,  Counsel 


Avril  H.  Latham,  Chief  Clerk 


► 

Office — 80  Lafayette  Street,  9th  Floor,  Manhattan, 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


Docket. 

Notice  of  Hearing  of  Calendar. 

* 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  January 
24,  1978,  Affecting  Calendar  Numbers — 


836-39-BZ — 

663-76-BZ 

656-77-BZ 

Vol.  II 

504-77-BZ 

845-77-BZ 

700-41-BZ — 

507-77-BZ 

846-77-A 

Vol.  II 

508-77-BZ 

865-77-BZ 

406-76-BZ 

527-77-BZ 

464-77-BZ 

494-76-BZ 

528-77-A 

510-77-BZ 

317-50-BZ 

22-52-BZ 

546-77-BZ 

559-77-BZ 

Minutes  of  Regular 

Meeting,  Tuesday  Afternoon,  Janu- 

ary  24,  1978,  Affecting  Calendar 

Numbers — 

291-77-A 

323-77-A 

469-77-A 

810-77-A 

324-77-A 

519-77-A 

862-77-A 

325-77-A 

520-77-A 

318-77-A 

326-77-A 

521-77-A 

319-77-A 

327-77-A 

522-77-A 

320-77-A 

328-77-A 

523-77-A 

321-77-A 

329-77-A 

89-27-SR 

322-77-A 

330-77-A 
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DOCKET 

Nezv  Cases  Filed  up  to  January  24,  1978 

Cal.  No.  Dept.  Premises  Affected 

22-78-SM — Pielkenroad  Corrugated  Plate  Gravity  Sepa¬ 
rators,  Model  No.  CPS-10  thru  CRS-1000,  XF-10  through 
XF-1S00,  manufactured  by  Pielkenroad  Separator  Com¬ 
pany,  Material. 


23-78-BZ — B.S.I. — 59-69  Wright  Street,  north  side,  562 
feet  east  of  Van  Duzer  Street,  Block  521,  Lot  53,  Staple- 
ton,  Borough  of  Staten  Island,  Community  Board  #1S.I. 
Alt.  #294/77,  re-  Retail  store  to  wholesale  establishment, 
Cont.  to  Sec.  32-25  Z.R.;  Loading  dock  and  berth,  Cont. 
to  Sec.  33-23  Z.R. 


24-78-A — B.S.I. — 706  Forest  Avenue,  south  side,  92.12  feet 
east  of  North  Burgher  Avenue,  Block  300,  Lot  95,  West 
Brighton,  Borough  of  Staten  Island,  Alt.  #207/77,  re¬ 
conversion  of  residential  to  commercial  building,  Cont. 
to  Sec.  C  26-403-1  Adm.  Code. 


25-78-BZ- — B.B. — 551  Crescent  Street,  southeast  corner 
of  Belmont  Avenue,  Block  4252,  Lot  20,  Borough  of 
Brooklyn,  Community  Board  #5BK.  Alt.  #696/77,  re- 
Proposed  masonary  extension  to  existing  building,  mini¬ 
mum  front  yard,  Cont.  to  Sec.  23-34  Z.R. ;  Side  yard  Cont. 
to  Sec.  24-35  Z.R. 


26-78-BZ — B.B. — 12  Franklin  Avenue,  393-401  Flushing 
Avenue,  northwest  corner,  Block  2261,  Lot  17,  Borough 
of  Brooklyn,  Community  Board  #1BK.  Alt  #932/77,  re¬ 
convert  factory  to  school,  Cont.  to  Sec.  42-10  Z.R. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I.; — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  21,  1978,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  21,  1978,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

374-76-A 

APPLICANT — Consolidated  Edison  Company  of  New  York, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  26, 
1977  and  for  amendment — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  storage  of  bulk  oil,  in  company 
unmanned  barges  at  Pier  98. 

PREMISES  AFFECTED— 600  West  59th  Street,  and  850 
12th  Avenue,  west  side,  Pier  98,  Dock  properties,  Blocks 
1106  and  1109,  Lots  1  and  1,  Borough  of  Manhattan. 


436-74-BZ 

APPLICANT — Albert  Melniker  for  John  Heiser,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  16, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  82-21  and  36-55  of  the 
Zoning  Resolution,  permitting  in  a  Cl-1  and  R3-2  district, 
in  conjunction  with  the  erection  of  a  retail  store  building, 
the  expansion  of  the  accessory  parking  area  into  the 
residence  district. 


PREMISES  AFFECTED — 19  Mosley  Avenue,  northwest 
corner  of  Richmond  Avenue,  Block  5585,  Lot  30,  Elting- 
ville,  Borough  of  Staten  Island. 


848-51-BZ 

APPLICANT — Charles  M.  Spindler  Associates  for  Sun  Oil 
Company  of  Pennsylvania,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  25, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  auto  laundry,  accessory  sales,  motor  vehicle 
repairs  and  office. 

PREMISES  AFFECTED — 2001-2015  Neptune  Avenue, 
north  side,  122  feet  Y\  inch  east  of  West  21st  Street, 
Block  6992,  Lot  41,  Borough  of  Brooklyn.  Community 
Board  #13BK. 


500-76-BZ 

APPLICANT — McGee  and  Morsellino  for  Hudleasco,  In¬ 
corporated,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  30, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  and  R3-2  district,  on  a 
plot  with  an  existing  warehouse,  the  use  of  the  open  area 
in  the  residence  district  for  accessory  parking. 

PREMISES  AFFECTED — 142-82  Rockaway  Boulevard, 
southwest  corner  of  143rd  Street,  Block  12059,  Lot  34, 
Jamaica,  Borough  of  Queens. 


38-73-BZ 

APPLICANT — The  Reverend  Doctor  O.  B.  J.  Burson  for 
The  Holy  Trinity  Baptist  Church,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  May  1,  1975 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R6  district,  the  reconstruction  of  a  Church  that  encroaches 
on  the  required  rear  yard  and  has  less  than  the  required 
accessory  parking. 

PREMISES  AFFECTED — 482  Franklin  Avenue,  west  side, 
100  feet  south  of  Jefferson  Avenue,  Block  1997,  Lot  28, 
Borough  of  Brooklyn. 


660-77-BZ 

APPLICANT — Tuccianrone  and  Amin  for  St.  Michael’s 
Church  in  the  Village  of  Flushing,  Queens  County,  owner, 
John  Hogan,  Jr.,  contract  vendee. 

SUBJECT — Application  October  12,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-1  district,  the  construction 
and  maintenance  of  an  off-site  parking  facility  for  a  funeral 
establishment. 

PREMISES  AFFECTED — 136-50  41st  Avenue,  south  side, 
411.95  feet  east  of  Kissena  Boulevard,  Block  5044,  Lot  32, 
Flushing,  Borough  of  Queens.  Community  Board  #7 Q. 


811-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
Freund,  Lewis  and  Cohen  for  Ben  Caiola,  owner. 
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SUBJECT— Application  November  2,  1977- — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C5-2  district, 
the  conversion  of  an  existing  twelve  store  and  penthouse 
structure  from  store  and  factory  in  a  mixed  building  that 
will  have  less  than  the  required  lot  area  per  room,  en¬ 
croaches  on  the  required  rear  yard  and  on  the  distance 
between  windows  and  lot  lines. 

PREMISES  AFFECTED— 31-37  East  31st  Street,  north 
side,  151.5 54  feet  east  of  Madison  Avenue,  Block  861,  Lot 
27,  Borough  of  Manhattan.  Community  Board  #5M. 


812-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
Freund,  Lewis  and  Cohen  for  Ben  Caiola,  owner. 

SUBJECT — Application  November  2,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  dwell¬ 
ing  Law — rear  yard. 

PREMISES  AFFECTED— 31-37  East  31st  Street,  north 
side,  151.55/2  feet  east  of  Madison  Avenue,  Block  861,  Lot 
27,  Borough  of  Manhattan. 


861-77-BZ 

APPLICANT — Donald  D.  Fisher  for  Hoysum  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  16,  1977 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C6-1  district,  in  an 
existing  three  story  building,  the  addition  to  the  uses  of 
the  first  floor  store  to  include  the  manufacture  of  food 
products. 

PREMISES  AFFECTED — 84  Mulberry  Street,  east  side, 
151.5  feet  south  of  Canal  Street,  Block  200,  Lot  9,  Borough 
of  Manhattan.  Community  Board  #3M. 


899-77-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Trinity  Lutheran 
Church  of  Middle  Village,  Long  Island,  owner. 

SUBJECT — Application  November  29,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  on  a  plot  with 
an  existing  parish  had  the  erection  of  an  enlargement  for 
use  as  a  Church  that  will  encroach  on  the  required  front 
yard. 

PREMISES  AFFECTED — 63-73  81st  Street,  northeast 
corner  of  Penelope  Avenue,  Block  2992,  Lot  48,  Middle 
Village,  Borough  of  Queens.  Community  Board  #5Q. 


938-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenmann 
Colin  Freund  Lewis  and  Cohen  for  Abi  Kalimian,  owner. 

SUBJECT— Application  December  8,  1977 — decision  of  the 
Borough  Superintendent  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  Ml -5  district  the  con¬ 
version  of  an  existing  twelve  story  building  from  manufac¬ 
turing  lots  into  a  non-conforming  mixed  building. 

PREMISES  AFFECTED— 12-16  East  22nd  Street,  south 
side.  148.554  feet  east  of  Broadway.  Block  850,  Lot  64, 
Borough  of  Manhattan.  Community  Board  #5M. 


939-77-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman.  Colin, 
Freund,  et  al  for  Abi  Kalimian,  owner. 

SUBJECT — Application  December  6,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  dwell¬ 
ing  law. 


PREMISES  AFFECTED— 12-16  East  22nd  Street,  south 
side,  148.554  feet  east  of  Broadway.  Block  850,  Lot  64, 
Borough  of  Manhattan. 


354-75-BZ — Vol.  II 

APPLICANT — Edwin  Storch  for  Hoover  Realty  Asso¬ 
ciates,  owner. 

SUBJECT — Application  reopened  September  7,  1977  as 
Vol.  II — decision  of  the  Borough  Superintendent  under 
Section  72-21  of  the  Zoning  Resolution  to  permit  in  an  R4 
district,  the  reduction  in  lot  area  of  an  existing  multiple 
dwelling  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 143-50  Hoover  Avenue,  south¬ 
west  corner  of  Smedley  Street,  Block  9738,  Lot  114,  Briar- 
wood,  Borough  of  Queens.  Community  Board  #8Q. 


656-77-BZ 

APPLICANT — Mok  and  Somber  for  Sally  Kaplan,  owner, 
Indoor  Skateboard  Center,  Incorporated,  lessee. 

SUBJECT- — Application  October  11,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  and  R6  district,  the 
conversion  of  a  one  story  and  mezzanine  structure  from  a 
garage  and  motor  vehicle  repair  shop  into  a  skating  rink 
(skateboard  center). 

PREMISES  AFFECTED— 71-17  Roosevelt  Avenue,  north 
side,  100  feet  west  of  72nd  Street,  Block  1282,  Lots  151,  160, 
Jackson  Heights.  Borough  of  Queens.  Community  Board 

#3Q. 

Alan  D.  Gershuny.  Executive  Director 

FEBRUARY  21,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN^  of  a  public  hearing, 

Tuesday  afternoon,  February  21,  1978,  at  2  o’clock  at  80 

Lafayette  Street,  9th  floor.  New  York,  N.  Y.  10013,  on  the 

following  matters : 

692- 77-A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.,  Jack  Kruger 
(Owner). 

SUBJECT— Application  October  25,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  a  legally  mapped  street 

PREMISES  AFFECTED — 169  Kinghorn  Street,  north 
side,  175  feet  west  of  Arden  Avenue,  Block  5405,  Lot  11, 
Annadale,  Borough  of  Staten  Island. 

693- 77-A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.,  Leotto  Con¬ 
struction  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — appeal  from  a 
decision  of  the  Borough  Supt.  re-  proposed  use  of  dry  wells 
for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 25  Valdemar  Avenue,  north 
side,  302.06  feet  east  of  Queensdale  Street,  Block  6857,  Lot 
26,  Princess  Bay,  Borough  of  Staten  Island. 

694- 7 7- A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.,  Leotto  Con¬ 
struction  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — appeal  from  a 
decision  of  the  Borough  Supt.  re-  proposed  use  of  dry  wells 
for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 31  Valdemar  Avenue,  north 
side,  242.06  feet  east  of  Queensdale  Street,  Block  6857,  Lot 
28,  Princess  Bay,  Borough  of  Staten  Island. 
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695-77-A 

APPLICANT — Alphonse  J.  Calvanico,  Leotto  Construction 
Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — appeal  from  a 
decision  of  the  Borough  Supt.  re-  proposed  use  of  dry  wells 
for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 19  Valdemar  Avenue,  north 
side,  362.06  feet  east  of  Queensdale  Street,  Block  6857,  Lot 
24,  Princess  Bay,  Borough  of  Staten  Island. 


115-77- A 

APPLICANT — Fr.  Paul  Kueynda  for  SS  Cosmas  and 
Damian  Human  Services  Center,  Incorporated,  owner. 

SUBJECT — Application  March  2,  1977 — filed  pursuant  to 
Section  36  of  the  General  City  Law  and  Section  230  of 
the  New  York  City  Charter  re-  street  abutting  building 
must  be  improved. 

PREMISES  AFFECTED — 155  Bruckner  Avenue,  east 
side,  100  feet  north  of  Forest  Avenue,  Block  1234,  Lot  52, 
Mariner’s  Harbor,  Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 

FEBRUARY  28,  1978,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  February  28,  1978,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

110-67-BZ 

APPLICANT — Lama  and  Vassalotti  for  Sherman  Firsty, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  31,  1977 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R7-1  district,  the  construction 
and  maintenance  of  a  non-transient  parking  lot. 

PREMISES  AFFECTED — 1817  University  Avenue,  west 
side,  150  feet  north  of  West  Tremont  Avenue,  Block 
2879,  Lot  120,  Borough  of  the  Bronx.  Community  Board 
#7BX. 


187-53-BZ 

APPLICANT — Harry  Levy  for  Colgate  Realty  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  21,  1978 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  motor  vehicle  repair  shop, 
painting,  welding  and  office;  and  permitting  the  parking 
and  storage  of  motor  vehicles  on  the  unbuilt  upon  portion 
of  the  lot. 

PREMISES  AFFECTED — -970  Colgate  Avenue,  east  side, 
142.84  feet  south  of  Bruckner  Boulevard,  Block  3649,  Lot 
27,  Borough  of  the  Bronx.  Community  Board  #9BX. 


368-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Spiegel  Oil  Cor¬ 
poration  of  Staten  Island,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  May  11,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7e  and  7h  of  the  Zoning  Resolution,  permitting 


in  a  residence  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  car  wash,  lubritorium, 
office  and  sales,  motor  vehicle  repairs  and  parking  of  cars 
awaiting  service. 

PREMISES  AFFECTED — 5770  Hylan  Boulevard,  south¬ 
west  corner  of  Seguine  Avenue,  Block  6699,  Lot  1,  Princes 
Bay,  Borough  of  Staten  Island. 


542-69-BZ 

APPLICANT— Atkin  and  Gibson  for  Thomas  Schnider, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  December  9,  1974 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  11-411  and.  11-412  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R7-1  district,  the  enlargement  in  area  and 
the  extension  of  the  term  of  variance  of  an  existing  non¬ 
transient  parking  lot  previously  before  the  Board. 

PREMISES  AFFECTED — 3326-3332  Decatur  Avenue,  east 
side,  536.96  feet  south  of  Gun  Hill  Road,  Block  3355,  Lot 
92,  Borough  of  the  Bronx.  Community  Board  #7BX. 


340-75-A 

APPLICANT — Marfyn  and  Don  Weston  for  Anthenium 
House  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  lot  line  windows,  height  of 
risers,  egress,  rear  yard  and  ventilation  for  proposed  mul¬ 
tiple  dwelling ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 54  East  11th  Street,  south  side, 
180.10  feet  east  of  University  Place,  Block  562,  Lot  11, 
Borough  of  Manhattan. 

259-76-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  801  Associates, 

owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  December  7, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Ml -6  district,  the  conversion  of 
a  six  story  store  and  factory  building  into  stores  and  apart¬ 
ments. 

PREMISES  AFFECTED— 55-57  West  26th  Street,  776- 
780  Avenue  of  the  Americas,  Block  828,  Lot  1,  Borough 
of  Manhattan. 


503-77-BZ 

APPLICANT — Walter  T.  Gorman  for  Natalia  Commerce, 
Incorporated,  owner. 

SUBJECT — Application  July  26,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  the  reconstruction 
and  rehabilitation  of  an  existing  automotive  service  station 
with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 142-18  Rockaway  Boulevard 
and  126-01/09  142nd  Street,  southeast  corner,  Block  12059, 
Lot  7,  South  Ozone  Park,  Borough  of  Queens.  Community 
Board  #10Q. 


604-77-BZ 

APPLICANT — Weinberg  and  Kirshenbaum  for  Bernard 
Wolff,  owner. 
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SUBJ  ECT— Application  September  7,  1977— decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  (op)  district,  the  mainte¬ 
nance  of  an  enlargement  to  an  existing  warehouse  and 
catering  establishment  that  encroaches  on  the  required  yard 
along  a  district  boundary. 

PREMISES  AFFECTED— 2421  McDonald  Avenue,  east 
side,  205.11^4  feet  south  of  Village  Road  South,  Block  7150, 
Lot  48,  Borough  of  Brooklyn.  Community  Board  #15BK. 

936- 77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
et  al  for  487  Park  Avenue  Corporation,  Contract  Vendee. 

SUBJECT — Application  December  8,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C5-3R  district,  the 
erection  of  a  twenty-five  story  store  and  office  building 
that  exceeds  the  permitted  floor  area  ratio,  penetrates  the 
sky  exposure  plane  and  without  the  required  accessory 
loading  berth. 

PREMISES  AFFECTED — 487-499  Park  Avenue,  southeast 
corner  of  East  59th  Street,  Block  1313,  Lot  4,  Borough  of 
Manhattan.  Community  Board  #5M. 

937- 77-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
et  al  for  487  Park  Avenue  Corporation,  Contract  Vendee. 

SUBJECT — Application  December  8,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  open¬ 
ings  in  exterior  walls,  located  on  side  lot  line. 

PREMISES  AFFECTED — 487-499  Park  Avenue,  southeast 
corner  of  East  59th  Street,  Block  1313,  Lot  4,  Borough  of 
Manhattan. 


981- 77-BZ 

APPLICANT — -Stein,  Davidoff,  Malito  and  Katz  for  Con¬ 
solidated  Edison  of  New  York,  Incorporated,  owner,  Gym¬ 
nastic  Enterprises,  Incorporated,  lessee. 

SUBJECT — Application  December  20,  1977 — decision  of  the 
Borough  Superintendent,  under  Section (s)  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R8  district, 
the  erection  of  a  one  story  structure  for  use  as  a  physical 
culture  establishment  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED— 405-411  East  73rd  Street,  north 
side,  113  feet  east  of  First  Avenue,  Block  1468,  Lot  5,  Bor¬ 
ough  of  Manhattan.  Community  Board  #8M. 

982- 77-A 

APPLICANT — Stein,  Davidoff,  Malito  and  Katz  for  Con¬ 
solidated  Edison  Company  of  New  York,  Incorporated, 
owner,  Gymnastic  Enterprises,  Incorporated,  lessee. 

SUBJECT — Application  December  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frontage  sepa¬ 
ration  from  interior  lot  line. 

PREMISES  AFFECTED— 405-411  East  73rd  Street,  north 
side,  113  feet  east  of  First  Avenue,  Block  1468,  Lot  5,  Bor¬ 
ough  of  Manhattan. 


845-77-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Recycling  for  Hous¬ 
ing  Partnership,  Contract  Vendee. 

SUBJECT — Application  November  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  Ml -5  district,  the  conversion  of 
an  existing  five  story  building  from  lofts  into  a  multiple 
dwelling. 


PREMISES  AFFECTED — 603-609  Washington  Street, 
622-624  Greenwich  Street,  northwest  corner,  Block  602, 

#2M. 

Laid  over  from  January  24,  1978,  for  hearing. 

846-77-A 

APPLICANT — Samuel  J.  Kisseloff  for  Recycling  for  Hous¬ 
ing  Partnership,  Contract  Vendee. 

SUBJECT- — Application  November  15,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  fire 
balconies  without  doors  and  without  three  foot  extension 
of  two  hours  fire  rated  material. 

PREMISES  AFFECTED — 603-609  Washington  Street, 
622-624  Greenwich  Street,  northwest  corner,  Block  602, 
Lots  30,  44,  Borough  of  Manhattan. 

Laid  over  from  January  24,  1978,  for  hearing. 

Alan  D.  Gershuny,  Executive  Director 

FEBRUARY  28,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  28,  1978,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

832-77-A 

APPLICANT — Robert  N.  Bressler  for  Arden  Heights — 
Boulevard  Jewish  Center,  owner. 

SUBJECT — Application  November  14,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  dry  well  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 1766  Arthur  Kill  Road,  south 
side,  149.94  feet  east  of  Arden  Avenue,  Block  5803,  Lot  52, 
Arden  Heights,  Borough  of  Staten  Island. 

837-77-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 
OWNER  OF  PREMISES :  Union  Hospital  Association  of 
the  Bronx. 

SUBJECT — Application  November  14,  1977 — for  MODIFI¬ 
CATION  OF  CERTIFICATE  OF  OCCUPANCY 
#42800  re-  sprinkler  system. 

PREMISES  AFFECTED— 260  East  188th  Street,  south¬ 
west  corner  of  Tiebout  Avenue,  Block  3147,  Lot  50, 
Borough  of  the  Bronx. 


916-77-A 

APPLICANT — Tucciarone  and  Amin  for  150th  Street 
Realty  Corporation,  owner. 

SUBJECT- — Application  November  30,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  sub¬ 
division  of  zoning  lot. 

PREMISES  AFFECTED— 29-33  215th  Place,  east  side, 
205.05  feet  south  of  29th  Avenue,  Block  6058,  Lot  18, 
Bayside,  Borough  of  Queens. 

945-77-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 

OWNER  OF  PREMISES:  Lumber  Enterprises,  Incorpo¬ 
rated. 

SUBJECT — Application  December  13,  1977 — for  MODIFI¬ 
CATION  OF  CERTIFICATE  OF  OCCUPANCY 
#201890  re-  Sprinkler  System. 

PREMISES  AFFECTED— 610/616  Coney  Island  Avenue, 
west  side,  300  feet  north  of  Avenue  C,  Block  5361,  Lot  25, 
Borough  of  Brooklyn. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  24,  1978,  10  A.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  January  10,  1978,  were  ap¬ 
proved  as  printed  in  the  Bulletin  January  19,  1978,  Volume 
63,  Numbers  1-3. 

836-39-BZ — Vol.  II 

APPLICANT — Charles  M.  Spindler  Associates  for  Doro¬ 
thy  Eisenberg,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  June  24,  1977 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7f,  7i  and  7h  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  exten¬ 
sion  and  reconstruction  of  existing  gasoline  service  station 
to  include  lubritorium,  auto  washing,  motor  vehicle  repairs 
and  office  and  to  permit  the  parking  of  motor  vehicles  on 
unbuilt  portion  of  plot. 

PREMISES  AFFECTED— 1793-1807  Eastern  Parkway 
and  2348-2360  Dean  Street,  northwest  corner,  Block  1449, 
Lot  19  (formerly  Lots  19,  21  and  22),  Borough  of  Brook¬ 
lyn.  Community  Board  #8BK. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  4 

Negative:  .  0 

Absent :  Vice  Chairman  Agusta  and  Commissioner 
Carroll  .  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  24,  1952,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  23,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  24, 
1952  as  amended  through  October  17,  1967  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (N.B.  1496-51) 


700-41-BZ— Vol.  II 

APPLICANT — Walter  T.  Gorman  for  Morris  Leibson, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7f  and  7i  of  the  Zoning  Resolution,  permitting  in  the  busi¬ 
ness  portion  of  a  plot  located  in  a  residence  and  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  car  washing,  motor  vehicle 
repairs,  storage  and  sale  of  accessories  and  the  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED— 9319-9333  Third  Avenue  and 
301-311  94th  Street,  northeast  corner,  Block  6107,  Lot  1, 
Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Carl  A.  Sulfaro. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  4 

Negative: .  0 


Absent:  Vice  Chairman  Agusta,  Commissioner  Carroll..  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  7,  1954,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
7,  1954  as  amended  through  October  7,  1969  by  adding  there¬ 
to  : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  “Received  November 
9,  1977” — •:  one  sheet,  on  condition  that  the  work  shall  be 
completed  within  one  year  from  the  date  of  this  amended 
resolution ;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Misc.  321-77) 

406-76-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  18-20  East  50th 
Street  Company,  owner. 

SUBJECT — Application  for  consideration— request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  January  27,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  72-01  and  72-21  of  the  Zoning  Resolution  permit¬ 
ting  in  a  C5-3  (F)  district,  in  an  eleven  story  building 
previously  before  the  Board,  the  change  in  use  of  the 
basement,  first  floor,  second  floor  and  mezzanine  from  art 
and  auction  galleries  into  a  health  establishment. 
PREMISES  AFFECTED— 18-20  East  50th  Street,  south 
side,  70  feet  west  of  Madison  Avenue,  Block  1285,  Lot  59, 
Borough  of  Manhattan.  Community  Board  #5M. 
APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 


cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  4 

Negative : .  0 

Absent :  Vice  Chairman  Agusta  and  Commissioner 

Carroll  .  2 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  26,  1976,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  23,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  27,  1976  only  as  to  the  term  of 
variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  6  months  from  the  date  of  this 
amended  resolution,  to  permit ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  and  that  a  temporary  Certificate  of 
Occupancy  shall  be  obtained  within  3  months  from  the 
date  of  this  amended  resolution.”  (Alt.  107-76) 

494-76-BZ 

APPLICANT — John  J.  Tricarico  for  Joseph  Cannella, 
owner. 
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SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  November  9, 
1977 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  on  a  corner 
lot  without  one  of  the  required  front  yards. 

PREMISES  AFFECTED— 6624  13th  Avenue  and  1283  67th 
Street,  northwest  corner,  Block  5760,  Lot  47,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  4 

Negative:  .  0 

Absent :  Vice  Chairman  Agusta  and  Commissioner 

Carroll  .  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  9,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  9,  1976  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
N.B.  97-76) 


317-50-BZ 

APPLICANT — McGee  and  Morsellino  for  Jay  Lit  Auto¬ 
motive  Service,  Ltd.,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  term  of  variance  which 
expired  March  18,  1977 ;  and  for  amendment — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Sections  7f  and  7i  of  the  Zoning  Resolution, 
permitting  in  a  retail  use  district,  the  maintenance  of  re¬ 
constructed  gasoline  service  station,  auto  laundry,  lubri- 
torium  and  office ;  and  the  inclusion  of  a  motor  vehicle  re¬ 
pair  shop. 

PREMISES  AFFECTED — 240-06  Braddock  Avenue,  south¬ 
east  corner  of  240th  Street,  Block  8002,  Lot  55,  Bellerose, 
Borough  of  Queens.  Community  Board  #13Q. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
10  A.M.,  Special  Order  Cal.  for  decision,  hearing  closed. 


22-52-BZ 

APPLICANT — McGee  and  Morsellino  for  Harrington 
Walters,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  October  7,  1977 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  sections  7f,  7i  and  7h  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  change 
in  occupancy  from  sale  and  display  of  more  than  five  motor 
vehicles,  to  permit  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  lubritorium,  car  washing,  motor  vehicle 
repairs  and  office ;  and  to  permit  the  parking  and  storage 
of  motor  vehicles  on  unbuilt  upon  portion  of  lot. 

PREMISES  AFFECTED — 200-15  Northern  Boulevard, 
43-02  to  43-08  201st  Street,  northwest  corner  and  200-10 
to  200-20  43rd  Avenue,  Block  6261,  Lot  30,  Flushing, 
Borough  of  Queens.  Community  Board  #11Q. 


APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
10  A.M.,  Special  Order  Cal.  for  decision,  hearing  closed. 


663-76-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Arlity  Realty 
Corporation,  owner. 

SUBJECT — Application  August  11,  1976 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
construction  and  maintenance  of  a  non-transient  parking 
lot. 

PREMISES  AFFECTED — 144/148  Lexington  Avenue, 
south  side,  205  feet  west  of  Bedford  Avenue,  Block  1971, 
Lot  15,  Borough  of  Brooklyn.  Community  Board  #3BK. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
10  A.M.,  for  decision;  hearing  closed. 


504-77-BZ 

APPLICANT — Solomon  Sheer  for  Southern  Associates, 
Incorporated,  owner,  Lew  Dennis  Rest  Inc.,  lessee. 

SUBJECT — Application  July  27,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-9  district,  in 
an  existing  five  story  mixed  building,  the  addition  to  the 
uses  of  the  first  floor  restaurant  to  include  limited  cabaret 
(dancing  only) 

PREMISES  AFFECTED— 579-581  Third  Avenue,  north¬ 
east  corner  of  East  38th  Street,  Block  919,  Lot  1,  Borough 
of  Manhattan.  Community  Board  #6M. 
APPEARANCES— 

For  Applicant:  Solomon  Sheer. 

For  Opposition:  Jane  Adler. 

For  Administration:  John  Steinberg,  C.P.C. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
10  A.M.,  for  decision,  hearing  previously  closed. 

507-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  De- 
Pietro,  owner. 

SUBJECT — -Application  July  28,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement,  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  without  the 
required  side  yard. 

PREMISES  AFFECTED— 1340  East  57th  Street,  west 
side,  323  feet  south  of  Avenue  M,  Block  7881,  Lot  62, 
Borough  of  Brooklyn.  Community  Board  #18BK. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati,  John  DePietro  and 
Harriet  Jacobs. 

For  Opposition:  Jack  Friedman,  Eleanor  Pulaime,  John 
L.  and  Margaret  Kabak  and  Bernard  Catcher,  D.M. 
#18BK. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 


508-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  De- 
Pietro,  owner. 

SUBJECT — Application  July  28,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio  and  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 1342  East  57th  Street,  west  side, 
340  feet  south  of  Avenue  M,  Block  7881,  Lot  63,  Borough 
of  Brooklyn.  Community  Board  #T8BK. 
APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati,  John  DePietro  and 
Harriet  Jacobs. 

For  Opposition :  Jack  Friedman,  Eleanor  Pulaime,  John 
L.  and  Margaret  Kabak  and  Bernard  Catcher,  D.M. 
#18BK. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 


527-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin 
et  al.  for  Abi  Kalimian,  contract  vendee. 

SUBJECT — Application  August  11,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  C5-2  district,  the  conversion  of  an  existing 
commercial  structure  into  a  multiple  dwelling  that  creates 
non-compliance  within  the  required  rear  yard  and  with 
window  that  encroaches  on  the  minimum  distance  to  a  lot 
line. 

PREMISES  AFFECTED— 239-243  Park  Avenue  South, 
east  side,  92  feet  south  of  Gramercy  Park  South,  Block  875, 
Lot  3,  Borough  of  Manhattan.  Community  Board  #5M. 

APPEARANCES— 

For  Applicant:  Howard  A.  Zipser. 

For  Opposition:  Nancy  Zugor. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 


528-77-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
et  al.  for  Abi  Kalimian,  contract  vendee. 

SUBJECT — Application  August  11,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Multiple  Dwelling 
Law. 

PREMISES  AFFECTED — 239-243  Park  Avenue,  east  side, 
92  feet  south  of  Gramercy  Park  South,  Block  875,  Lot  3, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 


546-77-BZ 

APPLICANT — Louis  Lieberman  for  Cong.  Machitze  Ha- 
dasa,  owner. 

SUBJECT — Application  August  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  story  enlargement  to  a  dwelling  for  use  as  a  syna¬ 
gogue  that  will  exceed  the  permitted  floor  area  ratio,  have 
less  than  the  required  open  space  ratio  and  encroaches  on 
the  required  side  yard. 

PREMISES  AFFECTED — 2502  Avenue  M,  southeast  cor¬ 
ner  of  Bedford  Avenue,  Block  7661,  Lot  40,  Borough  of 
Brooklyn.  Community  Board  #14BK. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

For  Opposition:  Max  Eagle  and  J.  Harcsztark. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant. 


656-77-BZ 

APPLICANT — Mok  and  Sonber  for  Sally  Kaplan,  owner, 
Indoor  Skateboard  Center,  Incorporated,  lessee. 

SUBJECT — Application  October  11,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  and  R6  district,  the 
conversion  of  a  one  story  and  mezzanine  structure  from 
a  garage  and  motor  vehicle  repair  shop  into  a  skating 
rink  (skateboard  center). 

PREMISES  AFFECTED— 71-17  Roosevelt  Avenue,  north 
side,  100  feet  west  of  72nd  Street,  Block  1282,  Lots  151, 
160,  Jackson  Heights,  Borough  of  Queens.  Community 
Board  #3Q. 

APPEARANCES— 

For  Applicant :  Paul  Mok,  Michael  J.  DeMigrio,  John 
Finnegan  and  Jimmy  Johnson. 

For  Opposition:  Gertrude  Ruhmann  and  Marion  McDon¬ 
nell. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 


845-77-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Recycling  for  Hous¬ 
ing  Partnership,  Contract  Vendee. 

SUBJECT — Application  November  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  Ml-5  district,  the  conversion  of  an 
existing  five  story  building  from  lofts  into  a  multiple 
dwelling. 

PREMISES  AFFECTED— 603-609  Washington  Street, 
622-624  Greenwich  Street,  northwest  corner,  Block  602, 
Lots  30,  44,  Borough  of  Manhattan.  Community  Board 
#2M. 

APPEARANCES— 

For  Applicant:  Alan  S.  Kisseloff  and  Doris  Diether  CB 

#2. 

For  Opposition:  None 

ACTION  OF  BOARD— Laid  over  to  February  28,  1978,  at 
10  A.M.,  for  hearing  at  the  request  of  the  applicant. 


846-77-A 

APPLICANT — Samuel  J.  Kisseloff  for  Recycling  for  Hous¬ 
ing  Partnership,  Contract  vendee. 

SUBJECT — Application  November  15,  1977— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  fire 
balconies  without  doors  and  without  three  foot  extension 
of  two  hours  fire  rated  material. 

PREMISES  AFFECTED- — 603-609  Washington  Street, 
622-624  Greenwich  Street,  northwest  corner,  Block  602, 
Lots  30  and  44,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Alan  S.  Kisseloff  and  Doris  Diether. 
ACTION  OF  BOARD — Laid  over  to  February  28,  1978,  at 
10  A.M.,  for  hearing  at  the  request  of  the  applicant. 


865-77-BZ 

APPLICANT — Sheldon  Lobel  for  Irving  Feigenbaum, 
owner. 

SUBJECT — Application  November  17,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R2  district,  the  conversion  of 
an  existing  two  story  dwelling  with  doctor’s  offices  into 
a  doctor’s  and  professional  offices. 

PREMISES  AFFECTED — 80-04  190th  Street,  southeast 
corner  of  Union  Turnpike,  Block  7267,  Lot  6,  Hollis,  Bor¬ 
ough  of  Queens.  Community  Board  #8Q. 
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APPEARANCES— 

For  Applicant:  Sheldon  Lobel,  Irving  Feigenbaum  and 
Paul  Paulides. 

For  Opposition:  Ilse  Samuel,  Norman  Davidson,  Blanche 
Kling,  Ann  Fonn,  David  Zalondek,  Muriel  Grossman, 
Fred  Spadafora,  Vincent  Lewzzi,  Gunther  Samuel, 
Herman  Cigarlotta,  J.  Karl  Fishbach  and  Jack  N.  Ruti- 
glinno. 

ACTION  OF  BOARD— Laid  over  to  February  7,  1978,  at 

10  A.M.,  for  continued  hearing. 


464-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
et  al  for  Lowell  Nesbitt,  owner. 

SUBJECT — Application  July  7,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Ml-S  district,  the 
addition  to  the  uses  of  an  existing  three  story  building  occu¬ 
pied  as  a  fine  arts  studio  to  include  residential  use, 
PREMISES  AFFECTED— 387-391  West  12th  Street,  north 
side,  154  feet  west  of  Washington  Street,  Block  641,  Lot 
28,  Borough  of  Manhattan.  Community  Board  #2M. 
APPEARANCES— 

For  Applicant:  Howard  A.  Zipser,  Lowell  Nesbitt  and 
Doris  Diether,  C.  B.  #2M. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman 

Agusta,  Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  10,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  Laid  over  to  January  17,  1978;  then  to  January 
24,  1978;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  30,  1977,  acting  on  Alt.  Applic.  #496/1977,  reads: 

“1.  The  proposed  residence  (U.  G.  2)  in  a  Ml-5 
district  is  contrary  to  Section  42-00  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  72-21  and  72-01  (b),  of  the  Zoning  Resolution,  and 
that  the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  limited  to  the  objection  cited,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  Sections  72-21  and 
72-01  (b)  of  the  Zoning  Resolution,  to  permit  in  an  Ml-5 
district,  the  addition  to  the  uses  of  an  existing  three-story 
building  occupied  as  a  fine  arts  studio  to  include  residential 
use,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  “Received  July  7,  1977’’,  13 
sheets;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 

510-77-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  D.P.F.  Realty 
Corporation,  owner,  Truway  Private  Taxi  Corporation, 
lessee. 

SUBJECT — Application  July  28,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-411,  11-413  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5  district, 


the  extension  of  the  term  of  variance  the  enlargement  in 
lot  area  and  the  conversion  of  an  existing  automotive  serv¬ 
ice  station  and  repair  shop  previously  before  the  Board 
into  a  private  taxi  service  establishment  with  accessory 
offices,  gas  station  and  repair  shop. 

PREMISES  AFFECTED— 1100-08  East  222nd  Street, 
southeast  corner  of  Laconia  Avenue,  Block  4716,  Lots  6 
and  11,  Borough  of  The  Bronx.  Community  Board  #12BX. 
APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
N  egative  :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  10,  1978,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  January  24,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  14,  1977,  acting  Alt.  Applic.  #121/1977,  reads: 

“1.  Proposed  increase  in  lot  area  for  the  purpose 
of  creating  additional  parking  accessory  to  a  non-con¬ 
forming  use  located  in  a  R-5  district  is  contrary  to  Sec¬ 
tion  52-40  of  Z.  R. 

2.  Proposed  change  of  use  from  dwelling,  M.V.R.S., 
gas  station  and  offices  to  dwelling,  offices  for  private  taxi 
service,  accessory  M.V.R.S.,  gas  station  and  office,  lo¬ 
cated  in  a  R-5  district,  previously  approved  by  the  B.S.A. 
under  Cal.  #870-47-BZ  is  contrary  to  Section  22-10  of 
Z.R.  and  B.S.A.  Cal.  #870-97-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  commitee  of  the  Board;  and 

Whereas,  the  existing  automotive  service  establishment 
was  granted  by  the  Board  under  Calendar  Number  840-47-BZ 
for  a  term  of  years. 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  72-21,  11-411  and  11-413  of  the  Zoning  Resolution, 
and  that  the  applicant  is  therefore  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Sections  72-21,  11-411  and 
11-413  of  the  Zoning  Resolution,  to  permit  in  an  R5  district, 
the  extension  of  the  term  of  variance,  the  enlargement  in  lot 
area  and  the  conversion  of  an  existing  automotive  service 
station  and  repair  shop,  previously  before  the  Board,  into  a 
private  taxi  service,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  as  they  apply  to  the  objec¬ 
tion,  above  noted,  filed  with  this  application,  marked  “Re¬ 
ceived  July  28,  1977”,  8  sheets ;  on  further  condition  that 
this  modification  be  limited  to  a  term  of  10  years;  that  all 
repair  service  be  within  the  enclosed  building;  that  repair 
of  the  taxi  motor  vehicles  shall  be  limited  to  “minor  repair” 
limited  to  replacement  of  parts  and  lubrication;  there  shall 
be  no  body  or  fender  work,  painting  or  spraying,  or  major 
engine  repair  requiring  machining  of  the  engine  block  or 
acetylene  torch  burning ;  that  the  accessory  signs  be  limited 
to  150  square  feet,  non-illuminated  or  illuminated  non-flash¬ 
ing  surface  area;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


559-77-BZ 

APPLICANT — Louis  Lieberman  for  Frankel  and  Frankel, 
owner. 
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SUBJECT — Application  August  25,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  Cl-2  district,  the  change  in 
occupancy  of  an  existing  one  story  building  from  store 
into  a  wholesale  establishment. 

PREMISES  AFFECTED— 4602/4612  Avenue  D  and  793- 
803  East  46th  Street,  southeast  corner  of  Block  4980,  Lot 
1,  Borough  of  Brooklyn.  Community  Board  #17BK. 
APPEARANCES—  _ 

For  Applicant :  Louis  Lieberman 
For  Opposition:  None 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  10,  1978,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  January  24,  1978;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  22,  1978,  acting  on  Alt.  Applic.  #820/1977, 
reads : 

“1.  Proposed  change  of  use  from  super  market  Use 
Group  6  to  a  wholesale  establishment  Use  Group  16  in  a 
Cl-2  in  an  R4  district  is  contrary  to  Section  32-25  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  Cl-2  district,  the  change  in  occupancy 
of  an  existing  one-story  building  from  a  store  into  a  whole¬ 
sale  establishment  with  accessory  retail  sales,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  as  they 
apply  to  the  objection,  above  noted,  filed  with  this  application, 
marked  “Received  August  25,  1977”,  8  sheets  and  “January 
17,  1978”  1  sheet  on  further  condition  that  1350  square  feet 
on  the  north  side  of  the  structure  be  occupied  for  retail  sales ; 
that  all  vehicular  access  be  restricted  to  the  Avenue  D  front¬ 
age  only;  that  the  hours  of  operation  be  limited  to  from 
9  :00  A.M.  to  8  :00  P.M.,  Monday  thru  Saturday,  closed  on 
Sunday ;  that  all  loading  and  unloading  be  completed  between 
9  :00  A.M.  and  5  :00  P.M. ;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 

Adjourned:  1:00  P.M. 

Alan  D.  Gershuny,  Executive  Director 

REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  24,  1977,  2  P.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

291-77-A 

APPLICANT — Olivetti  Corporation  of  America,  owner. 
SUBJECT — Application  June  9,  1977 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  transportation,  sale  and 


use  in  the  City  of  New  York  of  unapproved  containers 
which  store  combustible  and/or  inflammable  copying  and 
developing  fluid. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Fallon. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

N  egative  :  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  19,  1977,  on  Order  #77-2817,  reads: 

1.  Discontinue  transportation,  sale  and  use  in  City 
of  New  York  of  unapproved  combustible  and/or  inflam¬ 
mable  copying  and  developing  fluid  used  in  copying 
machines  unless  a  certificate  of  approval  has  been  issued. 
C19-60.0.  09-63.0  Adm.  Code.. 

2.  Discontinue  transportation,  sale  and  use  in  City 
of  New  York  of  unapproved  containers  which  store 
combustible  and/or  inflammable  copying  and  developing 
fluid  used  in  copying  machines.  C19-59.0,  C19-62.0  Adm. 
Code.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions : 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  19,  1977,  acting  on  order  #77-2817  Ob¬ 
jection  Nos.  1  and  2  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
container  comply  with  drawing  filed  “June  9,  1977”.  1  sheet; 
that  the  modification  shall  apply  to  Copia  Toner  Fluid  in  2/?. 
Gallon  DOT  2U  Cube®  container  which  sits  in  fiber  board 
box  only  (unit  of  container  and  box  described  as  a  cubi- 
tainer)  ;  and  on  further  condition  that  the  label  on  the  con¬ 
tainer  be  in  such  style  and  wording  as  is  satisfactory  to  the 
Fire  Commissioner ;  in  addition  said  label  shall  also  include 
“Do  Not  stack  cartons  more  than  10  high”,  “Do  not  remove 
plastic  insert”,  and  “In  case  of  fire  use  only  foam  extin¬ 
guishers”,  and  that  in  all  other  respects  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with. 

810-77-A 

APPLICANT — M.  Milton  Glass  for  Madison  Accessories 
Company,  owner,  c/o  Williams  Real  Estate  Company. 
SUBJECT — Application  November  1,  1977 — Appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  elevator  in  readi¬ 
ness. 

PREMISES  AFFECTED— 136/146  Madison  Avenue, 
northwest  corner  of  East  31st  Street,  Block  861,  Lot  15, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  M.  Milton  Glass. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  .  0 

Absent :  Commissioner  Carroll  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  12,  1977,  on  Folder  #126784.01,  reads: 

“In  reply  to  your  request  of  September  29,  1977  for  a 
Quick  Response  Elevator  Service  at  the  above  premises 
is  hereby  denied.” 

and 
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Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  12,  1977,  acting  on  Folder  #126784.01 
be  and  it  hereby  is  modified  and  that  the  appeal  De  and  it 
hereby  is  granted  for  a  term  of  10  years  on  condition  that 
the  Quick  Response  Service  in  accordance  with  Cal.  #630- 
56-GR  be  installed ;  that  the  records  and  reports  required  by 
the  Fire  Department  shall  be  maintained;  that  the  sprinkler 
system  have  a  central  office  connection ;  and  that  should  the 
service  for  any  reason  be  discontinued  that  this  grant  shall 
automatically  lapse ;  and  on  further  conditions  that  the  build¬ 
ing  shall  substantially  conform  to  drawings  marked  received 
“January  6,  1978”,  1  sheet;  and  that  all  laws,  rules  and  regu¬ 
lations  shall  be  complied  with. 


862-77-A 

APPLICANT — John  J.  Tricarico  for  Michele  Mastromatteo, 
owner. 

SUBJECT — Application  November  16,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 258-01/258-05  Hillside  Avenue, 
northwest  corner  of  258th  Street,  Block  8770,  Lot  8, 
Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  E.  Lauria 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commisioner  Wolf .  5 

Negative: .  0 

Absent :  Commissioner  Carroll .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  15,  1977,  on  N.B.  Applic.  #242/77,  reads : 

“1.  The  proposed  100%  on  site  disposal  of  storm 
water  emanating  from  the  new  building  3600  square  feet 
in  area,  for  a  retail  store,  is  contrary  to  Pars.  PI  10.2(c) 
(5)  and  P110.2(c)(2)  of  RS-16  in  accordance  with 
Local  Law  7  of  1974.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  15,  1977,  acting  on  N.B. 
Applic.  #242/77.  Objection  No.  1  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  volume  of  the  drywells  be  of  sufficient  capacity  to 
contain  2  inches  of  rain  water  over  the  entire  lot  area;  same 
to  be  verified  by  Building  Department;  that  the  volume  of 
voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25% 
of  the  volume  required,  a  minimum  of  75%  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  and  that  all  work  shall  be  substantially  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution ;  and 
on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings  marked  received  “November  16,  1977”, 
3  sheets  and  “December  6,  1977”,  1  sheet  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


318-77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 


SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 6  Behan  Ct.,  east  side,  32  feet 
south  of  Beach  Avenue,  Block  4229,  Lot  96,  New  Dorp, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  E.  Lauria,  P.E. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


319-77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 8  Behan  Ct.,  east  side,  62.50 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  97,  New  Dorp, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  E.  Laurie,  P.E. 

ACTION  OF  BOARD— Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


320-77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 10  Behan  Ct.,  east  side,  93.0 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  100,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  E.  Lauria,  P.E. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


321- 77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— 12  Behan  Ct.,  east  side,  123.0 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  102,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  E.  Lauria. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 

322- 77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— 14  Behan  Ct.,  east  side,  154.0 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  104,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  E.  Lauria,  P.E. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 
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323- 77-A 

APPLICANT — E.  Lauria  for  Betniar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 16  Behan  Ct.,  east  side,  184.5 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  106,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  E.  Lauria 

ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 

324- 77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT— Application  June  21,  1977— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— 18  Behan  Ct.,  east  side,  214.89 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  107,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  E.  Lauria 

ACTION  OF  BOARD — -Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 

325- 77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 22  Behan  Ct.,  east  side,  241.27 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  109,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  E.  Lauria 

ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


326- 77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— 24  Behan  Ct.,  east  side,  268.4 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  111,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  E.  Lauria. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 

327- 77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— 26  Behan  Ct.,  east  side,  295.53 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  112,  New  Dorp, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  E.  Lauria. 


ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


328-77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— 28  Behan  Ct,  east  side,  326.03 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  114,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  E.  Lauria. 

ACTION  OF  BOARD— Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


329-77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 32  Behan  Ct.,  east  side,  356.33 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  115,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  E.  Lauria. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


330-77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 34  Behan  Ct.,  east  side,  383.66 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  117,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  E.  Laurie. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.  for  decision,  hearing  closed. 

469-77-A 

APPLICANT— Jeremiah  T.  Walsh,  P.E.,  Commissioner  of 
Buildings. 

OWNER  OF  PREMISES — Cedar  Management  Corpora¬ 
tion. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #18833  re-  stairway  enclosure. 

PREMISES  AFFECTED — 65-69  Nassau  Street,  28-30 
John  Street,  southwest  corner,  Block  65,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— _ 

For  Applicant:  Irving  Polsky. 

For  Owner:  G.  Daub. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 

519-77-A 

APPLICANT — Calvanico  Associates  for  Madonia  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  5,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
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building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 17  Weaver  Street,  north  side, 
108.36  feet  west  of  Arden  Avenue,  Block  5401,  Lot  33, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters 
ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


520-77-A 

APPLICANT — Calvanico  Associates  for  Madonia  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  5,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  legal  street  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 27  Weaver  Street,  north  side, 
216.71  feet  west  of  Arden  Avenue,  Block  5401,  Lot  38, 
Annadale,  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


521-77-A 

APPLICANT — Calvanico  Associates  for  Madonia  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  5,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 6  Jansen  Street,  southwest  cor¬ 
ner  of  Arden  Avenue,  Block  5401,  Lot  15,  Annadale,  Bor¬ 
ough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


522-77-A 

APPLICANT — Calvanico  Associates  for  Madonia  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  5,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 


building  not  fronting  on  legal  street  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 16  Jansen  Street,  south  side, 
108.34  feet  west  of  Arden  Avenue,  Block  5401,  Lot  10, 
Annadale,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


523-77-A 

APPLICANT — Calvanico  Associates  for  Madonia  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  5,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  legal  street  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 28  Jansen  Street,  south  side, 
236.67  feet  west  of  Arden  Avenue,  Block  5401,  Lot  5,  Anna¬ 
dale  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


89-27-SR 

Rules  of  Procedure  of  the  Board  of  Standards  and  Appeals 
adopted  February  15,  1927,  amended  December  2,  1930,  April 
14,  1931,  June  13,  1933,  April  30,  1935  and  revised  Septem¬ 
ber  22,  1959,  effective  October  28,  1959,  amended  June  2, 
1967,  and  further  amended  April  20,  1971,  effective  September 
6,  1971  and  amended  September  28,  1976  and  further  revised 
on  July  12,  1977,  effective  July  12,  1977. 

SUBJECT — Proposed  amendments  to  the  Rules  of  Pro¬ 
cedure. 

APPEARANCES — Leonard  F.  Rothkrug,  M.  Milton  Glass, 
Joseph  B.  Lynch,  Michael  Pocost,  Harold  Weinberg,  Mor¬ 
ton  S.  Cohn,  Howard  A.  Zipser,  Albert  Melniker,  E. 
Lauria  and  J.  Tierney. 

ACTION  OF  BOARD — Laid  over  to  a  special  hearing  on 
Thursday,  March  9,  1978  at  10:00  A.M.,  for  continued 
hearing. 

Adjourned  :  5  :00  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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DOCKET 

New  Cases  Filed  up  to  January  31,  1978 
Cal,  No.  Dept.  Premises  Affected 

27-78-A — B.S.I. — 860  Lamont  Avenue,  southwest  corner 
of  Vernon  Avenue,  Block  6880,  Lot  33,  Huguenot,  Bor¬ 
ough  of  Staten  Island,  NB  #2746/74,  re-  Storm  water 
disposal,  Local  Law  #7. 


28-78-A — B.S.I. — 870  Lamont  Avenue,  south  side,  119.83 
feet  west  of  Vernon  Avenue,  Block  6880.  Lot  28,  Hugue¬ 
not,  Borough  of  Staten  Island,  NB  #2735/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


29-78-A — B.S.I. — 882  Lamont  Avenue,  west  side,  219.83 
feet  west  of  Vernon  Avenue,  Block  6880.  Lot  23,  Hugue¬ 
not,  Borough  of  Staten  Island,  NB  #2736/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


30-78-A — B.S.I. — 892  Lamont  Avenue,  south  side,  200 
feet  east  of  Foster  Road,  Block  6880,  Lot  18,  Huguenot, 
Borough  of  Staten  Island,  NB  #2738/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


31-78-A — B.S.I. — 900  Lamont  Avenue,  south  side,  100 
feet  east  of  Foster  Road,  Block  6880,  Lot  12,  Huguenot, 
Borough  of  Staten  Island,  NB  #2739/74,  re-  Storm  water 
disposal,  Local  Law  #7. 


32-73-A — B.S.I. — 956  Ionia  Avenue,  south  side,  100  feet 
west  of  Foster  Road,  Block  6918,  Lot  44,  Huguenot, 
Borough  of  Staten  Island,  NB  2728/74,  re-  Storm  water 
disposal,  Local  Law  #7. 


33-78-A — B.S.I. — 966  Ionia  Avenue,  south  side,  200  feet 
west  of  Foster  Road,  Block  6918,  Lot  38,  Huguenot, 
Borough  of  Staten  Island,  NB#2729/74,  re-  Storm  water 
disposal,  Local  Law  #7. 


34-78-A — B.S.I. — 980  Ionia  Avenue,  south  side,  320  feet 
west  of  Foster  Road,  Block  6918,  Lot  31,  Huguenot, 
Borough  of  Staten  Island,  NB  #2730/74,  re-  Storm  water 
disposal,  Local  Law  #7. 


35-78-A — B.S.I. — 278  Ashland  Avenue,  southwest  corner 
of  Queensdale  Avenue,  Block  6864,  Lot  23,  Huguenot, 
Borough  of  Staten  Island,  NB  #1082/74,  re-  Storm  water 
disposal,  Local  Law  #7. 


36-78-A — B.S.I. — 275  Albourne  Avenue,  northwest  cor¬ 
ner  of  Queensdale  Avenue,  Block  6864,  Lot  30,  Huguenot, 
Borough  of  Staten  Island,  NB  #1081/74,  re-  Storm  water 
disposal,  Local  Law  #7. 


37-78-A — B.S.I. — 285  Albourne  Avenue,  north  side,  154 
feet  west  of  Queensdale  Avenue,  Block  6864,  Lot  36, 
Huguenot,  Borough  of  Staten  Island,  NB  #1080/74, 
re-  Storm  water  disposal,  Local  Law  #7. 


38-78-A — B.S.I. — 1825  Forest  Avenue,  north  side,  225 
feet  west  of  Morningstar  Road,  Block  1180,  Lot  13, 
Mariners  Harbor,  Borough  of  Staten  Island,  NB 
#1447/77,  re-  Storm  water  disposal,  Local  Law  #7. 


39-78-BZ— B.M. — 432-436  Third  Avenue,  northwest  cor¬ 
ner  of  East  30th  Street,  Block  886,  Lot  43,  Borough  of 
Manhattan,  Community  Board  #6M,  Alt.  #1173/77, 
re-  Change  from  church  to  motion  picture  production  and 
TV  Studio,  Cont.  to  Sec.  32-19  ZR. 


40-78-BZ — B.B. — 70-84  Sullivan  Street,  north  side,  57.2 
feet  east  of  Van  Brunt  Street,  Block  556,  Lots  15,  18,  19, 
20  and  21,  Borough  of  Brooklyn,  Community  Board 


#6BK,  Alt.  #1267/77,  re-  Open  accessory  parking, 
Cont.  to  Sec.  22-00  ZR. 


41-73-BZ — B.B. — 1677  48th  Street,  northside,  110  feet 
west  of  17th  Avenue,  Block  5443,  Lot  60,  Borough  of 
Brooklyn,  Community  Board  #12BK,  NB  #205/77,  re- 
Rroposed  two  family  residence,  front  yard,  Cont.  to  Sec. 
23-45  ZR;  Side  yard,  Cont.  to  Sec.  23-44  ZR. 


42-78-A — F.D.— 2601-79  Ocean  Parkway,  east  side,  100 
feet  north  of  Shore  Parkway,  Block  7239,  Lot  1,  Bor¬ 
ough  of  Brooklyn,  Fire  Department  letter  January  23, 
1978,  Modification  of  Certificate  of  Occupancy  #167338, 
sprinkler  system. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I. — Department  of  Build¬ 
ings,  Staten  Island;  R.Bx.—  Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  28,  1978,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  28,  1978,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters ; 

110-67-BZ 

APPLICANT — Lama  and  Vassalotti  for  Sherman  Firsty, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  31,  1977 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R7-1  district,  the  construction 
and  maintenance  of  a  non-transient  parking  lot. 
PREMISES  AFFECTED — 1817  University  Avenue,  west 
side,  150  feet  north  of  West  Tremont  Avenue,  Block 
2879,  Lot  120,  Borough  of  the  Bronx.  Community  Board 
#7BX. 


187-53-BZ 

APPLICANT — Harry  Levy  for  Colgate  Realty  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  21,  1978 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  motor  vehicle  repair  shop, 
painting,  welding  and  office ;  and  permitting  the  parking 
and  storage  of  motor  vehicles  on  the  unbuilt  upon  portion 
of  the  lot. 

PREMISES  AFFECTED — 970  Colgate  Avenue,  east  side, 
142.84  feet  south  of  Bruckner  Boulevard,  Block  3649,  Lot 
27,  Borough  of  the  Bronx.  Community  Board  #9BX. 


368-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Spiegel  Oil  Cor¬ 
poration  of  Staten  Island,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  May  11,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7e  and  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  car  wash,  lubritorium, 
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office  and  sales,  motor  vehicle  repairs  and  parking  of  cars 
awaiting  service. 

PREMISES  AFFECTED — 5770  Hylan  Boulevard,  south¬ 
west  corner  of  Seguine  Avenue,  Block  6699,  Lot  1,  Princes 
Bay,  Borough  of  Staten  Island. 


542-69-BZ 

APPLICANT — Atkin  and  Gibson  for  Thomas  Schnider, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  December  9,  1974 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  11-411  and  11-412  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R7-1  district,  the  enlargement  in  area  and 
the  extension  of  the  term  of  variance  of  an  existing  non¬ 
transient  parking  lot  previously  before  the  Board. 

PREMISES  AFFECTED — 3326-3332  Decatur  Avenue,  east 
side,  536.96  feet  south  of  Gun  Hill  Road,  Block  3355,  Lot 
92,  Borough  of  the  Bronx.  Community  Board  #7BX. 


340-75-A 

APPLICANT — Martyn  and  Don  Weston  for  Anthenium 
House  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  lot  line  windows,  height  of 
risers,  egress,  rear  yard  and  ventilation  for  proposed  mul¬ 
tiple  dwelling ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 54  East  11th  Street,  south  side, 
180.10  feet  east  of  University  Place,  Block  562,  Lot  11, 
Borough  of  Manhattan. 

259-76-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  801  Associates, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  December  7, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Ml -6  district,  the  conversion  of 
a  six  story  store  and  factory  building  into  stores  and  apart¬ 
ments. 

PREMISES  AFFECTED— 55-57  West  26th  Street,  776- 
780  Avenue  of  the  Americas,  Block  828,  Lot  1,  Borough 
of  Manhattan. 

503-77-BZ 

APPLICANT — Walter  T.  Gorman  for  Natalia  Commerce, 
Incorporated,  owner. 

SUBJECT — Application  July  26,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  the  reconstruction 
and  rehabilitation  of  an  existing  automotive  service  station 
with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 142-18  Rockaway  Boulevard 
and  126-01/09  142nd  Street,  southeast  corner,  Block  12059, 
Lot  7,  South  Ozone  Park,  Borough  of  Queens.  Community 
Board  #10Q. 


604-77-BZ 

APPLICANT — Weinberg  and  Kirshenbaum  for  Bernard 
Wolff,  owner. 

SUBJECT — Application  September  7,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  (op)  district,  the  mainte¬ 


nance  of  an  enlargement  to  an  existing  warehouse  and 
catering  establishment  that  encroaches  on  the  required  yard 
along  a  district  boundary. 

PREMISES  AFFECTED — 2421  McDonald  Avenue,  east 
side,  205.11/6  feet  south  of  Village  Road  South,  Block  7150, 
Lot  48,  Borough  of  Brooklyn.  Community  Board  #15BK. 


936-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
et  al  for  487  Park  Avenue  Corporation,  Contract  Vendee. 

SUBJECT — Application  December  8,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C5-3R  district,  the 
erection  of  a  twenty-five  story  store  and  office  building 
that  exceeds  the  permitted  floor  area  ratio,  penetrates  the 
sky  exposure  plane  and  without  the  required  accessory 
loading  berth. 

PREMISES  AFFECTED — 487-499  Park  Avenue,  southeast 
corner  of  East  59th  Street,  Block  1313,  Lot  4,  Borough  of 
Manhattan.  Community  Board  #5M. 


937-77-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
et  al  for  487  Park  Avenue  Corporation,  Contract  Vendee. 

SUBJECT — Application  December  8,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  open¬ 
ings  in  exterior  walls,  located  on  side  lot  line. 

PREMISES  AFFECTED — 487-499  Park  Avenue,  southeast 
corner  of  East  59th  Street,  Block  1313,  Lot  4,  Borough  of 
Manhattan. 


981-77-BZ 

APPLICANT — Stein,  Davidoff,  Malito  and  Katz  for  Con¬ 
solidated  Edison  of  New  York,  Incorporated,  owner,  Gym¬ 
nastic  Enterprises,  Incorporated,  lessee. 

SUBJECT — Application  December  20,  1977 — decision  of  the 
Borough  Superintendent,  under  Section(s)  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R8  district, 
the  erection  of  a  one  story  structure  for  use  as  a  physical 
culture  establishment  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED— 405-411  East  73rd  Street,  north 
side,  113  feet  east  of  First  Avenue,  Block  1468,  Lot  5,  Bor¬ 
ough  of  Manhattan.  Community  Board  #8M. 


982-77-A 

APPLICANT — Stein,  Davidoff,  Malito  and  Katz  for  Con¬ 
solidated  Edison  Company  of  New  York,  Incorporated, 
owner,  Gymnastic  Enterprises,  Incorporated,  lessee. 

SUBJECT — Application  December  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frontage  sepa¬ 
ration  from  interior  lot  line. 

PREMISES  AFFECTED — 405-411  East  73rd  Street,  north 
side,  113  feet  east  of  First  Avenue,  Block  1468,  Lot  5,  Bor¬ 
ough  of  Manhattan. 


845-77-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Recycling  for  Hous¬ 
ing  Partnership,  Contract  Vendee. 

SUBJECT — Application  November  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  Ml -5  district,  the  conversion  of 


115 


CALENDAR 


an  existing  five  story  building  from  lofts  into  a  multiple 
dwelling. 

PREMISES  AFFECTED— 603-609  Washington  Street, 
622-624  Greenwich  Street,  northwest  corner,  Block  602, 
#2M. 

Laid  over  from  January  24,  1978,  for  hearing. 


846-77-A 

APPLICANT — Samuel  J.  Kisseloff  for  Recycling  for  Hous¬ 
ing  Partnership,  Contract  Vendee. 

SUBJECT— Application  November  IS,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  fire 
balconies  without  doors  and  without  three  foot  extension 
of  two  hours  fire  rated  material. 

PREMISES  AFFECTED— 603-609  Washington  Street, 
622-624  Greenwich  Street,  northwest  corner,  Block  602, 
Lots  30,  44,  Borough  of  Manhattan. 

Laid  over  from  January  24,  1978,  for  hearing. 


518-77-BZ 

APPLICANT — Diffendale  and  Kubec  for  WPOW,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  August  2,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  SRD  district, 
the  enlargement  in  area  and  conversion  of  a  community 
facility  radio  studio  and  tower  into  a  commercial  radio 
studio  that  does  not  comply  with  the  special  district  regu¬ 
lation  for  sidewalks  and  landscaping. 

PREMISES  AFFECTED — 1111  Woodrow  Road,  south 
side,  628.01  feet  east  of  Powell  Avenue,  Block  6110,  Lot 
204,  Huguenot,  Borough  of  Staten  Island.  Community 
Board  #3S.I. 

Laid  over  from  January  31,  1978,  for  hearing. 


859-76-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Unique  Restorations, 
Incorporated,  Contract  Vendee. 

SUBJECT — Application  November  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  the  enlargement 
in  area  conversion  of  an  existing  hospital  into  a  10  story 
multiple  dwelling  that  will  increase  the  degree  of  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio,  lot  area  per 
room,  rear  yard  encroachment  and  creates  non-compliance 
on  the  inner  court  area  and  minimum  distance  between 
windows  and  lot  lines. 

PREMISES  AFFECTED— 168-170  West  76th  Street,  south 
side,  120  feet  east  of  Amsterdam  Avenue,  Block  1147,  Lot 
59,  Borough  of  Manhattan.  Community  Board  #7M. 

Laid  over  from  January  31,  1978,  for  hearing. 


860-77-A 

APPLICANT — Samuel  J.  Kisseloff  for  Unique  Restorations, 
Incorporated,  Contract  Vendee. 

SUBJECT — Application  November  1,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  access  and 

egress. 

PREMISES  AFFECTED— 168-170  West  76th  Street,  south 
side,  120  feet  east  of  Amsterdam  Avenue,  Block  1147,  Lot 
59,  Borough  of  Manhattan. 

Laid  over  from  January  31,  1978,  for  hearing. 

Alan  D.  Gershuny,  Executive  Director 


FEBRUARY  28,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  28,  1978,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

832-77-A 

APPLICANT — Robert  N.  Bressler  for  Arden  Heights — 
Boulevard  Jewish  Center,  owner. 

SUBJECT — Application  November  14,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 1766  Arthur  Kill  Road,  south 
side,  149.94  feet  east,  of  Arden  Avenue,  Block  5803,  Lot  52, 
Arden  Heights,  Borough  of  Staten  Island. 


837-77-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 

OWNER  OF  PREMISES :  Union  Hospital  Association  of 
the  Bronx. 

SUBJECT — Application  November  14,  1977 — for  MODIFI¬ 
CATION  OF  CERTIFICATE  OF  OCCUPANCY 
#42800  re-  sprinkler  system. 

PREMISES  AFFECTED— 260  East  188th  Street,  south¬ 
west  corner  of  Tiebout  Avenue,  Block  3147,  Lot  50, 
Borough  of  the  Bronx. 


916-77-A 

APPLICANT— Tucciarone  and  Amin  for  150th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  November  30,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  sub¬ 
division  of  zoning  lot. 

PREMISES  AFFECTED— 29-33  215th  Place,  east  side, 
205.05  feet  south  of  29th  Avenue,  Block  6058,  Lot  18, 
Bayside,  Borough  of  Queens. 

945-77-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 

OWNER  OF  PREMISES:  Lumber  Enterprises,  Incorpo¬ 
rated. 

SUBJECT — Application  December  13,  1977 — for  MODIFI¬ 
CATION  OF  CERTIFICATE  OF  OCCUPANCY 
#201890  re-  Sprinkler  System. 

PREMISES  AFFECTED — 610/616  Coney  Island  Avenue, 
west  side,  300  feet  north  of  Avenue  C,  Block  5361,  Lot  25, 
Borough  of  Brooklyn. 

Alan  D.  Gershuny,  Executive  Director 


MARCH  7,  1978,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  7 ,  1978,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

584-76-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Joseph  Asaro 
and  Vito  Alamia,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December 
21,  1977  and  for  amendment — decision  of  the  Borough 
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Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R5  district,  the  erection  of  a  two  story  building  for  use 
as  a  catering  establishment  with  accessory  parking  that 
encroaches  on  the  required  side  yards. 

PREMISES  AFFECTED — 72-33  Metropolitan  Avenue, 
north  side,  279  feet  east  of  Pleasant  View  Street,  Block 
3057,  Lots  29,  31  and  32,  Middle  Village,  Borough  of 
Queens.  Community  Board  #5Q. 

317-76-BZ 

APPLICANT — Paul  Roth  for  Paul  and  Marcia  Roth, 
owner. 

SUBJECT — Application  for  consideration — request  to 

waive  the  rules  of  procedure  and  extension  of  time  to 
complete  which  expired  November  9,  1977 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Section  72-21  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R2  district,  the  enlargement  in  area  of  a 
dwelling  on  a  through  lot  that  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED — 33-15  Murray  Lane,  east  side, 
127.97  feet  south  of  33rd  Avenue,  Block  4993,  Lot  63, 
Flushing,  Borough  of  Queens. 


481-47-BZ 

APPLICANT — Lama  and  Vassalotti  for  George  P. 
Kirschner,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  2,  1978- 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the 
change  of  occupancy  from  garage  for  five  (5)  motor 
vehicles  to  motor  vehicle  repair  shop  (radiator  and 
fender  repairs). 

PREMISES  AFFECTED — 30  Conselyea  Street,  south  side, 
200  feet  west  of  Lorimer  Street,  Block  2756,  Lot.  16, 
Borough  of  Brooklyn.  Community  Board  #1BK. 


902-67-BZ 

APPLICANT — Albert  Melniker  for  Sunmark  Industries, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  variance  which  expired  February 
14,  1978 — decision  of  the  Borough  Superintendent ; 

previously  granted  on  condition  under  Section  72-21 
of  the  Zoning  Resolution,  permitting  in  an  R3-2  district, 
the  reconstruction  of  an  automotive  service  station  with 
accessory  uses  and  accessory  signs. 

PREMISES  AFFECTED — 2122  Richmond  Avenue,  west 
side,  101.41  feet  north  or  Draper  Place,  Block  2102, 
Lot  120,  Travis,  Borough  of  Staten  Island.  Community 
Board  #2SI. 


1085-67-BZ 

APPLICANT — Fred  L.  Liebmann  for  Galrose  Realty 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  2, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-9  and  R8  district,  in  an 
existing  four  story  building,  the  change  in  occupancy 
of  the  first  floor  from  apartments  to  a  retail  store. 

PREMISES  AFFECTED — 308  East  53rd  Street,  south 
side,  99  feet  east  of  Second  Avenue,  Block  1345,  Lot  48, 
Borough  of  Manhattan.  Community  Board  #6M. 


268-77-BZ 

APPLICANT — Calvanico  Associates  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  May  25,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the 
installation  of  an  advertising  sign  that  on  the  distance 
to  an  arterial  highway  and  encroaches  on  the  residence 
district  boundary. 

PREMISES  AFFECTED— 82  Nelson  Street,  southwest 
corner  of  Henry  Street,  Block  526,  Lot  24,  Borough 
of  Brooklyn.  Community  Board  #6BK. 


596-77-BZ 

APPLICANT — Walter  T.  Gorman  for  Fabrizio  Realty 
Corporation,  owner. 

SUBJECT — Application  August  30,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  recon¬ 
struction  and  rehabilitation  of  an  automotive  service  sta¬ 
tion  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 261-265  Nagle  Avenue,  3822 
3830  10th  Avenue  and  501-505  204th  Street,  entire  block, 
Block  2216,  Lot  58,  Borough  of  Manhattan.  Community 
Board  #12M. 


653-77-BZ 

APPLICANT — George  Perrotto  for  Pasquale  Postiglione, 
owner. 

SUBJECT — Application  October  6,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  conver¬ 
sion  of  an  existing  theatre  into  a  one  story  and  mezzanine 
structure  for  use  as  a  clothing  manufacturing  establish¬ 
ment  w  ith  accessory  offices. 

PREMISES  AFFECTED — 102-10  43rd  Avenue,  south  side, 
47  feet  east  of  102nd  Street,  Block  1978,  Lot  4,  Corona, 
Borough  of  Queens.  Community  Board  #4Q. 


822-77-BZ 

APPLICANT — Solomon  Haselnuss  for  Fabrizio  Realty 
Corporation,  owner. 

SUBJECT- — Application  November  9,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-4 
district,  the  reconstruction  of  an  automotive  service  station 
W'ith  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED —  4566  Broadway  a/k/a  2  Nagle 
Avenue,  northeast  corner,  Block  2172,  Lot  1,  Borough 
of  Manhattan.  Community  Board  #12M. 


922-77-A 

APPLICANT — Lama  and  Vassalotti  for  Franklin-Clinton 
Service  Center,  Incorporated,  owner,  Amaco  Oil  Company, 
Long  Term  lessee. 

SUBJECT — Application  December  2,  1977 — decision  of 
the  Borough  Superintendent,  under  Section  11-413  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-3  district,  the 
reconstruction  and  conversion  of  an  existing  automotive 
service  station  with  accessory  uses  previously  before  the 
Board  into  a  gasoline  and  oil  selling  station. 

PREMISES  AFFECTED— 308-314  Franklin  Avenue  and 
163-171  Clinton  Place,  northwest  corner,  Block  1949,  Lot 
42,  Borough  of  Brooklyn.  Community  Board  #3BK. 

Alan  D.  Gershuny,  Executive  Director 
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MARCH  7,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  March  7,  1978,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

863-77-A 

APPLICANT — Albert  Melniker  for  James  Hasson  and 
John  Galante,  owners. 

SUBJECT — Application  November  16,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 1761  Forest  Avenue,  north 
side,  251.49  feet  east  of  Richmond  Avenue,  Block  1477, 
Lot  41,  Port  Richmond,  Borough  of  Staten  Island. 


871-77-A 

APPLICANT — Albert  Melniker  for  442  Richmond  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  22,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  is  contrary 
(Local  Law  #7). 

PREMISES  AFFECTED — 15  Neptune  Place,  north  side, 
116.96  feet  west  of  Willowbrook  Road,  Block  2099,  Lot 
24,  New  Springfield,  Borough  of  Staten  Island. 


946-77-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 


OWNER  OF  PREMISES— Samuel  J.  Lefrak. 

SUBJECT — Application  December  13,  1977 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #186310  re-  Sprinkler 
System. 

PREMISES  AFFECTED— 97-77  Queens  Boulevard, 

northwest  corner  of  65th  Avenue,  Block  2092,  Lot  1, 
Richmond  Hill,  Borough  of  Queens. 


961-77-A 

APPLICANT — Peter  F.  Oddo,  Jr.,  for  Catlumac  Corpora¬ 
tion,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 3  McCormick  Place,  northwest 
corner  of  Parkinson  Avenue,  Block  3221,  Lot  5,  Grasmere, 
Borough  of  Staten  Island. 


962-77-A 

APPLICANT — Peter  F.  Oddo,  Jr.,  for  Catlumac  Corpora¬ 
tion,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 5  McCormick  Place,  north  side, 
28  feet  west  of  Parkinson  Avenue,  Block  3221,  Lot  6, 
Grasmere,  Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  31,  1978,  10  A.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  January  17,  1978,  were 
approved  as  printed  in  the  Bulletin  of  January  26,  1978, 
Volume  63,  Number  4. 


317-50-BZ 

APPLICANT — McGee  and  Morsellino  for  Jay  Lit  Auto¬ 
motive  Service,  Ltd.,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  term  of  variance  which 
expired  March  18,  1977 ;  and  for  amendment — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Section  7f  and  7i  of  the  Zoning  Resolution, 
permitting  in  a  retail  use  district,  the  maintenance  of  re¬ 
constructed  gasoline  service  station,  auto  laundry,  lubri- 
torium  and  office ;  and  the  inclusion  of  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED — 240-06  Braddock  Avenue,  south¬ 
east  corner  of  240th  Street,  Block  8002,  Lot  55,  Bellerose, 
Borough  of  Queens.  Community  Board  #13Q. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  term  of  variance  extended  and  resolution 
amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  18,  1952,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
applicant;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  31,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  March  18,  1952  as  amended  through 
September  25,  1968  by  adding  thereto : 

“That  this  variance  shall  continue  for  a  term  of  6 
months  from  the  date  of  this  amended  resolution  to 
complete  the  following  work;  that  the  fencing  required 
around  the  parking  area  to  be  replaced  with  a  wall ;  and 
that  sidewalks  and  curbs  to  be  installed  along  the  240th 
Street  frontage;  and  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  287-50) 


709-55-BZ — Vol.  Ill 

APPLICANT — Walter  T.  Gorman  for  L.M.T.  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section  7e 
of  the  Zoning  Resolution,  permitting  in  a  restricted  retail 
use  district,  the  reduction  in  size  of  a  gasoline  service 
station,  and  the  maintenance  of  an  easement  driveway. 

PREMISES  AFFECTED — 1978  to  2014  Rockaway  Park¬ 
way  and  Seaview  Avenue,  northwest  corner,  Block  8299, 


Lots  63  and  68  (formerly  Lots  59  and  68),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Carl  A.  Sulfaro. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  2,  1960,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
2,  1960  as  amended  through  October  10,  1961  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  “Received  November 
14,  1977” — one  sheet,  on  condition  that  the  work  shall  be 
completed  within  one  year  from  the  date  of  this  amended 
resolution ;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Misc.  326-77) 


774-55-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Citibank,  N.A., 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  September  25,  1977 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  parking  of  motor  vehicles  of 
the  pleasure  car  type  only  for  employees  and  customers 
of  the  bank. 

PREMISES  AFFECTED— 2155-2159  Newbold  Avenue, 
north  side,  101.47  feet  west  of  Castle  Hill  Avenue,  Block 
3814,  Lot  59,  Borough  of  The  Bronx.  Community  Board 

#9BX. 

APPEARANCES — 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  8,  1957,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  31,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  October  8,  1957  as  amended 
through  September  19,  1967  only  as  to  the  term  of  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (Alt.  783-55) 
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387-57-BZ 

APPLICANT — Morton  S.  Cahn  for  Calogero  Cavera, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  21, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
of  motor  vehicles  on  the  open  spaces  of  the  premises. 

PREMISES  AFFECTED— 111-121  East  172nd  Street,  north 
side,  100  feet  east  of  Walton  Avenue  and  110  Rockwood 
Street,  Block  2835,  Lot  11,  Borough  of  The  Bronx.  Com¬ 
munity  Board  #4BX. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  21,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  31,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
21,  1958  as  amended  through  January  16,  1973  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  on  condition  that 
the  surface  of  the  parking  lot  area  be  treated  with  a 
calcium  chloride  or  an  oil  treatment  to  prevent  the 
release  of  dust ;  that  the  fences  be  repaired  and  painted ; 
and  that  bumpers  are  to  be  installed  in  compliance  with 
the  rules  and  regulations  of  the  Department  of  Buildings  ; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects ;  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  342-57) 


490-76-BZ 

APPLICANT — Miele  Associates  for  CBR  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  7, 
1977 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  R5  district,  at  an  existing  one 
story  medical  center,  the  erection  of  a  second  floor  addition 
that  creates  non-compliance  within  the  required  yards  and 
accessory  parking. 

PREMISES  AFFECTED— 23-87  to  23-95  Bell  Boulevard 
and  214-05  to  214-15  24th  Avenue,  northeast  corner,  Block 
5958,  Lot  52,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jean  G.  Mule. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  7,  1976,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
7,  1976  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  525-76) 


593-72-BZ 

APPLICANT— Diffendale  and  Kubec  for  Richmond  Memo¬ 
rial  Hospital  and  Health  Center,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  19, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  installation 
of  an  accessory  sewage  treatment  plant  for  an  existing 
hospital. 

PREMISES  AFFECTED — 360  Seguine  Avenue,  northwest 
corner  of  Ivingsland  Street,  Block  6699,  Lot  82,  Princess 
Bay,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Peter  W.  Diffendale. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
10  A.M.,  Special  Order  Calendar,  for  decision;  hearing 
closed. 


552-75-BZ 

APPLICANT — Frank  Vaccaro  for  Helen  Bregulla,  owner. 
SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  June  8,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R3-2  district,  the  erection  of  an  enlargement  to  the  first 
and  second  floors  of  an  existing  restaurant  and  cabaret 
establishment  that  increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED — 464  Poillon  Avenue,  northwest 
corner  of  Zephyr  Avenue,  Block  6453,  Lot  13,  Annadale, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Frank  Vaccaro,  Donald  J.  Bregulla  and 
James  E.  Sak. 

For  Opposition :  Mario  M.  Candida,  C.  Bd.  #3,  Robert 
S.  Curcio  and  Marilyn  Curcio. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
10  A.M.,  Special  Order  Calendar,  for  decision;  hearing 
closed. 


426-76-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  Clem  Prop¬ 
erties,  owner ;  Clem  Snacks,  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  21, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-01  (b)  of  the  Zoning 
Resolution,  permitting  in  an  R6  district,  on  an  existing  one 
story  storage  warehouse  with  accessory  offices,  previously 
before  the  Board,  the  installation  of  a  roof  sign. 

PREMISES  AFFECTED — 318-320  54th  Street,  southeast 
corner  of  3rd  Avenue,  Block  822,  Lot  11,  Borough  of 
Brooklyn. 
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APPEARANCES— 

For  Applicant:  Harriet  Jacobs. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
10  A.M.,  Special  Order  Calendar,  for  decision;  hearing 
closed. 


113-77-BZ 

APPLICANT — Nathan  B.  Silberman  for  Brownstone  Equi¬ 
ties,  owner. 

SUBJECT — Application  March  2,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  .district,  the  conversion  of 
a  four  story.building  from  a  school  into  a  multiple  dwelling 
that  creates  non-compliance  in  floor  area  ratio  and  lot  area 
per  room. 

PREMISES  AFFECTED— 163-165  West  73rd  Street,  north 
side,  167  feet  east  of  Amsterdam  Avenue,  Block  1145,  Lot 
8,  Borough  of  Manhattan.  Community  Board  #7M. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff. 

For  Opposition :  None. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  . * .  0 


ACTION  OF  BOARD — Application  Reopened  and  laid  over 
to  February  14,  1978,  at  10  A.M.,  for  decision;  revised 
drawings  ;  hearing  closed. 


454-77-BZ 

APPLICANT— Sheldon  Lobel  for  149  West  24th  Street 
Realty  Corporation,  owner. 

SUBJECT- — Application  June  27,  1977— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-6  district,  in  an  existing  six 
story  structure,  the  conversion  of  the  second,  third  and 
fourth  floors  from  manufacturing  into  residential  occu¬ 
pancy. 

PREMISES  AFFECTED— 149-157  West  24th  Street,  north 
side,  121  feet  east  of  Seventh  Avenue,  Block  800,  Lots  9 
and  10,  Borough  of  Manhattan.  Community  Board  #4M. 
APPEARANCES— 

For  Applicant :  Sheldon  Lobel,  Shael  Shapiro  and  Melvin 
Handler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
10  A.M.,  for  decision;  hearing  closed. 


455-77-A 

APPLICANT — Sheldon  Lobel  for  149  West  24th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  June  27,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  Multiple  Dwelling 
Law. 

PREMISES  AFFECTED — 149-157  West  24th  Street,  north 
side,  121  feet  east  of  Seventh  Avenue,  Block  800,  Lots  9 
and  10,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel,  Shael  Shapiro  and  Melvin 
Handler. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978, 
at  10  A.M.,  for  decision;  hearing  closed. 


470-77-BZ 

APPLICANT — Joseph1  B.  Raia  for  Charlotte  Clark,  owner. 

SUBJECT — Application  July  12,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
second  floor  and  the  change  in  occupancy  from  a  one 
family  dwelling  into  a  two  family  dwelling  that  increases 
the  degree  of  non-compliance  within  the  side  and  rear  yard. 

PREMISES  AFFECTED — 312  Rudyard  Street,  east  side, 
320  feet  south  of  Greeley  Avenue,  Block  3744,  Lot  16, 
Dongan  Hills,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Raia. 

For  Opposition:  None. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commission  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

N egative :  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  February  14,  1978,  at  10  A.M.,  for  decision;  revised 
drawings;  hearing  closed. 


472-77-BZ 

APPLICANT — Jerome  L.  Grushkin  for  Tom  Avitabile, 

owner. 

SUBJECT— Application  July  12,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  on  a  corner  plot 
with  less  than  the  required  lot  area  and  lot  width,  the 
erection  of  a  one  family  dwelling  that  encroaches  on  the 
required  front  yard,  has  accessory  parking  within  the 
front  yard  and  has  less  than  the  required  lot  area  per 
dwelling  unit. 

PREMISES  AFFECTED — 303  Crystal  Avenue,  southeast 
corner  of  Watchogue  Road,  Block  472,  Lot  149,  Wester- 
leigh,  Borough  of  Staten  Island.  Community  Board  #7S.I. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
10  A.M.,  for  continued  hearing  at  the  request  of  the  appli¬ 
cant;  applicant  awaiting  information  from  Borough  Presi¬ 
dent's  office. 


518-77-BZ 

APPLICANT — Diffendale  and  Kubec  for  WPOW,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  August  2,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  SRD  district,  the 
enlargement  in  area  and  conversion  of  a  community  facility 
radio  studio  and  tower  into  a  commercial  radio  studio  that 
does  not  comply  with  the  special  district  regulation  for  side¬ 
walks  and  landscaping. 

PREMISES  AFFECTED— 1111  Woodrow  Road,  south  side, 
628.01  feet  east  of  Powell  Avenue,  Block  6110,  Lot  204, 
Huguenot,  Borough  of  Staten  Island.  Community  Board 

#3S.I. 

APPEARANCES— 

For  Applicant :  Peter  W.  Diffendale. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1978,  at 
10  A.M.,  for  hearing;  affected  property  owners  to  be  noti¬ 
fied. 
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526-77-BZ 

APPLICANT — Joseph  B.  Raia  for  William  O’Neill,  owner. 

SUBJECT — Application  August  9,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  the  enlargement 
in  area  of  a  two  family  dwelling  that  increases  the  degree 
of  non-compliance  and  non-conformity. 

PREMISES  AFFECTED— 77  Wilson  Terrace,  north  side, 
140  feet  east  of  Madigan  Place,  Block  835,  Lot  350,  Emer¬ 
son  Hill,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Raia. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
10  A.M.,  for  decision;  revised  drawings;  hearing  closed. 


527-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin 
et  al,  for  Abi  Kalimian,  contract  vendee. 

SUBJECT- — Application  August  11,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  C5-2  district,  the  conversion  of  an  existing 
commercial  structure  into  a  multiple  dwelling  that  creates 
non-compliance  within  the  required  rear  yard  and  with 
window  that  encroaches  on  the  minimum  distance  to  a  lot 
line. 

PREMISES  AFFECTED— 239-243  Park  Avenue  South, 
east  side,  92  feet  south  of  Gramercy  Park  South,  Block 
875,  Lot  3,  Borough  of  Manhattan.  Community  Board 
#5M. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser  and  Sy  Churgin. 

For  Opposition:  Leslie  Schwalbe,  Fred  Gorree,  M.  Apple- 
man,  Barbara  K.  Van  Camp  and  Elaine  Cannel. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commission  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  February  7,  1978,  at  10  A.M.,  for  decision,  hearing 
having  previously  been  closed. 


528-77-A 

APPLICANT— Samuel  H.  Lindenbaum  of  Rosenman  Colin 
et  al,  for  Abi  Kalimian,  contract  vendee. 

SUBJECT — Application  August  11,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED — 239-243  Park  Avenue  South, 
east  side,  92  feet  south  of  Gramercy  Park  South,  Block 
875,  Lot  3,  Borough  of  Manhattan. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commission  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  February  7,  1978,  at  10  A.M.,  for  decision,  hearing 
having  previously  been  closed. 


661-77-BZ 

APPLICANT — John  J.  Tricarico  for  Charles  N.  Guerra, 
owner. 


SUBJECT— Application  October  12,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zctiing 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  three 
story  building,  the  increase  in  the  number  of  apartments 
from  two  into  four  that  increases  the  degree  of  non-com¬ 
pliance  in  lot  area  per  room  and  the  lot  area  requirements. 

PREMISES  AFFECTED — 80-15  Jamaica  Avenue,  north 
side,  140.27  feet  east  of  80th  Street,  Block  8847,  Lot  152, 
Jamaica,  Borough  of  Queens.  Community  Board  #9Q. 

APPEARANCES— 

For  Applicant:  John  J.  Tricarico. 

For  Opposition:  Joan  Beckwith. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
10  A.M.,  for  decision;  hearing  closed. 


859-76-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Unique  Restorations, 
Incorporated,  Contract  Vendee. 

SUBJECT — Application  November  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  enlarge¬ 
ment  in  area  conversion  of  an  existing  hospital  into  a  10 
story  multiple  dwelling  that  will  increase  the  degree  of 
non-compliance  in  floor  area  ratio,  open  space  ratio,  lot 
area  per  room,  rear  yard  encroachment  and  creates  non- 
compliance  on  the  inner  court  area  and  minimum  distance 
between  windows  and  lot  lines. 

PREMISES  AFFECTED— 168-170  West  76th  Street,  south 
side.  120  feet  east  of  Amsterdam  Avenue,  Block  1147,  Lot 
59,  Borough  of  Manhattan.  Community  Board  #7M. 
APPEARANCES— 

For  Applicant:  Sherrie  Saint-Amant,  Alan  S.  Kisseloff  and 
Samuel  J.  Kisseloff. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1978,  at 
10  A.M.,  for  hearing  at  the  request  of  the  Community  Plan¬ 
ning  Board;  applicant  concurs. 


860-77-A 

APPLICANT — Samuel  J.  Kisseloff  for  Unique  Restorations, 
Incorporated,  Contract  Vendee. 

SUBTECT — Application  November  1,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  access  and 
egress. 

PREMISES  AFFECTED— 168-170  West  76th  Street,  south 
side.  120  feet  east  of  Amsterdam  Avenue,  Block  1147,  Lot 
59,  Borough  of  Manhattan. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1978, 
at  10  A.M.,  for  hearing  at  the  request  of  the  Community 
Planning  Board;  applicant  concurs. 


297-77-BZ 

APPLICANT — Joseph  B.  Raia  for  Jacqueline  Traut,  owner. 

SUBJECT — Application  June  14,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  story  building  for  use  as  offices  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — Lincoln  Avenue,  north  side  of 
Lisbon  Place,  Block  3578,  Lot  44,  Dongan  Hills,  Borough 
of  Staten  Island.  Community  Board  #2S.I. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Raia 

For  Opposition :  Ralph  P.  Casella 

For  Administration:  John  Steinberg,  CPC. 


I 
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RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fosseila,  Vice  Chairman 

Agusta,  Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  15,  1977,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  November  29,  1977 ;  then  to  December 
13,  1977:  then  to  January  10,  1978;  then  to  January  17,  1978; 
then  to  January  31,  1978;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  27,  1977,  acting  on  N.B.  Applic.  #445/1977,  reads: 

“I.  The  proposed  use  of  business  offices,  Use  Group 
6  which  is  not  a  use  permitted  as  of  right  when  located 
in  R3-2  zoning  district,  is  contrary  to  Section  22-10  of 
Zoning  Resolution.” 

2.  There  are  no  bulk,  parking  or  loading  regulations 
for  a  building  used  for  commercial  purpose  when  located 
in  residential  district.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  site  is  an  irregular  plot,  with  62  feet  9 
inches  on  Lisbon  Place  by  100  feet  on  Lincoln  Avenue  and 
with  interior  lot  lines  of  67  feet  7  inches  and  99  feet  11  inches 
adjacent  to  and  facing  commercial  ventures  including  an 
eating  and  drinking  establishment,  real  estate  offices  and 
retail  stores ;  and 

Whereas,  Lincoln  Avenue  is  a  heavily  trafficked  thorough¬ 
fare  ;  and 

Whereas,  the  local  community  board  has  recommended  ap¬ 
proval;  and 

Whereas,  the  architectural  design  and  proposed  use  are 
compatible  with  the  surrounding  uses  and  a  suitable  buffer 
to  the  residential  area ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  one- 
story  building  for  use  as  offices  with  accessory  parking  in 
the  open  area,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  as  they  apply  to  the  objection,  above 
noted,  filed  with  this  application,  marked  ‘‘Received  June  14, 
1977”,  8  sheets;  and  on  further  condition  that  the  use  be 
restricted  to  real  estate  and  insurance  only ;  that  this  variance 
shall  lapse  with  any  change  in  ownership  or  control ;  that  the 
hours  of  operation  be  limited  to  from  9 :00  A.M.  to  8  :00  P.M., 
Monday  through  Friday,  9  :00  A.M.  to  5  :00  P.M.,  Saturday, 
and  closed  on  Sunday ;  that  signs  be  limited  to  identification 
signs  permitted  in  a  residence  district ;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


298-77-A 

APPLICANT — Joseph  B.  Raia  for  Jacqueline  H.  Traut, 
owner. 

SUBJECT — Application  June  14,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water. 


PREMISES  AFFECTED — Lincoln  Avenue,  north  side  of 
Lisbon  Place,  Block  3578,  Lot  44,  Dongan  Hills,  Borough 
of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Raia. 

For  Opposition:  Ralph  P.  Casella. 

For  Administration:  John  Steinberg,  C.P.C. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fosseila,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  27,  1977,  on  N.B.  Applic.  #445/77,  reads : 

“3.  The  proposed  use  of  drywells  for  100%  dis¬ 
posal  of  storm  water  when  no  public  sewer  into  which 
discharge  is  feasible,  are  located  within  500  feet  of  the 
property  is  contrary  to  Section  P110.2(c)  (2),  RS-16  of 
the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  27,  1977,  acting  on  N.  B.  Applic.  #445/77,  Ob¬ 
jection  No.  3,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  volume  of 
the  dry  wells  be  of  sufficient  capacity  to  contain  2  inches  of 
rainwater  over  the  entire  lot  area,  same  to  be  verified  by  the 
Department  of  Buildings;  that  the  volume  of  voids  of  selected 
gra-  el  carefully  placed  under  and  to  the  sides  of  the  dry 
wells  may  be  used  to  satisfy  the  required  retained  volume  as 
long  as  it  represents  not  more  than  25  percent  of  the  volume 
required,  a  minimum  of  75  percent  of  volume  to  be  within  the 
dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure,  then,  will  connect  to 
such  sewer ;  that  all  work  conform  to  the  resolution  adopted 
this  date  under  Calendar  Number  297-77-BZ;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


315-77-BZ 

APPLICANT — E.  Lauria,  P.E.  for  Highpoint  Enterprises, 
Incorporated,  owner. 

SUBJECT— Application  June  21,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-30  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-1  district,  the  installation 
of  an  additional  radio  tower  and  the  enlargement  of  the 
accessory  communication  equipment  structure. 

PREMISES  AFFECTED — Merrick  Avenue,  south  side, 
139.87  feet  west  of  Westminster  Court,  Block  878,  Lot  339, 
Todt  Hill,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

APPEARANCES— 

For  Applicant :  E.  Lauria. 

For  Opposition :  Albert  V.  Maniscalco. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf .  5 

Negative:  Chairman  Fosseila .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  1,  1977,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  November  3,  1977;  then  to  Novem¬ 
ber  17,  1977 ;  then  to  December  6,  1977;  then  to  December 
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13,  1977 ;  then  to  January  17,  1978;  then  to  January  31,  1978; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  acting  on  Alt.  Applic.  #124/1977,  reads: 

“1.  The  proposed  construction  of  a  radio  tower 
and  accessory  communication  equipment  structure  in  a 
Rl-1  District  is  contrary  to  Section  22-11  ZR  and  must 
referred  to  the  Board  of  Standards  and  Appeals  under 
Section  22-22  ZR  for  a  special  permit. 

2.  There  are  no  bulk  requirements  for  this  proposal 
in  the  zoning  resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  site  if  presently  developed  with  an  accessory 
radio  tower ;  and 

Whereas,  the  proposed  tower  will  comply  with  the  most 
stringent  international  standards ;  and 

Whereas,  the  Board  has  determined  that  the  tower  will 
be  an  integral  part  of  the  sea  traffic  safety  in  New  York  Har¬ 
bor;  and 

Whereas,  the  Board  finds  that  the  advantages  outweigh 
the  disadvantages  to  be  derived  by  the  community  and  City ; 
and 

Whereas,  this  installation  will  not  have  a  detrimental 
affect  on  the  privacy,  quiet,  light  and  air  in  the  surrounding 
area ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-30  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-30  of  the  Zoning  Resolution,  to  permit  in  an 
Rl-1  district,  the  installation  of  a  radio  tower  and  the  enlarge¬ 
ment  in  area  of  the  communications  structure,  on  condition 
that  all  work  conform  to  the  drawings  filed  with  this  applica¬ 
tion,  marked  “Received  June  21,  1977”,  2  sheets;  on  further 
condition  that  the  existing  tower  be  removed  and  all  services 
connected  thereto  be  transferred  to  the  new  tower ;  that 
there  shall  be  no  future  expansion  of  services  of  any  kind 
on  the  proposed  tower ;  that  this  Special  Permit  shall  be 
limited  to  a  term  of  ten  years ;  and  that  all  other  laws,  rules 
and  regulations  applicable  be  complied  with. 


316-77-A 

APPLICANT — E.  Lauria  for  Highpoint  Ent.  Incorporated, 

owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — Merrick  Avenue,  south  side, 
139.87  feet  west  of  Westminster  Ct.,  Block  878,  Lot  339, 
Todt  Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Ed.  Lauria. 

For  Opposition:  Albert  V.  Maniscalco. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta 


and  Commissioner  Wolf  .  5 

Negative:  Chairman  Fossella  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  on  Alt.  Applic.  #124/77,  reads: 

“3.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore: 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Sect.  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 


8%  of  the  total  perimeter  of  the  building  fronting  di¬ 
rectly  upon  a  legally  mapped  street  or  frontage  space 
and  is  therefore  contrary  to  Sect.  C26-401.0  of  the  Ad¬ 
ministrative  Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  acting  on  Alt.  Applic.  #124/1977,  Objec¬ 
tion  No.  3,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  all  work  con¬ 
form  to  the  resolution  adopted  this  date  under  Calendar  Num¬ 
ber  315-77-BZ;  on  further  condition  that  there  be  a  fire 
hydrant  within  200  feet  of  the  site  on  Merrick  Avenue;  and 
that  all  other  laws,  rules  and  regulations  be  complied  with. 


504-77-BZ 

APPLICANT— Solomon  Sheer  for  Southern  Associates, 
Incorporated,  owner,  Lew  Dennis  Rest  Inc.,  lessee. 
SUBJECT — Application  July  27,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-9  district,  in 
an  existing  five  story  mixed  building,  the  addition  to  the 
uses  of  the  first  floor  restaurant  to  include  limited  cabaret 
(dancing  only). 

PREMISES  AFFECTED— 579-581  Third  Avenue,  north¬ 
east  corner  of  East  38th  Street,  Block  919,  Lot  1,  Borough 
of  Manhattan.  Community  Board  #6M. 
APPEARANCES— 

For  Applicant:  Solomon  Sheer. 

For  Opposition:  Jane  Adler,  Phyllis  H.  Weinberg  and 
Eleanor  C.  French. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  18,  1977,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  November  15,  1977 ;  then  to  November  29, 
1977 ;  then  to  January  24,  1978;  then  to  January  31,  1978; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1977,  acting  on  Alt.  Applic.  #591/1977,  reads: 
“Cl.  The  proposed  addition  of  “Customer  Dancing” 
to  the  existing  Eating  or  Drinking  Establishment  Use 
Group  6  would  create  an  Eating  or  Drinking  Establish¬ 
ment  Use  Group  12,  which  is  not  permitted  as  a  matter 
of  right  in  a  Cl-9  district  as  per  Section  32-21  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  72-21  and  72-01  (b)  of  the  Zoning  Resolution,  and 
that  the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Sections  72-21  and  72-01 
(b)  of  the  Zoning  Resolution,  to  permit  in  a  Cl-9  district, 
in  an  existing  four-story  mixed  building,  the  addition  to  the 
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uses  of  the  first-floor  restaurant  to  include  limited  cabaret, 
(dancing  only),  on  condition  that  all  work  shall  substantially 
conform  to  drawings  as  they  apply  to  the  objection,  above 
noted,  filed  with  this  application,  marked  “Received  July  27, 
1977”,  one  sheet,  and  “November  9,  1977”,  one  sheet;  and 
on  further  condition  that  this  variance  shall  be  limited  to  a 
term  of  one  year ;  that  this  variance  shall  lapse  with  any 
change  in  ownership  or  control ;  that  the  cabaret  use  be  re¬ 
stricted  to  patron  dancing,  only  on  Sunday,  Monday  and 
Wednesday;  that  there  shall  be  no  live  entertainment;  that 
music  be  by  meqhanical  devices  only ;  that  the  ceiling  be 
acoustically  treated  to  prevent  noise  from  emanating  outside 
the  premises;  and  that  all  laws,  rules  and  regulations  applic¬ 
able  be  complied  with,  and  that  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 


662-77-BZ 

APPLICANT — McGee  and  Morsellino  for  Walter  Schutz, 
owner,  County  Instruments  Company,  lessee. 

SUBJECT — Application  October  13,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl -2  district, 
the  enlargement  in  area  and  maintenance  of  an  existing 
automotive  repair  shop  for  the  installation  of  electronic 
equipment. 

PREMISES  AFFECTED— 159-02  Union  Turnpike,  south¬ 
east  corner  of  159th  Street,  Block  6854,  Lot  27,  Jamaica, 
Borough  of  Queens.  Community  Board  #8Q. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Waive  public  hearing. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman 

Agusta,  Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  17,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  31,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  21,  1977,  acting  on  Alt.  #721/1977,  reads: 

“3.  The  proposed  change  of  use  from  a  one  family 
detached  dwelling,  Use  Group  1,  to  a  Motor  Vehicle 
Repair  Shop,  Use  Group  16,  within  a  Cl-2  in  R2  Zone 
is  contrary  to  Sections  32-25,  and  52-30  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  72-21  and  72-01  (b)  of  the  Zoning  Resolution,  and 
that  the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Sections  72-21  and  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the  enlarge¬ 
ment  in  area  and  maintenance  of  an  existing  automotive 
repair  shop  for  the  installation  of  electronic  equipment  on 
condition  that  all  work  shall  substantially  conform  to  drawings 
as  they  apply  to  the  objection,  above  noted,  filed  with  this 
application,  marked  “Received  October  13,  1977”,  7  sheets,  and 
“January  22,  1978”,  one  sheet;  and  on  further  condition  that 
repairs  be  limited  to  the  installation  of  electronic  equipment 


and  devices ;  that  there  shall  be  no  motor  or  body  repairs ; 
that  the  hours  of  operation  be  limited  to  from  8  :00  A.M.  to 
6:00  P.M.,  Monday  through  Saturday,  and  closed  on  Sunday; 
that  all  frame  walls  within  3  feet  of  a  lot  line  be  protected  to 
provide  a  one-hour  rated  wall ;  that  all  windows  along  said 
wall  be  three-quarter  fireproof,  self-closing  type  only;  that 
a  smoke  detector  system  be  installed  throughout  and  properly 
maintained ;  that  all  the  above  described,  limited  servicing 
and  installations  be  within  the  enclosed  building;  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


663-77-A 

APPLICANT— McGee  and  Morsellino  for  Walter  Schutz, 
owner,  County  Instruments  Company,  lessee. 

SUBJECT — Application  October  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  change 
of  use  of  one  family  frame  building  within  the  fire  limits. 
PREMISES  AFFECTED — 159-02  Union  Turnpike,  south¬ 
east  corner  of  159th  Street,  Block  6854,  Lot  27,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  21,  1977,  on  Alt.  Applic.  #721/77,  reads: 

“4.  The  proposed  change  of  use  of  a  one  story  and 
attic  frame  dwelling  to  a  motor  vehicle  repair  shop, 
within  the  fire  limits,  of  occupancy  group  D-l,  is  con¬ 
trary  to  Table  4-1,  Administrative  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which1  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  21,  1977,  acting  on  Alt.  Applic.  #721/1977, 
Objection  No.  4,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
conform  to  the  resolution  adopted  this  dated  under  Calendar 
Number  662-77-BZ ;  and  that  all  other  laws,  rules  and  regu¬ 
lations  be  complied  with. 

Adjourned:  1:05  P.M. 

Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  31,  1978,  2  P.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

620-47-SM 

APPLICANT — Algoma  Hardwoods,  Incorporated,  owner. 
SUBJECT — Change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 
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THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  . . .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
620-47- SM :  Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

Algoma  Hardwoods,  Incorporated,  Algoma,  Wisconsin  re¬ 
quests  that  the  resolution  adopted  May  18,  1948  and  as 
amended  at  various  times  through  February  26,  1974  under 
Calendar  Number  620-47-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Fire  door  core. 

DESCRIPTION :  The  applicant  has  submitted  an  affidavit 
showing  Champion  International  Corporation  sold  all  rights 
and  assets  of  its  Algoma,  Wisconsin  door  and  plywood  opera¬ 
tions  to  Algoma  Hardwoods. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  18,  1948  and  as 
amended  at  various  times  through  February  26,  1974  under 
Calendar  Number  620-47,-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer,  new  owner- 
manufacturer  being  Algoma  Hardwoods,  Incorporated  on 
condition  that  all  uses  and  installations  of  the  fire  door  core 
shall  comply  with  the  applicable  requirements  of  the  Building 
Code  of  the  City  of  New  York  and  the  original  resolution 
end  previous  amendments  adopted  under  this  Calendar 
Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


143-54-SM 

APPLICANT — Algoma  Hardwoods,  Incorporated,  owner. 
SUBJECT — Change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
143-54-SM :  Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 


Algoma  Hardwoods,  Incorporated,  Algoma,  Wisconsin, 
requests  that  the  resolution  adopted  June  2,  1954  and  as 
amended  through  March  23,  1976  under  Calendar  Number 
143-54-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer. 

PROPOSED  USE:  1  hour  and  hour  fire  rated  doors. 
DESCRIPTION :  The  applicant  has  submitted  an  affidavit 
showing  Champion  International  Corporation  sold  all  rights 
and  assets  of  its  Algoma,  Wisconsin  door  and  plywood  oper¬ 
ations  to  Algoma  Hardwoods. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  2,  1954  and  as 
amended  through  March  23,  1976  under  Calendar  Number 
143-54-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer,  new  owner-manufacturer  being 
Algoma  Hardwoods,  Incorporated  on  condition  that  all  uses 
and  installations  of  the  1  hour  and  %  hour  fire  rated  doors 
shall  comply  with  the  applicable  requirements  of  the  Building 
Code  of  the  City  of  New  York  and  the  original  resolution 
and  previous  amendments  adopted  under  this  Calendar 
Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calender  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


246-60-SA 

APPLICANT — Lindy  Coil,  Incorporated,  owner. 
SUBJECT — Change  of  ownership. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
246-60-SA:  Amendment  to  resolution  so  as  to  show  a  change 
of  ownership. 

Lindy  Coil  Incorporated,  Bronx,  New  York,  requests  that 
the  resolution  adopted  October  11,  1960  and  as  amended 
through  May  24,  1977  under  Calendar  Number  246-60-SA  be 
reopened  and  amended  so  as  to  show  a  change  of  ownership. 
PROPOSED  USE:  Oil  preheater. 

DESCRIPTION :  The  applicant  has  submitted  an  affidavit 
showing  Lindy  Coil  Incorporated  has  purchased  the  Vigilante 
oil  preheater  line  from  Farrier  Industries,  Incorporated, 
Lindy  Products  Division,  the  new  owner-manufacturer  is 
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known  as  Lindy  Coil  Incorporated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  11,  1960  and 
amended  through  May  24,  1977  under  Calendar  Number 
246-60-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer,  new  owner-manufacturer  being  Lindy 
Coil  Incorporated  on  condition  that  all  uses  and  installations 
of  the  preheaters  shall  comply  with  the  applicable  require¬ 
ments  of  the  Building  Code  of  the  City  of  New  York  and  the 
original  resolution  and  previous  amendment  adopted  under 
this  Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


713-60-SM 

APPLICANT — Algoma  Hardwoods,  Incorporated,  owner. 
SUBJECT — Change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
713-60-SM  :  Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

Algoma  Hardwoods,  Incorporated,  Algoma,  Wisconsin, 
requests  that  the  resolution  adopted  December  5,  1961  and 
as  amended  through  April  8,  1975  under  Calendar  Number 
713-60-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer. 

PROPOSED  USE:  Flameproof  plywood. 

DESCRIPTION :  The  applicant  has  submitted  an  affidavit 
showing  Champion  International  Corporation  sold  all  rights 
and  assets  of  its  Algoma,  Wisconsin  door  and  plywood  oper¬ 
ations  to  Algoma  Hardwoods. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  5,  1961  and  as 
amended  through  April  8,  1975  under  Calendar  Number 
713-60-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer,  new  owner-manufacturer  being 
Algoma  Hardwoods,  Incorporated  on  condition  that  all  uses 
and  installations  of  the  flameproof  plywood  shall  comply  with 
the  applicable  requirements  of  the  Building  Code  of  the  City 
of  New  York  and  the  original  resolution  and  previous  amend¬ 
ments  adopted  under  this  Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 


facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


140-73-SA 

APPLICANT— Preway,  Incorporated,  owner. 

SUBJECT — Additional  designations  for  previously  approved 
fireplaces. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
140-73-SA:  Amendment  to  resolution  to  include  additional 
designations  for  previously  approved  fireplaces. 

Preway,  Incorporated,  Wisconsin  Rapids,  Wisconsin,  re¬ 
quested  that  the  resolution  adopted  January  15,  1974  and 
amended  July  19,  1977  under  Calendar  Number  140-73-SA 
be  reopened  and  amended  to  include  additional  designations 
for  previously  approved  fireplaces. 

PROPOSED  USE:  Factory-built  wood-burning  fireplaces. 
DESCRIPTION :  The  previously  approved  Preway  Model 
B136EM  is  also  available  with  the  Sears  designation  of 
Model  155.847800. 

A  previously  approved  fireplace  was  mistakenly  designated 
as  Sears  Model  155.8445100.  This  should  be  Sears  Model 

155.845100. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  15,  1974  and 
amended  July  19,  1977  under  Calendar  Number  140-73-SA  be 
reopened  and  amended  to  include  additional  designations  for 
previously  approved  fireplaces,  Sears  Models  155.847800  and 

155.845100,  on  condition  that  all  uses,  locations,  and  installa¬ 
tions  shall  comply  with  all  applicable  requirements  of  the 
Building  Code  of  the  City  of  New  York  and  the  original 
resolution  and  previous  amendment  adopted  under  this  Cal¬ 
endar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar.  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor- 
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porate  name,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


139-75-SA 

APPLICANT — Superior  Fireplace  Company,  Division  of 
Mobex  Corporation,  owner. 

SUBJECT — Change  of  corporate  name. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
139-75-SA :  Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Superior  Fireplace  Company,  Division  of  Mobex  Corpora¬ 
tion,  Fullerton,  California,  requests  that  the  resolution 
adopted  September  9,  1975  and  as  amended  February  22, 
1977  under  Calendar  Number  139-75-SA  be  reopened  and 
amended  so  as  to  show  a  change  of  corporate  name. 
PROPOSED  USE:  Factory  built  fireplaces. 
DESCRIPTION  :  The  applicant  requests  that  the  corporate 
name  be  changed  from  Superior  Fireplace  Company  to 
Superior  Fireplace  Company,  Division  of  Mobex  Corpora¬ 
tion.  When  Superior  Fireplace  had  a  new  logo  drawn  up, 
the  corporate  name  was  added.  There  has  been  no  change 
in  the  company  ownership. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  9,  1975  and 
?s  emended  February  22,  1977  under  Calendar  Number 
139-75-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  corporate  name  from  Superior  Fireplace  Company  to 
Superior  Fireplace  Company,  Division  of  Mobex  Corpora¬ 
tion  on  condition  that  all  uses  and  installations  of  the  fire¬ 
places  shall  comply  with  the  applicable  requirements  of  the 
New  York  State  Multiple  Dwelling  Law  and  the  Building 
Code  of  the  City  of  New  York  and  of  the  original  resolution 
and  previous  amendments  adopted  under  this  Calendar 
Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  t'  e  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


926-77-SM 

APPLICANT — Lawler  ITT,  Fluid  Handling  Division, 
owner. 

SUBJECT — Backflow  preventers. 

APPEARANCES—  . 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
926-77-SM:  Lawler  ITT,  Fluid  Handling  Division,  Skokie, 
Illinois,  filed  for  approval  of  Lawler  ITT  Reduced  Pressure 
Zone  and  Double  Check  Valve  Backflow  Preventers,  Models 
RZ3,  RZ3-S,  RZ4,  RZ4-S,  RZ5,  RZ5-S,  RZ6,  RZ6-S,  RZ8, 
RZ8-S,  RZ’2,  RZ16,  RZ24,  RZ32,  RZ40,  DC3,  DC3-S, 
DC4,  DC4-S,  DC5,  DC5-S,  DC6,  DC6-S,  DC8,  DC8-S, 
DC12,  DC16,  DC24,  DC32  and  DC40,  under  the  provisions 
of  Article  16  and  RS  16  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Backflow  preventers  to  protect  potable 
water  lines  against  back-siphonage. 

DESCRIPTION :  The  backflow  preventers  consist  of  two 
spring  loaded  poppet  check  valves,  two  gate  valves,  and  four 
test  cocks.  The  RZ  Series  preventers  have,  in  addition, 
diaphragm  operated  differential  relief  valves  located  between 
the  check  valves.  If  the  pressure  differential  between  the 
u  stream  and  downstream  check  valve  drops  to  within  2  PSI 
of  the  inlet  pressure,  the  differential  relief  valve  opens  and 
maintains  the  proper  pressure  differential.  The  rated  maxi¬ 
mum  working  pressure  is  150  PSI.  The  bodies  are  made  of 
bronze  or  cast  iron.  The  bolts  are  stainless  steel,  the  in¬ 
ternal  parts  are  stainless  steel  or  bronze,  and  the  valve  discs 
are  faced  with  a  molded  elastomer. 

INSPECTION  AND  TEST:  The  backflow  preventers 
have  been  tested  and  approved  by  Twining  Laboratories, 
Incorporated,  Fresno,  California  (Nos.  3306  and  3307)  and 
the  University  of  Southern  California  Foundation  for  Cross- 
Connection  Control  and  Hydraulic  Research  (Nos.  76  and 
77). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Lawler  ITT  Reduced  Pressure  Zone 
and  Double  Check  Valve  Backflow  Preventers,  Models 
RZ3,  RZ3-S,  RZ4,  RZ4-S,  RZ5,  RZ5-S,  RZ6,  RZ6-S,  RZ8, 
RZ8-S,  RZ12,  RZ16,  RZ24,  RZ32,  RZ40,  DC3,  DC3-S, 
DC4,  DC4-S,  DC5,  DC5-S,  DC6,  DC6-S,  DC8,  DC8-S, 
DC12,  DC16,  DC24,  DC32,  and  DC40,  under  the  provisions 
of  Article  16  and  RS  16  of  the  Building  Code  of  the  City 
of  New  York  on  condition  that  all  uses,  locations,  and 
installations  shall  comply  with  the  applicable  requirements 
of  the  Building  Code.  The  backflow  preventers  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  926-77-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
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of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


978-77-SM 

APPLICANT — McTighe  Industries,  Incorporated  for 
Buffalo  Tank,  owner. 

SUBJECT — Oil  water  separators. 

APPEARANCES— 

For  Applicant :  Patrick  M.  McCarthy. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
978-77-SM :  McTighe  Industries,  Incorporated,  Huntington, 
New  York,  for  Buffalo  Tank,  Dunellen,  New  Jersey,  filed 
for  approval  of  McTighe  Oil-Water  Separators,  Models 
CO-12,  CO-30,  OWS-IOOO,  OWS-2000,  OWS-4000,  OWS- 
6000,  OWS-8000,  and  OW-10,000,  under  the  provisions  of 
Chapter  19  of  the  Administrative  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Oil-water  separators. 

DESCRIPTION :  The  separators  range  in  capacity  from 
550  to  12,000  gallons.  The  separators  are  cylindrical  in  shape 
and  made  of  steel.  The  oil-water  mixture  flows  into  a  series 
of  corrugated  steel  baffles,  which  causes  agitation  and  allows 
the  oil  droplets  to  separate  and  float  to  the  top.  The  pure 
water  is  then  drawn  off  from  the  bottom.  Optional  com¬ 
ponents  include  a  high  capacity,  open  impeller  pump  with 
check  valve  and  a  float  type  gauge  to  indicate  the  water  and 
oil  levels.  Both  components  are  available  with  explosion- 
proof  micro-switches. 

INSPECTION  AND  TEST :  The  oil-water  separators  have 
been  certified  by  Judson  Swift,  P.  E.  No.  35355,  to  comply 
with  all  applicable  requirements  of  the  American  Petroleum 
Institute. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  McTighe  Oil-Water  Separators, 
Models  CO-12,  CO-30,  OWS-1000,  OWS-2000,  OWS-4000, 
OWS--6000,  OWS-8000,  and  OWS-10,000,  on  condition  that 
all  uses,  locations,  and  installations  shall  comply  with  the 
applicable  requirements  of  the  Building  Code  and  Chapter  19 
of  the  Administrative  Code  of  the  City  of  New  York.  The 
oil-water  separators  shall  be  permanently  labeled :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  978-77-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 


the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

1-78-SA 

APPLICANT — Dor-O-Matic,  Division  of  Republic  Indus¬ 
tries,  Incorporated,  owner. 

SUBJECT — Automatic  door  operators. 

APPEARANCES— 

For  Applicant:  Barry  W.  Durgin. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1-78-SA:  Dor-O-Matic,  Division  of  Republic  Industries, 
Incorporated,  Chicago,  Illinois,  for  Dor-O-Matic  of  New 
York,  Incorporated,  Fort  Lee,  New  Jersey,  filed  for  approval 
of  Dor-O- Pak  II  automatic  door  operators,  Models  7653  and 
7663 ;  followed  by  00,  Of,  02,  ‘36,  37,  42,  43,  60,  62,  72,  74,  or 
88 ;  followed  by  three  suffix  numbers ;  under  the  provisions 
of  Article  5  and  6  and  RS  5  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Automatic  door  operators. 
DESCRIPTION :  The  electric  operators  automatically  open 
and  close  swinging  doors  in  commercial  or  institutional  build¬ 
ings.  Model  7653  is  used  for  Jiinged  or  offset  pivoted  doors 
and  is  mounted  on  the  door  frame  above  existing  doors. 
Model  7663  is  used  for  center  hung  doors  and  is  mounted 
directly  above  the  door  to  form  an  integral  part  of  the  frame. 
Each  operator  has  one  or  two  pumps  and  hinges.  A  single 
operator  can  be  used  for  one  or  two  doors,  or  two  operators 
can  be  used  independently  for  a  pair  of  adjacent  doors.  If 
the  power  source  of  the  operators  is  interrupted,  the  doors 
can  be  operated  manually  with  the  application  of  8  pounds 
of  force. 

INSPECTION  AND  TEST :  The  door  operators  have  been 
tested  and  approved  by  Underwriters’  Laboratories  (File 
E32300). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Dor-O- Pak  II  automatic  door  oper¬ 
ators,  Models  7653  and  7663;  followed  by  00,  01,  02,  36,  37, 
42,  43,  60,  62,  72,  74,  or  88 ;  followed  by  three  suffix  numbers ; 
under  the  provisions  of  Articles  5  and  6  and  RS  5  of  the 
Building  Code  of  the  City  of  New  York  on  condition  that 
all  uses,  locations  and  installations  of  the  door  operators  shall 
comply  with  the  applicable  requirements  of  the  Building  Code. 
The  door  operators  shall  be  permanently  labeled :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  1-78-SA.” 
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A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual 
affidavit  wall  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


11-78-SM 

APPLICANT— Anti-Hydro  Waterproofing  Company, 

owner. 

SUBJECT — High  strength  non-shrink  grout. 
APPEARANCES— 

For  Applicant:  Jack  Kaplan. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
11-78-SM:  Anti-Hydro  Waterproofing  Company,  Newark, 
New  Jersey,  filed  for  approval  of  Axpandcrete  S  Grout  un¬ 
der  the  provisions  of  Article  10  and  RS  10  of  the  Building 
Cede  of  the  City  of  New  York. 

PROPOSED  USE:  High  strength  non-shrink  grout. 
DESCRIPTION :  The  grout  is  available  as  a  pre-mixed 
powder  to  which  water  is  added  to  produce  a  high  strength, 
non-shrink  cementitious  material.  Between  1(4  and  2*4  gal¬ 
lons  of  -water  are  added  to  each  90  pound  bag.  The  grout 
consists  of  silica  sand,  Portland  cement,  and  chemical  agents. 
The  grout  can  achieve  compressive  strengths  of  between 
6000  psi  and  12,000  psi.  When  the  grout  is  used  for  thick¬ 
nesses  greater  than  1",  45  pounds  of  J4”  stone  or  gravel  are 
added  to  each  90  pound  bag  of  grout. 

INSPECTION  AND  TEST :  The  grout  has  been  tested 
for  strength,  shrinkage,  setting  time,  durability,  and  com¬ 
position  and  approved  by  the  Bureau  of  Materials,  Testing, 
and  Research,  Harrisburg,  Pennsylvania,  the  State  of  New 
Jersey  Department  of  Transportation,  and  the  New  York 
State  Department  of  Transportation. 

RECOMMENDATION :  The  Committee  on  Test  recom- 
ments  the  approval  of  Axpandcrete  S  Grout  under  the  pro¬ 
visions  of  Article  10  and  RS  10  of  the  Building  Code  of  the 
City  of  New  York  on  condition  that  all  uses,  and  calculations 
and  design  criteria  associated  with  its  uses,  shall  comply 
with  the  applicable  requirements  of  the  Building  Code.  The 
packaging  and  bills  of  lading  of  the  grout  shall  be  labeled: 
“Approved  by  ffie  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  11-78-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu- 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 


this  Board,  certifying  that  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


265-41-SM 

APPLICANT— Menken  Import  Incorporated,  owner. 
SUBJECT — Revocation  of  Flameproofing  Compound. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  March  2,  1943;  and 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  on  November 
29,  1973  and  May  12,  1977  at  the  address  on  file  with  the 
Board  has  not  been  returned  by  the  Post  Office  Department 
nor  acknowledged  by  the  addressee ;  and 

Whereas,  a  fourteen  day  notice  of  this  hearing  has  been 
mailed  to  the  applicant. 

Resolved ,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


771-41-SA 

APPLICANT — Jackson  Oil  Burner  Company,  owner. 
SUBJECT — Revocation  of  Jackson  Oil  Burner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  February  24,  1942 ;  and 
Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  on  May  16,  1977 
at  the  address  on  file  with  the  Board  has  not  been  returned 
by  the  Post  Office  Department  nor  acknowledged  by  the 
addressee;  and 
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Whereas,  a  fourteen  day  notice  of  this  hearing  has  been 
mailed  to  the  applicant. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


842-42-SM 

APPLICANT — P  and  F  Corbin,  Division  of  American 
Hardware  Corporation  of  New  York,  owner. 

SUBJECT — Revocation  of  Corbin  Automatic  Exit  Fixture 
or  Panic  Bolts. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  July  27,  1943;  and 

Whereas,  the  applicant’s  representative,  Mr.  John  Dono¬ 
hue  appeared  at  the  Public  Hearing  on  January  14,  1969, 
and  requested  to  have  Calendar  Number  842-42-SM  removed 
from  the  revocation  list;  and 

Whereas,  the  Board’s  action  removed  the  case  from  the 
revocation  list;  and 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  cited;  and 

Whereas,  as  one^  of  the  conditions  of  approval  was  the 
requirement  of  filing  an  annual  affidavit  effective  date  being 
the  date  of  approval ;  and 

Whereas,  the  date  of  filing  of  the  affidavit  for  this  approval 
was  July  1968 ;  and 

Whereas,  the  applicant  has  not  filed  the  required  affidavit 
within  the  specified  period ;  and 
Whereas,  mail  addressed  to  the  applicant  on  May  16,  1977, 
at  the  address  on  file  with  the  Board  has  been  returned  by 
the  Post  Office  Department  marked  “Not  deliverable  as 
addressed” ;  and 

WnEREAS,  a  fourteen  day  notice  of  this  hearing  has  been 
mailed  to  the  applicant. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

1013-57-SM 

APPLICANT — Certain  Teed  Corporation,  Insulation  Group, 
owner. 

SUBJECT — Revocation  of  Incombustible  acoustical  tile — 
request  of  applicant. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  March  31,  1959;  and 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 


Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


342-66-SM 

APPLICANT — Menken  Import  Incorporated,  owner. 
SUBJECT— Revocation  of  Kantburn  No.  2. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  appli¬ 
cant  on  February  28,  1967 ;  and 
Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  on  November 
29,  1973  and  May  12,  1977  at  the  address  on  file  with  the 
Board  has  not  been  returned  by  the  Post  Office  Department 
nor  acknowledged  by  the  addressee ;  and 
Whereas,  a  fourteen  day  notice  of  this  hearing  has  been 
mailed  the  applicant. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


669-77-SA 

APPLICANT— Security  Engineering  Incorporated,  owner. 
SUBJECT- — Electromagnetic  locks. 

APPEARANCES— 

For  Applicant:  Norman  M.  Thrope. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 

617-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Emil  Rausman, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 1606  Drumgoole  Road  East, 
south  side,  100  feet  west  of  Parkwood  Avenue,  Block  6910, 
Lot  13,  Annadale,  Borough  of  Staten  Island. 
APPEARANCES—  _ 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative: . ., .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  22,  1977,  on  N.B.  Applic.  #458/77,  reads : 

“The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
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is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standards  RS-16  Section  P110.2(c)(2) 
Administrative  Building  Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  August  22,  1977,  acting  on  N.B.  Applic. 
#458/77  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  volume  of  the 
dry  wells  be  of  sufficient  capacity  to  contain  3  inches  of  rain 
water  over  the  roof  area ;  same  to  be  verified  by  Building 
Department ;  that  the  volume  of  voids  of  selected  gravel 
carefully  placed  under  and  to  the  sides  of  the  dry  wells  may 
be  used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25%  of  the  volume  required,  a 
minimum  of  75%  of  volume  to  be  within  the  dry  wells;  that 
when  a  storm  sewer  is  constructed  in  the  street  fronting  this 
site,  the  structure  then  will  connect  to  such  sewer ;  dry  wells 
are  to  be  located  so  as  to  allow  on-site  runoff  to  occur  as  close 
as  possible  to  the  natural  flow  permitting  the  least  disrup¬ 
tion  of  trees  and  natural  features ;  and  that  all  work  shall  be 
substantially  completed  within  one  year  from  the  date  of 
this  resolution ;  and  on  further  conditions  that  the  building 
shall  substantially  conform  to  drawings  marked  received 
‘‘September  20,  1977”,  2  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


618-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Emil  Rausman, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 1616  Drumgoole  Road  East, 
south  side,  200  feet  wrest  of  Parkwood  Avenue,  Block  6910, 
Lot  9,  Annadale,  Borough  of  Staten  Island. 
APPEARANCES—  < 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  2,  1977,  on  N.B.  Applic.  #457/77,  reads: 
“The  proposed  building  represents  more  than  one  com¬ 
mencement  within  the  last  three  years  on  a  block  which 
is  developed  with  buildings  on  less  than  75%  of  the  lots 
and  no  public  storm  sewers  into  which  discharge  is  feasi¬ 
ble  is  located  within  500  feet  of  the  property.  Therefore, 
at  least  50%  of  storm  water  falling  on  the  subject  prop¬ 
erty  must  be  conveyed  for  disposal  off-site  per  Reference 
Standard  RS-16,  Section  PI  10.2(c)  (2)  Administrative 
Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  September  2,  1977,  acting  on  N.B.  Applic. 
#457/77  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  volume  of  the 
dry  wells  be  of  sufficient  capacity  to  contain  3  inches  of  rain 


water  over  the  roof  area;  same  to  be  verified  by  Building 
Department;  that  the  volume  of  voids  of  selected  gravel 
carefully  placed  under  and  to  the  sides  of  the  dry  wells  may 
be  used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25%  of  the  volume  required,  a 
minimum  of  75%  of  volume  to  be  within  the  dry  wells ;  that 
when  a  storm  sewer  is  constructed  in  the  street  fronting  this 
site,  the  structure  then  will  connect  to  such  sewer;  dry  wells 
are  to  be  located  so  as  to  allow  on-site  runoff  to  occur  as 
close  as  possible  to  the  natural  flow  permitting  the  least  dis¬ 
ruption  of  trees  and  natural  features ;  and  that  all  work  shall 
be  substantially  completed  within  one  year  from  the  date  of 
this  resolution ;  and  on  further  conditions  that  the  building 
shall  substantially  conform  to  drawings  marked  received 
“September  20,  1977”,  2  sheets ;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


619-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Ralph  Glassberg, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 5  Herkimer  Street,  northwest 
corner  of  Metropolitan  Avenue,  Block  270,  Lot  24,  New 
Brighton,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman 

Agusta,  Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1977,  on  N.B.  Applic.  #583/77,  reads: 
“The  proposed  building  represents  more  than  one  com¬ 
mencement  within  the  last  three  years  on  a  block  which 
is  developed  with  buildings  on  less  than  75%  of  the  lots 
and  no  public  storm  sewers  into  which  discharge  is 
feasible  is  located  within  500  feet  of  the  property.  There¬ 
fore,  at  least  50%  of  storm  water  falling  on  the  subject 
property  must  be  conveyed  for  disposal  off-site  per 
Reference  Standard  RS-16,  Section  PI  10. 2 (c)(2)  Ad¬ 
ministrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  September  1,  1977,  acting  on  N.B.  Applic. 
#583/77  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  volume  of  the 
dry  wells  be  of  sufficient  capacity  to  contain  two  inches  of 
rain  water  over  roof  and  paved  area,  and  one  inch  over  the 
remainder  of  lot ;  same  to  be  verified  by  Building  Department ; 
that  the  volume  of  voids  of  selected  gravel  carefully  placed 
under  and  to  the  sides  of  the  dry  wells  may  be  used  to  satisfy 
the  required  retained  volume  as  long  as  it  represents  not 
more  than  25%  of  the  volume  required,  a  minimum  of  75% 
of  volume  to  be  within  the  dry  wells ;  that  when  a  storm 
sewer  is  constructed  in  the  street  fronting  this  site,  the  struc¬ 
ture  then  will  connect  to  such  sewer ;  and  that  all  work 
shall  be  substantially  completed  within  one  year  from  the 
date  of  this  resolution  ;  and  on  further  conditions  that  the 
building  shall  substantially  conform  to  drawings  marked 
received  “September  20,  1977”,  2  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 
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MINUTES 


641-77-A 

APPLICANT — Frank  A.  Vaccaro  for  Frank  Mulligan, 
owner. 

SUBJECT — Application  September  21,  1977 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— 41  Milbank  Road,  north  side, 
207.33  feet  west  of  Cedar  Grove  Avenue,  Block  4091,  Lot 
13,  New  Dorp,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  16,  1977,  on  Alt.  Applic.  #244/70,  reads : 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting  di¬ 
rectly  upon  a  legally  mapped  street  or  frontage  space 
and  is  therefore  contrary  to  Section  C26-401.0  of  the 
Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  16,  1977  acting  on  Alt.  Applic.  #244/70, 
Objection  Nos.  1A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  a  fire  hydrant  be  in¬ 
stalled  within  200  feet  of  the  site ;  and  that  all  work  shall  be 
substantially  completed  within  one  year  from  the  date  of  this 
resolution ;  and  that  the  building  shall  substantially  comply 
with  drawings  marked  received  “December  2,  1977”,  1  sheet; 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


642-77-A 

APPLICANT — Frank  Vaccaro  for  Dr.  Thomas  Costantino, 
owner. 

SUBJECT — Application  September  21,  1977 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — 29  Highpoint  Road,  southeast 
corner  of  Woodhaven  Avenue,  Block  878,  Lot  72,  Todt 
Hill,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Apciplant :  Frank  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  19,  1977,  on  Alt.  Applic.  #  133/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 


is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

a.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

b.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  19,  1977  acting  on  Alt.  Applic.  #133/77, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified,  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  all  work  shall  be  substantially  completed 
within  one  year  from  the  date  of  this  resolution;  and  that  the 
building  shall  substantially  comply  with  drawings  marked 
received  “December  2,  1977”,  1  sheet;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 

643-77-A 

APPLICANT — Frank  A.  Vaccaro  for  Edward  V.  Matusiak, 
owner. 

SUBJECT — Application  September  21,  1977 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 3893  Victory  Boulevard,  north¬ 
east  corner  of  Cannon  Avenue,  Block  2784,  Lot  1,  Travis, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman 

Agusta,  Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  t’’e  decision  of  the  Borough  Superintendent, 
dated  September  19,  1977,  on  Alt.  #118/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  19,  1977  acting  on  Alt.  Applic.  #118/77, 
Objection  No.  1A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  t’  e  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways  :  and  that  all  work  shall  be 
substantially  completed  within  one  year  from  the  date  of  this 
resolution:  and  that  the  building  shall  substantially  comply 
with  drawings  marked  received  “December  2,  1977”,  1  sheet: 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 
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644-77-A 

APPLICANT — Frank  A.  Vaccaro  for  Saybrook  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  21,  1977 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  building 
not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— 12  Van  Street,  west  side,  104.48 
feet  south  of  Richmond  Terrace,  Block  187,  Lot  148,  West 
Brighton,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commisioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  . 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  16,  1977,  on  Alt.  Applic.  #207/76,  reads : 

“1.  The  street  giving  access  to  this  building  is  not 
placed  on  the  official  map  of  the  City  of  New  York,  there¬ 
fore,  a  Certificate  of  Occupancy  may  not  be  issued  as  per 
Article  3,  Section  36  of  the  City  Law.” 

and 

W hereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  16,  1977  acting  on  Alt.  Applic.  #20 7/76, 
Objection  No.  1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the  De¬ 
partment  of  Highways :  and  that  all  work  shall  be  substan¬ 
tially  completed  within  one  year  from  the  date  of  this 
resolution ;  and  that  the  building  shall  substantially  comply 
with  drawings  marked  received  “December  2,  1977”,  1  sheet; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


657-77-A 

APPLICANT— A.  J.  Sigman  for  Joseph  Facchin,  owner. 
SUBJECT — Application  October  14,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 122-02  to  122-06  25th  Road, 
southeast  corner  of  College  Point  Boulevard,  Block  4260, 
Lot  25,  College  Point,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alan  Sigman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ...  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  .October  6,  1977,  on  N.B.  Applic.  #339/76,  reads: 

“5.  Provide  storm  water  drainage  for  off-site  dis¬ 
posal  where  no  public  sewer  into  which  discharge  is 
feasible  is  located  within  five  hundred  feet  of  property  in 
accordance  with  RS-16,  P110.2(c)  (5).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 


the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  October  6,  1977,  acting  on  N.B.  Applic 
#339/76  Objection  No.  5  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  rain  water  over  the  entire  lot  area;  same  to  be 
verified  by  Building  Department;  that  the  volume  of  voids 
of  selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25%  of  the 
volume  required,  a  minimum  of  75%  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  and  that  all  work  shall  be  substantially  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution ;  and 
on  further  conditions  that  the  building  shall  substantially  con¬ 
form  to  drawings  marked  received  “October  11,  1977”,  2 
sheets  ;  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


490-77-A 

APPLICANT — S.  D.  Warren  Company  division  of  Scott 
Paper  Company,  owner. 

SUBJECT — Application  July  21,  1977- — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  Packaging  of  Combusti¬ 
ble  Mixture  know  as  “QS  Plate  Preserver,”  in  one  Gallon 
plastic  bottle  with  screw  cap,  container  not  in  compliance 
with  the  rgeulations  of  the  Administrative  Code  of  the 
City  of  New  York. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  R.  J.  Ellis,  F.  D. 

ACTION  OF  BOARD — Application  laid  over  without  date 
for  decision,  additional  information  to  be  submitted;  hear¬ 
ing  closed. 


492-77-A 

APPLICANT — S.  D.  Warren  Company  division  of  Scott 
Paper  Company,  owner. 

SUBJECT — Application  July  21,  1977 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  Packaging  of  Combusti¬ 
ble  Mixture  known  as  “QS  12  Solution,”  in  one  Gallon 
plastic  bottle  with  screw  cap,  container  not  in  compliance 
with  the  regulations  of  the  Administrative  Code  of  the  City 
of  New  York. 

APPEARANCES— 

For  Administration :  Lt.  R.  J.  Ellis,  F.  D. 

ACTION  OF  BOARD — Application  laid  over  without  date 
for  decision,  additional  information  to  be  submitted ;  hear¬ 
ing  closed. 


495-77-A 

APPLICANT — S.  D.  Warren  Company  division  of  Scott 
Paper  Company,  owner. 

SUBJECT — Application  July  21,  1977 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  Packaging  of  Combusti¬ 
ble  Mixture  known  as  “QS  25,  Subtractive  Solution,”  in 
one  Gallon  plastic  bottle  with  screw  cap,  container  not  in 
compliance  with  the  regulations  of  the  Administrative  Code 
of  the  City  of  New  York. 

APPEARANCES— 

For  Administration:  Lt.  R.  J.  Ellis,  F.  D. 

ACTION  OF  BOARD — Application  laid  over  without  date 
for  decision,  additional  information  to  be  submitted ;  hear¬ 
ing  closed. 
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MINUTES 


APPLICANT — S.  D.  Warren  Company  division  of  Scott 
Paper  Company,  owner. 

SUBJECT — Application  July  21,  1977 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  Packaging  of  Combusti¬ 
ble  Mixture  known  as  “QSV  12  Developer,”  in  one  Gallon 
plastic  bottle  with  screw  cap,  container  not  in  compliance 
with  the  regulations  of  the  Administrative  Code  of  the  City 
of  New  York. 

APPEARANCES— 

For  Administration:  Lt.  R.  J.  Ellis,  F.  D. 

ACTION  OF  BOARD — Application  laid  over  without  date 
for  decision,  additional  information  to  be  submitted ;  hear¬ 
ing  closed. 


498-77-A 

APPLICANT — S.  D.  Warren  Company  division  of  Scott 
Paper  Company,  owner. 

SUBJECT — Application  July  21,  1977 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  Combusti¬ 
ble  Mixture  known  as  “QS  100  Subtractive  Solution,”  in 
one  Gallon  plastic  bottle  with  screw  cap,  container  not  in 
compliance  with  the  regulations  of  the  Administrative  Code 
of  the  City  of  New  York. 

APPEARANCES— 

For  Administration :  Lt.  R.  J.  Ellis,  F.D. 

ACTION  OF  BOARD — Application  laid  over  without  date 
for  decision,  additional  information  to  be  submitted ;  hear¬ 
ing  closed. 


499-77-A 

APPLICANT — S.  D.  Warren  Company  division  of  Scott 
Paper  Company,  owner. 

SUBJECT — Application  July  21,  1977 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  Packaging  of  Combusti¬ 
ble  Mixture  known  as  “QS  MP  Solution,”  in  one  Gallon 
plastic  bottle  with  screw  cap,  container  not  in  compliance 
with  the  regulations  of  the  Administrative  Code  of  the  City 
of  New  York. 

APPEARANCES— 

For  Administration :  Lt.  R.  J.  Ellis,  F.D. 

ACTION  OF  BOARD — Application  laid  over  without  date 
for  decision,  additional  information  to  be  submitted ;  hear¬ 
ing  closed. 


577-77-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 
OWNER  OF  PREMISES — Panamendel  Corporation. 
SUBJECT — Application  August  24,  1977 — for  Modification 
of  Certificate  of  Occupancy  #Q  160047 — re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — 79-10  Queens  Boulevard,  south 
side,  80  feet  east  of  Hillyer  Street,  Block  2453,  Lot  40, 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  R.  J.  Ellis. 

For  Owner :  Anthony  M.  Salvati  and  Gaspare  V.  Gallo. 
ACTION  OF  BOARD — Laid  over  to  February  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


620-77-A 

APPLICANT — Calvanico  Associates  for  Revac  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  September  20,  1977 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 


PREMISES  AFFECTED — 180  Lenzie  Street,  southeast 
corner  of  Holdridge  Avenue,  Block  6361,  Lot  74,  Annadale, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — I^aid  over  to  February  14,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


621-77-A 

APPLICANT — Calvanico  Associates  for  Revac  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  September  20,  1977 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 325  Holdridge  Avenue,  north¬ 
east  corner  of  Lenzie  Street,  Block  6361,  Lot  68,  Annadale, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


622-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Abe  Gartenbaum, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water.  (Local  Law 

#7). 

PREMISES  AFFECTED— 118  Bloomingdale  Road,  west 
side,  264.32  feet  south  of  Richmond  Parkway,  Block  7420, 
Lot  14,  Woodrow,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


623-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Abe  Gartenbaum, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water.  (Local  Law 

#7). 

PREMISES  AFFECTED — 126  Bloomingdale  Road,  west 
side,  187.39  feet  south  of  Richmond  Parkway,  Block  7420, 
Lot  11,  Woodrow,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


624-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Abe  Gartenbaum, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water.  (Local  Law 

#7). 

PREMISES  AFFECTED — 134  Bloomingdale  Road,  west 
side,  108.86  feet  south1  of  Richmond  Parkway,  Block  7420, 
Lot  7,  Woodrow  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD— Laid  over  to  February  14,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 
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625-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Abe  Gartenbaum, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water.  (Local  Law 

#7). 

PREMISES  AFFECTED — 144  Bloomingdale  Road,  south¬ 
west  corner  of  Richmond  Parkway,  Block  7420,  Lot  2, 
Woodrow,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


626-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Abe  Gartenbaum, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water.  (Local  Law 

#7). 

PREMISES  AFFECTED — 7  South  Drum  Street,  southeast 
corner  of  Richmond  Parkway,  Block  7420,  Lot  169,  Wood- 
row,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


627-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Abe  Gartenbaum, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water.  (Local  Law 

#7). 

PREMISES  AFFECTED — 15  South  Drum  Street,  east 
side,  73.61  feet  south  of  Richmond  Parkway,  Block  7420, 
Lot  165,  Woodrow,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


628-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Abe  Gartenbaum, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water.  (Local  Law 

#7). 

PREMISES  AFFECTED — 21  South  Drum  Street,  east 
side,  143.69  feet  south  of  Richmond  Parkway,  Block  7420, 
Lot  161,  Woodrow,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


629-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Abe  Gartenbaum, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water.  (Local  Law 

#7). 

PREMISES  AFFECTED— 20  South  Drum  Street,  east  side, 
213.77  feet  south  of  Richmond  Parkway,  Block  7420,  Lot 
158,  Woodrow,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


649-77-A 

APPLICANT — Walter  T.  Gorman  for  Vanguard  Transpor¬ 
tation,  Incorporated,  owner. 

SUBJECT — Application  September  30,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  request  for  use  of  two 
(2)  oversize  tank  trucks  for  the  transportation  of  Nalco 
5351  within  the  City  limits. 

APPEARANCES— 

For  Applicant :  Carl  A.  Sulfaro. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  February  14,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 

Adjourned:  3:05  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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NOTICE  TO  APPLICANTS 

The  Board  ha9  received  a  number  of  complaints  from  Community 
Boards  that  they  have  not  been  receiving  the  required  20-dav  notice 
of  hearing  date.  Please  be  reminded  that  the  applicant  is  required  to 
provide  the  appropriate  Community  Board (s)  with  the  'ame  20-day 
notice  provided  to  affected  property  owners.  Failure  to  properly  notify 
Community  Boards  of  the  hearing  date  will  cause  a  delay  in  the 
consideration  of  your  application. 

Alan  D.  Gershuny,  Executive  Director 

NOTICE  TO  THE  PUBLIC 

89-27-SR 

Amendments  to  the  Rules  of  Procedure 

Please  be  advised  that  the  following  changes  in  the  Rules  of  Pro¬ 
cedure  of  the  Board  of  Standards  and  Appeals  have  been  proposed. 
These  changes  include  those  originally  published  in  Bulletins  51  and  52 
of  1977,  with  some  modification,  and  additional  proposed  changes  sug¬ 
gested  by  the  public  at  the  last  hearing  on  the  Rules  held  on  January 
24,  1978.  The  proposed  changes  to  the  Rules  printed  herein  will  be 
considered  for  adoption  by  the  Board  on  Thursday,  March  9,  1978, 
at  10:00  a.m. 
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Notice  of  Hearing  of  Calendar. 

Minutes  of  Regular  Meeting,  Tuesday  Morning  and 
Afternoon,  February  7,  1978.  Public  Hearing  was  can¬ 
celled  due  to  the  snow  storm.  All  cases  were  laid  over 
to  February  14,  1978. 
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DOCKET 

New  Cases  Filed  up  to  February  7, 1978 

Cal.  No.  Dept.  Premises  Affected 

43-78-BZ — B.S.I. — 30  Giffords  Lane,  southwest  corner 
of  Baltimore  Street,  Block  5433,  Lot  157,  Great  Kills, 
Borough  of  Staten  Island,  Community  Board  #3S.I.  Alt. 
# 278/77 ,  re-  Stores,  bulk,  parking  or  loading,  stores  and 
offices  in  R3-2  dist.  Cont.  to  Sec.  52-22  Z.R. 


44-78-A — B.S.I. — 217  Melhorn  Road,  northeast  corner  of 
Melhorn  Road,  Block  869,  Lot  84,  Castleton  Corners, 
Borough  of  Staten  Island,  N.B.  #1133/77,  re-  Storm 
water  disposal,  Local  Law  #7. 


45-78-A — B.S.I. — 512  Staten  Island  Boulevard,  northwest 
corner  of  Tillman  Street,  Block  689,  Lot  75,  Castleton 
Corners,  Borough  of  Staten  Island,  N.B.  #1134/77,  re- 
Storm  water  disposal,  Local  Law  #7. 


46-78-A — B.S.I. — 207  Melhorn  Road,  southeast  corner  of 
Fine  Boulevard,  Block  689,  Lot  63,  Castleton  Corners, 
Borough  of  Staten  Island,  N.B.  #1136/77,  re-  Storm 
water  disposal,  Local  Law  #7. 


47-78-A — B.S.I. — 92  Fine  Boulevard,  southwest  corner 
of  Tillman  Street,  Block  689,  Lot  66,  Castleton  Corners, 
Borough  of  Staten  Island  N.B.  #1135/77,  re-  Storm  wa¬ 
ter  disposal  Local  Law  #7. 


48-78-A — B.S.I. — 152  Woodvale  Avenue,  west  side,  173.40 
feet  south  of  Latourette  Street,  Block  6789,  Lot  28,  Prin¬ 
cess  Bay,  Borough  of  Staten  Island,  N.B.  #1341/77,  re- 
Section  36,  Building  not  fronting  on  legal  street,  General 
City  Law;  Storm  water  disposal,  Local  Law  #7. 


49-78-A — F.D. — 218  West  49th  Street,  1607  Broadway, 
southwest  corner,  Block  1020,  Lots  43  and  20,  Borough 
of  Manhattan,  re-  Fire  Department  letter  January  3, 
1978,  #F125530,  beds  and  mattresses,  #B948982,  bamboo 
curtains. 


50-78-BZ — B.B. — 207  Nassau  Avenue,  northeast  corner 
of  Russell  Street,  Block  2655,  Lots  40  and  41,  Borough 
of  Brooklyn,  Community  Board  #1BK,  Alt.  #883/77, 
re-  Enlargement  of  funeral  chapel,  Cont.  to  Sec.  52-41 
Z.R. 


51-78-A — B.B. — 207  Nassau  Avenue,  northeast  corner  of 
Russell  Street,  Block  2655,  Lots  40  and  41,  Borough  of 
Brooklyn,  Alt.  #883/77,  re-  Proposed  change  of  residen¬ 
tial  areas  to  commercial,  Cont.  to  C26-24-0  B.C. 


52-78-A — B.S.I. — 194  Edwin  Street,  south  side,  240.48  feet 
west  of  Barclay  Avenue,  Block  6423,  Lot  6,  Annadale, 
Borough  of  Staten  Island,  N.B.  #1532/77,  re-  Section 
36,  building  not  fronting  on  a  legal  street,  General  City 
Law;  Storm  water  disposal,  Local  Law  #7. 


53-78-A — B.S.I. — 331  Barclay  Avenue,  southeast  corner 
of  Sycamore  Street,  Block  6382,  Lot  9,  Annadale,  Bor¬ 
ough  of  Staten  Island,  N.B.  #1506/77,  re-  Storm  water 
disposal,  Local  Law  #7. 


54-78-A — B.S.I. — 1030  Ionia  Avenue,  southeast  corner  of 
Lenever  Avenue,  Block  6918,  Lot  6,  Princess  Bay,  Bor¬ 
ough  of  Staten  Island,  N.B.  #1525/77,  re-  Storm  water 
disposal,  Local  Law  #7. 


55-78-A — B.S.I. — 1020  Ionia  Avenue,  south  side,  89.42  feet 
east  of  Lenevar  Avenue,  Block  6918,  Lot  12,  Princess 
Bay,  Borough  of  Staten  Island,  N.B.  #1526/77,  re-  Storm 
water  disposal,  Local  Law  #7. 


56-78-A — 1071  Edgegrove  Avenue,  northeast  corner  of 
Lenevar  Avenue,  Block  6918,  Lot  1,  Princess  Bay,  Bor¬ 
ough  of  Staten  Island,  N.B.  #1527/77,  re-  Storm  water 
disposal,  Local  Law  #7. 


57-78-A— B.S.I. — 1059  Edgegrove  Avenue,  north  side, 
115.52  feet  east  of  Lenevar  Avenue,  Block  6918,  Lot  94, 
Princess  Bay,  Borough  of  Staten  Island,  N.B.  #1528/77, 
re-  Storm  water  disposal.  Local  Law  #7. 


58-78-A — B.S.I. — 992  Ionia  Avenue,  south  side,  389.42 
feet  east  of  Lenevar  Avenue,  Block  6918,  Lot  27,  Princess 
Bay,  Borough  of  Staten  Island,  N.B.  #1529/77,  re-  Storm 
water  disposal,  Local  Law  #7. 


59-78- A — B.S.I. — 1029  Edgegrove  Avenue,  north  side, 
415.52  feet  east  of  Lenevar  Avenue,  Block  6918,  Lot  80, 
Princess  Bay,  Borough  of  Staten  Island,  N.B.  #1530/77, 
re-  Storm  water  disposal,  Local  Law  #7. 


60-78-A — B.Q. — 14-60  College  Point  Boulevard,  north¬ 
west  corner  of  15th  Avenue,  Block  4077.  Lot  30,  College 
Point,  Borough  of  Queens,  N.B.  #303/77,  re-  Storm  wa¬ 
ter  disposal,  Local  Law  #7. 


61-78-A — B.S.I. — 2131  Hylan  Boulevard,  southwest  cor¬ 
ner  of  Bedford  Avenue,  Block  3589,  Lot  63,  Grant  City, 
Borough  of  Staten  Island,  Alt.  #106/76,  re-  Two  family 
dwelling  to  four  family  dwelling,  Cont.  to  Sec.  9  Subdiv. 
4  M.D.;  Conversion  of  a  frame  building  by  increasing  the 
number  of  apartments  Cont.  to  Sec.  56  and  171  M.D. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn:  B.M.- — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I— Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H  D. — 
Health  Department;  F.D. — Fire  Department. 


DOCKET 

New  Cases  Filed  up  to  February  14,  1978 

Cal.  No.  Dept.  Premises  Affected 

62-78-A — B.B. — 361-5  Clinton  Street,  southeast  corner  of 
DeGraw  Street,  Block  333,  Lot  9,  Borough  of  Brooklyn, 
Alt.  #464/77,  re-  Cellar  apartments  must  open  on  ade¬ 
quate  space,  windows,  side  or  rear  yard. 


63-78-SM — DeVilbiss  DRB-500  and  540  Series  of  Infra- 
Red  Traveling  Ovens,  Manufactured  by  Champion  Spark 
Plug,  Material. 


64-78-BZ— B.S.I.— 1500  Victory  Boulevard,  451  Little 
Clove  Road,  southeast  corner,  Block  681,  Lot  27,  Sunny- 
side,  Borough  of  Staten  Island  Community  Board  #1S.I., 
Alt.  #2/78,  re-  Enlargement  of  existing  office  building 
Cont.  to  Sec.  22-10  Z.R. 


65-78-BZ — B.S.I. — 8  Crabtree  Avenue,  southwest  corner 
of  Bloomingdale  Road,  Block  7092,  Lot  61,  Rossville, 
Borough  of  Staten  Island,  Community  Board  #2S.I., 
Alt.  # 3/78,  re-  Proposed  change  of  existing  non-conform¬ 
ing  use  UG  17,  Cont.  to  Sec.  52-61  Z.R.  and  22-10  Z.R. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I.- — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 
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MARCH  7,  1978,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  7,  1978,  at  10  o’clock  at  80  La- 


CALENDAR 


fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

584-76-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Joseph  Asaro 
and  Vito  Alamia,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December 
21,  1977  and  for  amendment — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R5  district,  the  erection  of  a  two  story  building  for  use 
as  a  catering  establishment  with  accessory  parking  that 
encroaches  on  the  required  side  yards. 

PREMISES  AFFECTED — 72-33  Metropolitan  Avenue, 
north  side,  279  feet  east  of  Pleasant  View  Street,  Block 
3057,  Lots  29,  31  and  32,  Middle  Village,  Borough  of 
Queens.  Community  Board  #5Q. 


317-76-BZ 

APPLICANT — Paul  Roth  for  Paul  and  Marcia  Roth, 
owner. 

SUBJECT — Application  for  consideration — request  to 
waive  the  rules  of  procedure  and  extension  of  time  to 
complete  which  expired  November  9,  1977 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Section  72-21  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R2  district,  the  enlargement  in  area  of  a 
dwelling  on  a  through  lot  that  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED — 33-15  Murray  Lane,  east  side, 
127.97  feet  south  of  33rd  Avenue,  Block  4993,  Lot  63, 
Flushing,  Borough  of  Queens. 

481-47-BZ 

APPLICANT — Lama  and  Vassalotti  for  George  P. 
Kirschner,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  2,  1978 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the 
change  of  occupancy  from  garage  for  five  (5)  motor 
vehicles  to  motor  vehicle  repair  shop  (radiator  and 
fender  repairs). 

PREMISES  AFFECTED — 30  Conselyea  Street,  south  side, 
200  feet  west  of  Lorimer  Street,  Block  2756,  Lot.  16, 
Borough  of  Brooklyn.  Community  Board  #1BK. 

902-67-BZ 

APPLICANT — Albert  Melniker  for  Sunmark  Industries, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  variance  which  expired  February 
14,  1978 — decision  of  the  Borough  Superintendent ; 

previously  granted  on  condition  under  Section  72-21 
of  the  Zoning  Resolution,  permitting  in  an  R3-2  district, 
the  reconstruction  of  an  automotive  service  station  with 
accessory  uses  and  accessory  signs. 

PREMISES  AFFECTED — 2122  Richmond  Avenue,  west 
side,  101.41  feet  north  or  Draper  Place,  Block  2102, 
Lot  120,  Travis,  Borough  of  Staten  Island.  Community 
Board  #2SI. 

1085-67-BZ 

APPLICANT — Fred  L.  Liebmann  for  Galrose  Realty 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  2, 


1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-9  and  R8  district,  in  an 
existing  four  story  building,  the  change  in  occupancy 
of  the  first  floor  from  apartments  to  a  retail  store. 

PREMISES  AFFECTED— 308  East  53rd  Street,  south 
side,  99  feet  east  of  Second  Avenue,  Block  1345,  Lot  48, 
Borough  of  Manhattan.  Community  Board  #6M. 


460-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  MacKay  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  January  29,  1978 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  the  premises  for  storage  of  building  contractor’s 
trucks  and  equipment  (with  attendant’s  shelter). 

PREMISES  AFFECTED — 88  Crabtree  Avenue,  southeast 
corner  of  unnamed  lane,  Block  7092,  Lot  1,  Charleston, 
Borough  of  Richmond.  Community  Board  #3S.I. 


37-50-BZ 

APPLICANT — Atkin  and  Gibson  for  Eastern  Boulevard 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  May  16,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7c  and  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  reconstruction  and  extension  of 
existing  accessory  building  on  existing  gasoline  service 
station  to  include  lubritorium,  car  washing  accessory  store 
and  to  permit  the  parking  and  storage  of  motor  vehicles  on 
unbuilt  upon  portion  of  plot. 

PREMISES  AFFECTED— 1499  Bruckner  Boulevard, 
northwest  corner  of  Wheeler  Avenue,  Block  3712,  Lots  1, 
5  and  75,  Borough  of  the  Bronx.  Community  Board 
#9BX. 

581-76-BZ 

APPLICANT — McGee  and  Morsellino  for  Isidoro  Bratelli, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  an  R3-2  dis¬ 
trict,  the  reconstruction  and  the  construction  of  a  second 
floor  enlargement  to  a  retail  store  and  office  building  that 
increases  the  degree  of  non-compliance  within  the  front 
yard,  and  the  parking  requirements. 

PREMISES  AFFECTED— 149-01  Northern  Boulevard, 
northeast  corner  of  149th  Street,  Block  5006,  Lot  26,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #7Q. 

608-72-A 

APPLICANT— Sunrise  Oil  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  19, 
1977 — appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
use  of  oversize  fuel  oil  tank  trucks  not  in  conformity  with 
the  requirements  of  the  Administrative  Code  of  the  City  of 
New  York;  previously  granted  on  condition. 


268-77-BZ 

APPLICANT — Calvanico  Associates  for  Sunshine  Broker¬ 
age  Corporation,  owner. 


143 


CALENDAR 


SUBJECT — Application  May  25,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the 
installation  of  an  advertising  sign  that  on  the  distance 
to  an  arterial  highway  and  encroaches  on  the  residence 
district  boundary. 

PREMISES  AFFECTED— 82  Nelson  Street,  southwest 
corner  of  Henry  Street,  Block  526,  Lot  24,  Borough 
of  Brooklyn.  Community  Board  #6BK. 


596-77-BZ 

APPLICANT — Walter  T.  Gorman  for  Fabrizio  Realty 
Corporation,  owner. 

SUBJECT — Application  August  30,  1977— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  recon¬ 
struction  and  rehabilitation  of  an  automotive  service  sta¬ 
tion  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 261-265  Nagle  Avenue,  3822 
3830  10th  Avenue  and  501-505  204th  Street,  entire  block, 
Block  2216,  Lot  58,  Borough  of  Manhattan.  Community 
Board  #12M. 


653-77-BZ 

APPLICANT — George  Perrotto  for  Pasquale  Postiglione, 
owner. 

SUBJECT — Application  October  6,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  conver¬ 
sion  of  an  existing  theatre  into  a  one  story  and  mezzanine 
structure  for  use  as  a  clothing  manufacturing  establish¬ 
ment  with  accessory  offices. 

PREMISES  AFFECTED — 102-10  43rd  Avenue,  south  side, 
47  feet  east  of  102nd  Street,  Block  1978,  Lot  4,  Corona, 
Borough  of  Queens.  Community  Board  #4Q. 


822-77-BZ 

APPLICANT — Solomon  Haselnuss  for  Fabrizio  Realty 
Corporation,  owner. 

SUBJECT — Application  November  9,  1977— decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-4 
district,  the  reconstruction  of  an  automotive  service  station 
with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED—  4566  Broadway  a/k/a  2  Nagle 
Avenue,  northeast  corner,  Block  2172,  Lot  1,  Borough 
of  Manhattan.  Community  Board  #12M. 


922-77-A 

APPLICANT — Lama  and  Vassalotti  for  Franklin-Clinton 
Service  Center,  Incorporated,  owner,  Amaco  Oil  Company, 
Long  Term  lessee. 

SUBJECT — Application  December  2,  1977 — decision  of 
the  Borough  Superintendent,  under  Section  11-413  of 
the  Zoning  Resolution,  to  permit  in  a  Cl-3  district,  the 
reconstruction  and  conversion  of  an  existing  automotive 
service  station  with  accessory  uses  previously  before  the 
Board  into  a  gasoline  and  oil  selling  station. 

PREMISES  AFFECTED— 308-314  Franklin  Avenue  and 
163-171  Clinton  Place,  northwest  corner,  Block  1949,  Lot 
42,  Borough  of  Brooklyn.  Community  Board  #3BK. 


609-77-BZ 

APPLICANT — Hurley,  Kearney  and  Lane  for  Church  of 
Our  Lady  of  Grace  at  Howard  Beach,  owner. 


SUBJECT — Application  September  13,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  church  that  encroaches 
on  the  required  front  yard. 

PREMISES  AFFECTED— 100-05  159th  Avenue,  north¬ 
west  corner  of  101st  Street,  Block  14170,  Lot  1,  Howard 
Beach,  Borough  of  Queens.  Community  Board  #10Q. 
Laid  over  from  February  14,  1978  for  hearing. 


658-77-BZ 

APPLICANT — Mok  and  Comber  for  Fred  C.  Lary,  owner. 
SUBJECT — Application  October  12,  1977 — decision  of  the’ 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-5  district,  the  conversion  of 
an  existing  five  story  building  from  a  hotel  into  a  multiple 
dwelling. 

PREMISES  AFFECTED — 15  East  21st  Street,  northeast 
corner  of  Broadway,  Block  850,  Lot  16,  Borough  of  Man¬ 
hattan.  Community  Board  #5M. 

Laid  over  from  February  14,  1978,  hearing  closed. 

Alan  D.  Gershuny,  Executive  Director 
MARCH  7,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon ,  March  7,  1978,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

863-77-A 

APPLICANT — Albert  Melniker  for  James  Hasson  and 
John  Galante,  owners. 

SUBJECT — Application  November  16,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 1761  Forest  Avenue,  north 
side,  251.49  feet  east  of  Richmond  Avenue,  Block  1477, 
Lot  41,  Port  Richmond,  Borough  of  Staten  Island. 


871-77-A 

APPLICANT— Albert  Melniker  for  442  Richmond  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  22,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  is  contrary 
(Local  Law  #7). 

PREMISES  AFFECTED— 15  Neptune  Place,  north  side, 
116.96  feet  west  of  Willowbrook  Road,  Block  2099,  Lot 
24,  New  Springfield,  Borough  of  Staten  Island. 


946-77-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 

OWNER  OF  PREMISES— Samuel  J.  Lefrak. 

SUBJECT — Application  December  13,  1977 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #186310  re-  Sprinkler 
System. 

PREMISES  AFFECTED— 97-77  Queens  Boulevard, 

northeast  corner  of  65th  Avenue,  Block  2092,  Lot  1, 
Richmond  Hill,  Borough  of  Queens. 


961-77-A 

APPLICANT — Peter  F.  Oddo,  Jr.,  for  Catlumac  Corpora¬ 
tion,  owner. 
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SUBJECT — Application  December  13,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED— 3  McCormick  Place,  northwest 
corner  of  Parkinson  Avenue,  Block  3221,  Lot  5,  Grasmere, 
Borough  of  Staten  Island. 


962-77-A 

APPLICANT — Peter  F.  Oddo,  Jr.,  for  Catlumac  Corpora¬ 
tion,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED— 5  McCormick  Place,  north  side, 
28  feet  west  of  Parkinson  Avenue,  Block  3221,  Lot  6, 
Grasmere,  Borough  of  Staten  Island. 


469-77-A 

APPLICANT — Jeremiah  T.  Walsh,  P.E.,  Commissioner  of 
Buildings. 

OWNER  OF  PREMISES — Cedar  Management  Corpora¬ 
tion. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #18833  re-  stairway  enclosure. 

PREMISES  AFFECTED— 65-69  Nassau  Street,  28-30 
John  Street,  southwest  corner,  Block  65,  Lot  1,  Borough 
of  Manhattan. 


664-77-A 

APPLICANT — Charles  A.  Magrino  for  Alphonso  Avallone, 
owner. 

SUBJECT — Application  October  14,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 5A  Cherokee  Street,  east  side, 
178  feet  north  of  Oceanside  Avenue,  Block  3847,  Lot  42, 
Middle  Beach,  Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 

MARCH  14,  1978,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  March  14,  1978,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters: 

552-77-BZ 

APPLICANT — Nathan  Silberman  and  Robert  Marx  for 

Jules  Seiden,  contract  vendee. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  August  17,  1977 — decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R6  district,  the  construction  and 
maintenance  of  a  public  parking  lot  with  entrances  within 
50  feet  of  intersecting  streets. 

PREMISES  AFFECTED — 4903  Fort  Hamilton  Parkway, 
southeast  corner  of  49th  Street,  Block  5630,  Lot  40,  Bor¬ 
ough  of  Brooklyn. 

161-68-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  The  Henry  and 
Lloyd  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  13, 


1978 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  72-21  of  the  Zoning  Resolution, 
permitting  in  a  C5-2  district,  the  construction  and  main¬ 
tenance  of  a  public  parking  lot. 

PREMISES  AFFECTED — 6-8  East  33rd  Street,  south  side, 
70  feet  east  of  Fifth  Avenue,  Block  862,  Lot  69,  Borough  of 
Manhattan.  Community  Board  #5M. 


295-73-BZ 

APPLICANT — John  Carl  Warmecke  for  City  University  of 
New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  4, 
1978 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  73-641  of  the  Zoning 
Resolution,  permitting  in  an  R7-2  district,  at  an  existing 
University,  the  erection  of  an  eight  story  and  basement 
academic  building  that  will  penetrate  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 1519-1605  Amsterdam  Avenue 
and  469-499  West  135th  Street,  northeast  corner,  450-474 
West  140th  Street  and  160-250  Convent  Avenue,  Block 
1957,  Lot  200,  Borough  of  Manhattan. 


257-75-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Gaetano 
Fontano,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  November  23,  1977 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  permitting  in 
an  R5  district,  the  erection  of  a  three  story  and  cellar, 
two  family  dwelling  that  encroaches  on  the  required  side 
and  rear  yards. 

PREMISES  AFFECTED— 2267  West  7th  Street,  east  side, 
128.4)4  feet  north1  of  86th  Street,  Block  7144,  Lot  60,  Bor¬ 
ough  of  Brooklyn. 


747-76-A 

APPLICANT — Leonard  F.  Rothkrug  for  Julius  Fiorillo, 
Julius  F.  X.  Fiorillo  and  Douglas  P.  Fiorillo,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  1, 
1978— filed  pursuant  to  Section  35  and  Section  36(2)  of 
the  General  City  Law  re-  proposed  accessory  parking  in 
the  bed  of  a  mapped  street,  waiver  from  requirements  that 
Delafield  Avenue  be  improved  as  a  street. 

PREMISES  AFFECTED— 5686  Riverdale  Avenue,  east 
side,  80.50  feet  south  of  west  259th  Street,  Block  5862  and 
5863,  Lots  33,  37,  44,  129,  130,  132,  134,  143,  145,  147  and 
148,  Borough  of  the  Bronx. 


427-74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Charles 
Beshara,  owner. 

SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  February  18, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl -2  district,  in  an  existing 
two  story  building,  the  addition  to  the  uses  of  the  first 
floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 8219  5th  Avenue,  east  side, 
42.10^2  feet  north  of  83rd  Street,  Block  6009,  Lot  3,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #10BK. 
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659-77-BZ 

APPLICANT — John  J.  Tudda  for  John  B.  Ferrandi,  owner. 

SUBJECT — Application  October  12,  1977,  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  an 
enlargement  in  area  of  the  second  floor  of  a  wholesale 
establishment  with  accessory  offices  that  increases  the  de¬ 
gree  of  non-conformity. 

PREMISES  AFFECTED — 1803  Bronxdale  Avenue,  north¬ 
west  corner  of  Morris  Park  Avenue,  Block  4056,  Lot  82, 
Borough  of  The  Bronx.  Community  Board  #11BX. 


828-77-BZ 

APPLICANT — Sheldon  Lobel  for  MTM  Printing  Company, 
Incorporated,  owner. 

SUBJECT — Application  November  9,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R4  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  printing  establishment 
that  increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED — 23-21  College  Point  Boulevard, 
east  side,  181.62  feet  south  of  23rd  Avenue,  Block  4226,  Lot 
17,  College  Point,  Borough  of  Queens.  Community  Board 
#7Q. 

930-77-BZ 

APPLICANT — Kenneth  H.  Koons  for  Bernie  Landau, 
owner. 

SUBJECT — Application  December  6,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  district,  in  an  existing  one 
story  and  basement  building,  the  conversion  of  the  base¬ 
ment  from  accessory  storage  into  an  automobile  repair  shop 
that  creates  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 3272-74  Boston  Road,  southeast 
corner  of  Hering  Avenue,  Block  4615,  Lot  31,  Borough  of 
The  Bronx.  Community  Board  #10BX. 


964- 77-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Louis  Sulzer, 
owner. 

SUBJECT- — Application  December  13,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and  72- 
21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
on  a  corner  lot,  the  maintenance  of  an  existing  three  story 
dwelling  that  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED— 57  Carpenter  Avenue,  east  side, 
110.21  feet  south  of  Glenn  Road,  Block  2015,  Lot  243,  New 
Springville,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

965- 77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Louis  Zulner, 
owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  three 
story  two  family  dwelling  of  Class  4  Construction. 

PREMISES  AFFECTED — 57  Carpenter  Avenue,  east  side, 
110.21  feet  south  of  Glenn  Road,  Block  2015,  Lot  243,  New 
Springville,  Borough  of  Staten  Island. 


546-77-B  Z 

APPLICANT — Louis  Lieberman  for  Cong.  Machitze  Ha- 
dasa,  owner. 


SUBJECT — Application  August  15,  1977- — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3  district,  the  erection  of  a 
two  story  enlargement  to  a  dwelling  for  use  as  a  synagogue 
that  will  exceed  the  permitted  floor  area  ratio,  have  less 
than  the  required  open  space  ratio  and  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED— 2502  Avenue  M,  southeast  cor¬ 
ner  of  Bedford  Avenue,  Block  7661,  Lot  40,  Borough  of 
Brooklyn.  Community  Board  #14BK. 

Laid  over  from  January  24,  1978,  for  hearing. 


558-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
for  Parlieb,  Incorporated,  Contract  Vendee. 

SUBJECT — Application  August  19,  1977— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  CRT  and  C6-6  CRT  dis¬ 
trict,  the  erection  of  a  46  story  and  penthouse  mixed  build¬ 
ing  that  encroaches  on  the  required  tower  setback  and 
alternate  front  setback. 

PREMISES  AFFECTED— 109-123  West  56th  Street,  north 
side  150  feet  west  of  Avenue  of  the  Americas  and  118  West 
57th  Street,  Block  1009,  Lots  19  and  43,  Borough  of  Man¬ 
hattan.  Community  Board  #5M. 

Laid  over  from  February  14,  1978,  for  hearing. 


796-77-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Children’s  Aid  So¬ 
ciety,  owner. 

SUBJECT — Application  October  27,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district  at  an  existing 
childrens  center,  the  erection  of  a  one  story  non-commercial 
recreational  center  that  creates  non-compliance  on  the  park¬ 
ing  requirements. 

PREMISES  AFFECTED — 306  Prospect  Avenue,  south¬ 
west  corner  of  Clinton  Avenue,  Block  100,  Lot  1,  Goodhue 
Park,  Borough  of  Staten  Island.  Community  Board  #1S.I. 
Laid  over  from  February  14,  1978,  for  hearing. 


797-77-A 

APPLICANT — Frank  A.  Vaccaro  for  Children’s  Aid  So¬ 
ciety,  owner. 

SUBJECT — Application  October  27,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  existing  brook  for  disposal  of  storm  water  is  contrary. 
Proposed  access  to  frontage  space  using  a  ten  (10)  foot 
wide  access  road  is  contrary. 

PREMISES  AFFECTED — 306  Prospect  Avenue,  south¬ 
west  ''nrner  of  Clinton  Avenue,  Block  100,  Lot  J,  Goodhue 
Park,  Borough  of  Staten  Island. 

Laid  over  from  February  14,  1978,  for  hearing. 

Alan  D.  Gershuny,  Executive  Director 


MARCH  14,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  March  14,  1978,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

650-77-SA 

APPLICANT — Nalco  Chemical  Company — chemical  pumps. 
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63-78-SM 

APPLICANT — The  DeVilbiss  Company — drying  oven. 


545-77-A 

APPLICANT — Allen  B.  Terjesen  for  Northfield  Savings 
Bank,  owner. 

SUBJECT — Application  August  12,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water.  (Local  Law  #7). 

PREMISES  AFFECTED — 1731  Victory  Boulevard,  north¬ 
east  corner  of  Winthrop  Place,  Block  349,  Lot  1,  Four 
Corners,  Borough  of  Staten  Island. 


799-77-A 

APPLICANT — Calvanico  Associates  for  Sol  Lerer,  owner. 

SUBJECT — Application  November  1,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  well  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 479  Oakdale  Street,  north  side, 
367.68  ft.  West  of  Preston  Avenue,  Block  5324,  Lot  21, 
Annadale,  Borough  of  Richmond. 


800-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Debe  Construc¬ 
tion,  owner. 

SUBJECT — Application  November  1,  1977 — Appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  proposed 
use  of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 1861  Carlton  Avenue,  southeast 
corner  of  Parkwood  Avenue,  Block  6912,  Lot  45,  Prince’s 
Bay,  Borough  of  Staten  Island. 

993-77-A 

APPLICANT — Frank’s  Fuel,  Incorporated,  owner. 

SUBJECT — Application  December  27,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  use  of 
oversized  tank  trucks  bearing  serial  numbers  906234, 
923160  and  921917,  71305  for  transporting  #4  and  #5  fuel 
oil  in  New  York  City. 

14-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dean  L.  Balsa- 
mini,  owner. 

SUBJECT — Application  January  10,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water.  (Local  Law 

#7). 

PREMISES  AFFECTED — 195  Woodvale  Avenue,  north¬ 
east  corner  of  Finlay  Avenue,  Block  6750,  Lot  57,  Pleasant 
Plains,  Borough  of  Staten  Island. 


654-77-A 

APPLICANT — Lama  and  Vassalotti  for  Amoco  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  October  7,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  change 
of  use  from  automotive  service  station  to  self  service  gaso¬ 
line  service  station. 

PREMISES  AFFECTED— 1527  Bedford  Avenue  and  656 
to  668  Lincoln  Place,  southeast  corner,  Block  1260,  Lot  5, 
Borough  of  Brooklyn. 

942-77-A 

APPLICANT — McGee  and  Morsellino  for  Albion  55  Com¬ 
pany,  owner,  Save  Way,  lessee. 


SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  gasoline  service  station  to  self  service  gasoline  service 
station. 

PREMISES  AFFECTED — 77-33  Queens  Boulevard,  north¬ 
west  corner  of  Albion  Avenue,  Block  1536,  Lot  101,  Elm¬ 
hurst,  Borough  of  Queens. 


943- 77-A 

APPLICANT — McGee  and  Morsellino  for  Anthony  Heiss, 
owner,  Save  Way,  lessee. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  gasoline  service  station  to  self-service  gasoline  station. 

PREMISES  AFFECTED — 130  Bruckner  Boulevard,  south 
side,  75  feet  east  of  Brook  Avenue,  Block  2260,  Lot  4, 
Borough  of  The  Bronx. 

944- 77-A 

APPLICANT — McGee  and  Morsellino  for  Rock  Oil  Com¬ 
pany,  Incorporated,  owner,  Save  Way,  lessee. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  gasoline  service  station  to  self-service  gasoline  service 
station. 

PREMISES  AFFECTED— 120-128  West  145th  Street, 
south  side,  260  feet  west  of  Lenox  Avenue,  Block  2013, 
Lot  44,  Borough  of  Manhattan. 

Alan  D.  Gershuny,  Executive  Director 


MARCH  21,  1978,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  21,  1978,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor  New  York,  N.  Y.  10013  on  the  following 
matters : 

647-77-BZ 

APPLICANT — Architects  Design  Group  by  Greco  and  Far- 
aldo  for  Robert  Haskell,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  September  28,  1977 — decision  of  the  Borough 
Superintendent,  under  Section  666  of  the  New  York  City- 
Charter,  to  permit  in  a  C6-1  district,  the  conversion  of  an 
existing  five  story  building  into  a  multiple  dwelling  that 
creates  non-compliance  in  floor  area  ratio  open  space  ration, 
lot  area  per  room  and  rear  yard  encroachment. 
PREMISES  AFFECTED — 113  East  11th  Street,  north  side, 
148.9  feet  east  of  4th  Avenue,  Block  556  Lot  49,  Borough 
of  Manhattan. 


648-77-A 

APPLICANT— Architects  Design  Group  by  Greco  and  Far- 
aldo  for  Robert  Haskell,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  September  28,  1977 — Appeal  from  a  decision 
of  the  Borough  Superintendent  re-  multiple  dwelling  law. 

PREMISES  AFFECTED— 113  East  11th  Street,  north  side, 
148.9  feet  east  of  4th  Avenue,  Block  556,  Lot  49,  Borough 
of  Manhattan. 


621-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Qua-Ma  Corpo¬ 
ration,  owner. 
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SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  30, 
1978— decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  permitting  in  an  R5  district,  and 
reduction  in  lot  area  of  an  existing  automotive  service 
station  with  accessory  uses  previously  before  the  Board, 
the  addition  to  the  uses  to  include  auto  body  repairs. 

PREMISES  AFFECTED— 20-24  Jewett  Avenue,  west  side, 
92.51  feet  south  of  Bennett  Street,  Block  1012,  l  ot  84,  Port 
Richmond,  Borough  of  Staten  Island.  Community  Board 
#1S.I. 


596-47-BZ 

APPLICANT — Michael  and  Betty  Daniolos,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  11, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  21  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  change 
in  occupancy  from  dwelling  to  dwelling  and  store. 

PREMISES  AFFECTED — 219-41  91st  Road,  north  side, 
125  feet  east  of  Springfield  Boulevard,  Block  10719,  Lot  34, 
Queens  Village,  Borough  of  Queens.  Community  Board 
#13Q. 


441-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Harold  G.  Wenig, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  22, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-3  district,  in  conjunction 
with  the  construction  of  a  shopping  center,  the  increase 
in  the  number  of  accessory  parking  spaces  and  the  location 
of  accessory  loading  area  within  10  feet  of  a  residence 
district. 

PREMISES  AFFECTED — 250  Arden  Avenue,  west  side, 
300  feet  south  of  Hampton  Avenue,  Block  6017,  Lot  3000, 

Village  Greens,  Borough  of  Staten  Island. 


755-76-BZ 

APPLICANT— M.  Milton  Glass  for  The  Summit  Organiza¬ 
tion,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  February  15, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C5-2  district,  the  conversion  of 
an  existing  12  story  commercial  building  from  offices  into 
a  mixed  building  that  creates  non-compliance  in  lot  area 
per  room  and  encroachments  on  the  minimum  distance  be¬ 
tween  windows  and  lot  lines. 

PREMISES  AFFECTED— 153-159  Madison  Avenue  and 
25-27  East  32nd  Street,  southeast  corner,  Block  862,  Lot 
24,  Borough  of  Manhattan. 


662-76-BZ 

APPLICANT — Carl  Levine,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  February  1,  1978 
— decision  of  the  Borough  Superintendent ;  previously 
granted,  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R6  district,  at  an  existing 
motor  vehicle  sales  and  service  establishment  previously 
before  the  Board,  the  enlargement  in  area  of  the  structure 
and  the  use  of  the  open  area  for  accessory  parking. 


PREMISES  AFFECTED— 1837-1849  Linden  Boulevard, 
northeast  corner  of  Malta  Street,  Block  4319,  Lots  42,  47, 
49  and  50  (formerly  Lots  42,  47,  49,  50,  51,  52  and  53), 
Borough  of  Brooklyn. 


374-76-A 

APPLICANT— Consolidated  Edison  Company  of  New  York, 
Incorporated,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  26, 
1977  and  for  amendment — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  storage  of  bulk  oil,  in  company 
unmanned  barges  at  Pier  98. 

PREMISES  AFFECTED— 600  West  59th  Street  and  850 
12th  Avenue,  west  side,  Pier  98,  Dock  properties,  Blocks 
1106  and  1109,  Lots  1  and  1,  Borough  of  Manhattan. 


612-77-BZ 

APPLICANT — Diffendale  and  Kubec  for  Mrs.  Rose  Pitch- 
erelli,  owner. 

SUBJECT — Application  September  14,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C8-1  district,  in 
an  existing  three  story  mixed  building.  The  conversion  of 
the  second  and  third  floors  from  two  apartments  into  four 
apartments  that  increase  the  degree  of  non-conformity. 

PREMISES  AFFECTED — 2131  Hylan  Boulevard,  north¬ 
west  corner  of  Bedford  Avenue,  Block  3589,  Lot  63,  Grant 
City,  Borough  of  Staten  Island.  Community  Board  #2S.I. 


665-77-BZ 

APPLICANT — Shael  Shapiro  for  Shapiro  Lawn  Associates 
for  143-5  Owners  Corporation,  owner. 

SUBJECT — Application  October  14,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-5  district,  the  conversion  of 
an  existing  twelve  story  building  from  factories  into  a 
multiple  dwelling  above  the  first  floor  store  and  factory. 

PREMISES  AFFECTED— 143-5  West  20th  Street,  north 
side,  256.3  feet  east  of  Seventh  Avenue,  Block  796,  Lot  13, 
Borough  of  Manhattan.  Community  Board  #4M. 

895-77-BZ 

APPLICANT — Harry  Soled  for  Paolo  and  Maria  Bennici, 
owners. 

SUBJECT — Application  November  23.  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  and  R6  district,  the 
enlargement  in  area  of  an  existing  non-transient  parking 
lot  previously  before  the  Board. 

PREMISES  AFFECTED— 219-229  Union  Street,  north 
side,  114.6  feet  east  of  Henry  Street,  Block  338,  Lots  44, 
46,  47  and  49,  Borough  of  Brooklyn.  Community  Board 
#6BK. 


927-77-BZ 

APPLICANT — Harry  Simmons,  Jr.  for  St.  Luke’s  Episcopal 
Church,  owner. 

SUBJECT — Application  December  6,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district  the  enlarge¬ 
ment  in  area  of  an  existing  church  that  increases  the 
degree  of  non-compliance  within  the  front  yard. 

PREMISES  AFFECTED— 777  East  222nd  Street,  north¬ 
west  corner  of  Barnes  Avenue,  Block  4836,  Lot  7  and  12, 
Borough  of  the  Bronx.  Community  Board  #12BX. 

Alan  D.  Gershuny,  Executive  Director 
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MARCH  21,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  21,  1978,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 


801-77-A 

APPLICANT — Calvanico  Associates  for  Revac  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  November  1,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposal  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 320  Harold  Avenue,  northwest 
corner  of  Noel  Street,  Block  6361,  Lot  34,  Annadale,  Bor- 
ougu  of  Staten  Island. 


802-77-A 

APPLICANT — Calvanico  Associates  for  Revac  Construction 
Corporation,  owner. 

SLTBJECT- -Application  November  1,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  is  contrary. 

PREMISES  AFFECTED — 169  Noel  Street,  northeast  cor¬ 
ner  of  Holdridge  Avenue,  Block  6363,  Lot  1,  Annadale, 
Borough  of  Staten  Island. 


917-77-A 

APPLICANT — Lichtner  Associates  for  A.  Rokhsar,  owner. 
SUBJECT — Application  November  30,  1977 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  drywells  for  the  disposal  of  storm  water,  Local  Law 

#7. 

PREMISES  AFFECTED — 18  Schubert  Street,  west  side, 
160'  south  of  St.  Johns  Avenue,  Block  3007,  Lot  15,  Rose 
Bank,  Borough  of  Staten  Island. 


918-77-A 

APPLICANT — Lichtner  Associates  for  A.  Rokhsar,  owner. 
SUBJECT — Application  November  30,  1977 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street ;  proposed 
use  of  drywells  for  the  disposal  of  storm  water,  Local  Law 

#7. 

PREMISES  AFFECTED — 20  Schubert  Street,  west  side, 
186.84'  south  of  St.  Johns  Avenue,  Block  3007,  Lot  16, 
Rose  Bank,  Borough  of  Staten  Island. 


919-77-A 

APPLICANT — Lichtner  Associates  for  A.  Rokhsar,  owner. 

SUBJECT — Application  November  30,  1977 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  drywells  for  the  disposal  of  storm  water,  Local  Law 
#7. 

PREMISES  AFFECTED — 24  Schubert  Street,  west  side, 
213.68'  south  of  St.  Johns  Avenue,  Block  3007,  Lot  18,  Rose 
Bank,  Borough  of  Staten  Island. 


920-77-A 

APPLICANT — Lichtner  Associates  for  A.  Rokhsar,  owner. 
SUBJECT — Application  November  30,  1977 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 


building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  drywells  for  the  disposal  of  storm  water,  Local  Law 

#7. 

PREMISES  AFFECTED — 26  Schubert  Street,  west  side, 
240.52'  south  of  St.  Johns  Avenue,  Block  3007,  Lot  19,  Rose 
Bank,  Borough  of  Staten  Island. 


941-77-A 

APPLICANT — Louis  Lieberman  for  Frbil  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
motor  vehicle  repair  shop  into  two  story  frame  building. 

PREMISES  AFFECTED — 8664-8666  18th  Avenue,  west 
side,  150  feet  north  of  Benson  Avenue,  Block  6368,  Lot  55, 
Borough  of  Brooklyn. 


991-77-A 

APPLICANT — M.  Milton  Glass  for  William  L.  Morris,  et 
al,  c/o  Adams  and  Company  Real  Estate,  Incorporated, 
owner. 

SUBJECT — Application  December  27,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Elevator  in  readiness. 

PREMISES  AFFECTED — 42-50  West  39th  Street,  south¬ 
east  corner  of  Sixth  Avenue,  Block  840,  Lot  71,  Borough 
of  Manhattan. 


992-77-A 

APPLICANT — M.  Milton  Glass  for  East  Twenty  Sixth 
Joint  Venture  c/o  Adams  and  Company  Real  Estate,  In¬ 
corporated,  owner. 

SUBJECT— Application  December  27,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Elevator  in  readiness. 

PREMISES  AFFECTED— 11-13  East  26th  Street,  north 
side,  157.6  feet  east  of  5th  Avenue,  6-8  East  27th  Street, 
Block  856,  Lot  9,  Borough  of  Manhattan. 


468-77-A 

APPLICANT — Jeremiah  T.  Walsh,  Commissioner  of  Build¬ 
ings. 

OWNER  OF  PREMISES— William  Schmid. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #4467  re-  access  to  fire  escapes, 
and  stairway  enclosure. 

PREMISES  AFFECTED— 25-29  William  Street  and  38-42 
Exchange  Place,  southwest  corner,  Block  25,  Lot  27,  Bor¬ 
ough  of  Manhattan. 


706-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 158  Joseph  Avenue,  northwest 
corner  of  Oakville  Street,  Block  1987,  Lot  320,  Willow- 
brook,  Borough  of  Staten  Island. 


707-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
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of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 156  Joseph  Avenue,  west  side, 
26.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  321, 
Willowbrook,  Borough  of  Staten  Island. 


708-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 152  Joseph  Avenue,  west  side, 
50.8  feet  north  of  Oakville  Street,  Block  1987,  Lot  322, 
Willowbrook,  Borough  of  Staten  Island. 


709-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 150  Joseph  Avenue,  west  side, 
75.6  feet  north  of  Oakville  Street,  Block  1987,  Lot  323, 
Willowbrook,  Borough  of  Staten  Island. 


710-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 146  Joseph  Avenue,  west  side, 
100.0  feet  north  of  Oakville  Street,  Block  1987,  Lot  325, 
Willowbrook,  Borough  of  Staten  Island. 


711-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 144  Joseph  Avenue,  west  side, 
125.2  feet  north  of  Oakville  Street,  Block  1987,  Lot  326, 
Willowbrook,  Borough  of  Staten  Island. 


712-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED- — 140  Joseph  Avenue,  west  side, 
150  feet  north  of  Oakville  Street,  Block  1987,  Lot  327, 
Willowbrook,  Borough  of  Staten  Island. 


713-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 


SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 138  Joseph  Avenue,  west  side, 
174.8  feet  north  of  Oakville  Street,  Block  1987,  Lot  328, 
Willowbrook,  Borough  of  Staten  Island. 


714-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 134  Joseph  Avenue,  west  side, 
199.6  feet  north  of  Oakville  Street,  Block  1987,  Lot  330, 
Willowbrook,  Borough  of  Staten  Island. 


715-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 132  Joseph  Avenue,  west  side, 
224.4  feet  north  of  Oakville  Street,  Block  1987,  Lot  331, 
Willowbrook,  Borough  of  Staten  Island. 


716-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 128  Joseph  Avenue,  west  side, 
249.2  feet  north  of  Oakville  Street,  Block  1987,  Lot  332, 
Willowbrook,  Borough  of  Staten  Island. 


717-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 126  Joseph  Avenue,  west  side, 
274.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  333, 
Willowbrook,  Borough  of  Staten  Island. 


718- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 122  Joseph  Avenue,  west  side, 
302.42  feet  south  of  Harold  Street,  Block  1987,  Lot  335, 
Willowbrook,  Borough  of  Staten  Island. 

719- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 
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SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 120  Joseph  Avenue,  west  side, 
277.62  feet  south  of  Harold  Street,  Block  1987,  Lot  336, 
Willowbrook,  Borough  of  Staten  Island. 


720-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 116  Joseph  Avenue,  west  side, 
252.82  feet  south  of  Harold  Street,  Block  1987,  Lot  337, 
Willowbrook,  Borough  of  Staten  Island. 


721-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 114  Joseph  Avenue,  west  side, 
228.02  feet  south  of  Harold  Street,  Block  1987,  Lot  338, 
Willowbrook,  Borough  of  Staten  Island. 


722-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 110  Joseph  Avenue,  west  side, 

203.22  feet  south  of  Harold  Street,  Block  1987,  Lot  340, 
Willowbrook,  Borough  of  Staten  Island. 


723- 77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 108  Joseph  Avenue,  west  side, 
178.42  feet  south  of  Harold  Street,  Block  1987,  Lot  342, 
Willowbrook,  Borough  of  Staten  Island. 

724- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 104  Joseph  Avenue,  west  side, 
153.62  feet  south  of  Harold  Street,  Block  1987,  Lot  343, 
Willowbrook,  Borough  of  Staten  Island. 

725- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 


SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 102  Joseph  Avenue,  west  side, 
128.82  feet  south  of  Harold  Street,  Block  1987,  Lot  344, 
Willowbrook,  Borough  of  Staten  Island. 


726-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Suoerintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 98  Joseph  Avenue,  west  side, 
104.02  feet  south  of  Harold  Street,  Block  1987,  Lot  346, 
Willowbrook,  Borough  of  Staten  Island. 


727-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 96  Joseph  Avenue,  west  side 

79.22  feet  south  of  Harold  Street,  Block  1987,  Lot  347, 
Willowbrook,  Borough  of  Staten  Island. 


728-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 92  Joseph  Avenue,  west  side, 

44.22  feet  south  of  Harold  Street,  Block  1987,  Lot  348, 
Willowbrook,  Borough  of  Staten  Island. 


729-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 90  Joseph  Avenue,  southwest 
corner  of  Harold  Street,  Block  1987,  Lot  350,  Willow¬ 
brook,  Borough  of  Staten  Island. 


730-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 159  Joseph  Avenue,  northeast 
corner  of  Oakville  Street,  Block  1987,  Lot  256,  Willow¬ 
brook,  Borough  of  Staten  Island. 
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731-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 157  Joseph  Avenue,  east  side, 
26.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  257, 
Willowbrook,  Borough  of  Staten  Island. 


732-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 153  Joseph  Avenue,  east  side, 

50.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  258, 
Willowbrook,  Borough  of  Staten  Island. 


733-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 151  Joseph  Avenue,  east  side, 
75.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  259, 
Willowbrook,  Borough  of  Staten  Island. 


734- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 147  Joseph  Avenue,  east  side, 

99.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  261, 
Willowbrook,  Borough  of  Staten  Island. 

735- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 145  Joseph  Avenue,  east  side, 
124.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  262, 
Willowbrook,  Borough  of  Staten  Island. 


736-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 141  Joseph  Avenue,  east  side, 
148.5  feet  north  of  Oakville  Street,  Block  1987,  Lot  263, 
Willowbrook,  Borough  of  Staten  Island. 


737-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 139  Joseph  Avenue,  east  side, 
173.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  264, 
Willowbrook,  Borough  of  Staten  Island. 


738-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7)/ 

PREMISES  AFFECTED — 135  Joseph  Avenue,  east  side, 

197.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  266, 
Willowbrook,  Borough  of  Staten  Island. 


739-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 133  Joseph  Avenue,  east  side, 
222.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  267, 
Willowbrook,  Borough  of  Staten  Island. 


740-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 129  Joseph  Avenue,  east  side, 

246.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  268, 
Willowbrook,  Borough  of  Staten  Island. 


741-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 127  Joseph  Avenue,  east  side. 
271.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  269, 
Willowbrook,  Borough  of  Staten  Island. 


742-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977- — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 123  Joseph  Avenue,  east  side, 
295.20  feet  north  of  Oakville  Street,  Block  1987,  Lot  271, 
Willowbrook,  Borough  of  Staten  Island. 
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743-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 121  Joseph  Avenue,  east  side, 
319.40  feet  north  of  Oakville  Street,  Block  1987,  Lot  272, 
Willowbrook,  Borough  of  Staten  Island. 


744-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 117  Joseph  Avenue,  east  side, 

266.64  feet  south  of  Harold  Street,  Block  1987,  Lot  272, 
Willowbrook,  Borough  of  Staten  Island. 


745-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7)- 

PREMISES  AFFECTED— 115  Joseph  Avenue,  east  side, 
242.44  feet  south  of  Harold  Street,  Block  1987,  Lot  274, 
Willowbrook,  Borough  of  Staten  Island. 


746-77-A 

AF'PLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 111  Joseph  Avenue,  east  side, 
218.24  feet  south  of  Harold  Street,  Block  1987,  Lot  276, 
Willowbrook,  Borough  of  Staten  Island. 


747-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 109  Joseph  Avenue,  east  side, 
194.04  feet  south  of  Harold  Street,  Block  1987,  Lot  277, 
Willowbrook,  Borough  of  Staten  Island. 


748-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 105  Joseph  Avenue,  east  side, 
169.84  feet  south  of  Harold  Street,  Block  1987,  Lot  278, 
Willowbrook,  Borough  of  Staten  Island. 


749-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 103  Joseph  Avenue,  east  side, 

145.64  feet  south  of  Harold  Street,  Block  1987,  Lot  279, 
Willowbrook,  Borough  of  Staten  Island. 


750-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Joseph  Avenue,  east  side, 
121.44  feet  south  of  Harold  Street,  Block  1987,  Lot  281, 
Willowbrook,  Borough  of  Staten  Island. 


751-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 97  Joseph  Avenue,  east  side, 
97.24  feet  south  of  Harold  Street,  Block  1987,  Lot  282, 
Willowbrook,  Borough  of  Staten  Island. 


752-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT- — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 95  Joseph  Avenue,  east  side, 
73.04  feet  south  of  Harold  Street,  Block  1987,  283, 
Willowbrook,  Borough  of  Staten  Island. 


753-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 93  Joseph  Avenue,  east  side, 
48.84  feet  south  of  Harold  Street,  Block  1987,  Lot  284, 
Willowbrook,  Borough  of  Staten  Island. 


754-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 91  Joseph  Avenue,  east  side, 

24.64  feet  south  of  Harold  Street,  Block  1987,  Lot  286, 
Willowbrook,  Borough  of  Staten  Island. 
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755-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 89  Joseph  Avenue,  southeast 
corner  of  Harold  Street,  Block  1987,  Lot  287,  Willowbrook, 
Borough  of  Staten  Island. 


756-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 121  Washington  Avenue,  north¬ 
west  corner  of  Oakville  Street,  Block  1987,  Lot  254,  Wil¬ 
lowbrook,  Borough  of  Staten  Island. 


757-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 119  Washington  Avenue,  west 
side,  26  feet  north  of  Oakville  Street,  Block  1987,  Lot  253, 
Willowbrook,  Borough  of  Staten  Island. 


758-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 117  Washington  Avenue,  west 
side,  50.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
252,  Willowbrook,  Borough  of  Staten  Island. 


759-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 115  Washington  Avenue,  west 
side,  75  feet  north  of  Oakville  Street,  Block  1987,  Lot  251, 
Willowbrook,  Borough  of  Staten  Island. 


760-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 111  Washington  Avenue,  west 
side,  99.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
249,  Willowbrook,  Borough  of  Staten  Island. 


761- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 109  Washington  Avenue,  west 
side,  124.00  feet  north  of  Oakville  Street,  Block  1987,  Lot 
248,  Willowbrook,  Borough  of  Staten  Island. 

762- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 105  Washington  Avenue,  west 
side,  173.0  feet  north  of  Oakville  Street,  Block  1987,  Lot 
246,  Willowbrook,  Borough  of  Staten  Island. 


763-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 107  Washington  Avenue,  west 
side,  148.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
247,  Willowbrook,  Borough  of  Staten  Island. 


764-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT- — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 101  Washington  Avenue,  west 
side,  197.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
244,  Willowbrook,  Borough  of  Staten  Island. 


765-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Washington  Avenue,  west 
side,  222.0  feet  north  of  Oakville  Street,  Block  1987,  Lot 
243,  Willowbrook,  Borough  of  Staten  Island. 


766-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Washington  Avenue,  west 
side,  246.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
242,  Willowbrook,  Borough  of  Staten  Island. 
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767-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 93  Washington  Avenue,  west 
side,  271.0  feet  north  of  Oakville  Street,  Block  1987,  Lot 
241,  Willowbrook,  Borough  of  Staten  Island. 


768-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 91  Washington  Avenue,  west 
side,  295.20  feet  north  of  Oakville  Street,  Block  1987,  Lot 
239,  Willowbrook,  Borough  of  Staten  Island. 


769-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 89  Washington  Avenue,  west 
side,  319.4  feet  north  of  Oakville  Street,  Block  1987,  Lot 
238,  Willowbrook,  Borough  of  Staten  Island. 


770-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 87  Washington  Avenue,  west 
side,  293.94  feet  south  of  Harold  Street,  Block  1987,  Lot 
237,  Willowbrook,  Borough  of  Staten  Island. 


771-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 85  Washington  Avenue,  west 
side,  269.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
236,  Willowbrook,  Borough  of  Staten  Island. 


772-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 81  Washington  Avenue,  west 
side,  245.54  feet  south  of  Harold  Street,  Block  1987,  Lot 
234,  Willowbrook,  Borough  of  Staten  Island. 


773-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  frt)m  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 79  Washington  Avenue,  west 
side,  221.34  feet  south  of  Harold  Street,  Block  1987,  Lot 
233,  Willowbrook,  Borough  of  Staten  Island. 


774-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 75  Washington  Avenue,  west 
side,  196.94  feet  south  of  Harold  Street,  Block  1987,  Lot 
232,  Willowbrook,  Borough  of  Staten  Island. 


775-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 73  Washington  Avenue,  west 
side,  172.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
231,  Willowbrook,  Borough  of  Staten  Island. 


776-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SLTBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 69  Washington  Avenue,  west 
side,  148.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
229,  Willowbrook,  Borough  of  Staten  Island. 


777-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 67  Washington  Avenue,  west 
side  124.54  feet  south  of  Harold  Street,  Block  1987,  Lot  228, 
Willowbrook,  Borough  of  Staten  Island. 


778-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 63  Washington  Avenue,  west 
side,  100.34  feet  south  of  Harold  Street,  Block  1987,  Lot  227, 
Willowbrook,  Borough  of  Staten  Island. 
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779-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 61  Washington  Avenue,  west 
side.  76.14  feet  south  of  Harold  Street,  Block  1987,  Lot  226, 
Willowbrcok,  Borough  of  Staten  Island. 


780-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 57  Washington  Avenue,  west 
side,  43.14  feet  south  of  Harold  Street,  Block  1987,  Lot  224, 
Willowbrook,  Borough  of  Staten  Island. 


731-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 55  Washington  Avenue,  south¬ 
west  corner  of  Harold  Street,  Block  1987,  Lot  222,  Willow- 
brook,  Borough  of  Staten  Island. 


782-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 45  Washington  Avenue,  north¬ 
west  corner  of  Harold  Street,  Block  1987,  Lot  220,  Willow- 
brook,  Borough  of  Staten  Island. 


783-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7).' 

PREMISES  AFFECTED — 43  Washington  Avenue,  west 
side,  29.47  feet  north  of  Harold  Street,  Block  1987,  Lot  218, 
Willowbrook,  Borough  of  Staten  Island. 


784-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 


PREMISES  AFFECTED — 79  Joseph  Avenue,  northeast 
corner  of  Harold  Street,  Block  1987,  Lot  290,  Willow¬ 
brook,  Borough  of  Staten  Island. 


785-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 77  Joseph  Avenue,  east  side, 
49.25  feet  north  of  Harold  Street,  Block  1987,  Lot  292, 
Willowbrook,  Borough  of  Staten  Island. 


786-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  for  consideration — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 80  Joseph  Avenue,  northeast 
corner  of  Harold  Street,  Block  1987,  Lot  353,  Willow¬ 
brook,  Borough  of  Staten  Island. 


787-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED- — 78  Joseph  Avenue,  west  side, 
23.79  feet  north  of  Harold  Street,  Block  1987,  Lot  354, 
Willowbrook,  Borough  of  Staten  Island. 


783-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 74  Joseph  Avenue,  west  side, 
48.59  feet  north  of  Harold  Street,  Block  1987,  Lot  355, 
Willowbrook,  Borough  of  Staten  Island. 


789-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT- — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 72  Joseph  Avenue,  west  side, 
73.39  feet  north  of  Harold  Street,  Block  1987,  Lot  356, 
Willowbrook,  Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  7,  1978,  10  A.M. 

Public  Hearing  was  cancelled  due  to  the  snowstorm.  All 
cases  were  laid  over  to  February  14,  1978. 

REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  7,  1978,  2  P.M. 

Public  Hearing  was  cancelled  due  to  the  snowstorm.  All 
cases  were  laid  over  to  February  14,  1978. 

REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  14,  1978,  10  A.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cin  otta  and  Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  January  24,  1978  were 
approved  as  printed  in  the  Bulletin  of  February  2,  1978, 
Volume  63,  Number  5. 

682-76-A 

APPLICANT — E.  Lauria  for  William  Cilenti,  owner. 
.SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  16, 
1977 — filed  pursuant  to  Section  36,  Article  3  of  the  General 
City  Law  re-  building  not  fronting  on  a  legal  street;  previ¬ 
ously  granted  on  condition. 

PREMISES  AFFECTED — 153  Jackson  Avenue,  east  side, 
252.30  feet  south  of  Robin  Road,  Block  3124,  Lot  250, 
South  Beach,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  16,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  16,  1976  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  cf  this  amended  resolution.’’ 
(Alt.  160-76) 


575-37-BZ — Vol.  Ill 

APPLICANT — Walter  T.  Gorman  for  Duffton  Realty, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  14, 
1978 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7f,  7h  and  7  A  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  extension  in  area  of  existing  gasoline  service  station, 
lubritcrium,  car  wash,  motor  vehicle  repair  shop  and  park¬ 
ing  of  motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 60-03  Flushing  Avenue,  north¬ 
west  corner  of  61st  Street,  Block  2697,  Lot  51,  Maspeth, 
Borough  of  Queens.  Community  Board  #5Q. 

APPEARANCES— 

For  Applicant :  Carl  Sulfaro. 


ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  14,  1953,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  14,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  14, 
1953  as  amended  through  September  25,  1968  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit . . . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Oc  upancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (N.B.  4741-52) 


268-75-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Gus  Nicholas  and 
Florence  Vamkaketes,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  December  21, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  district,  the  erection  of  a 
one  story  building  for  use  as  a  catering  establishment  with 
accessory  parking  extending  into  the  residence  district. 
PREMISES  AFFECTED— 10017  Fourth  Avenue,  east  side, 
95  feet  south  of  100th  Street,  Block  6138,  Lot  5,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative : .  0 

THE  RESOLUTION—  . 

Whereas,  this  application  was  granted  by  the  Board  on 
November  18,  1975,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  December  21,  1976;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  18,  1975  as  amended  through  December  21,  1976  only  as 
to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  58-75) 


539-76-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Margaret  Fitz¬ 
gerald,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  January  25, 
1978— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
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Resolution,  permitting  in  an  R8  (CR)  district,  on  a  plot 
previously  before  the  Board,  the  enlargement  in  area  of 
the  first  floor  of  an  existing  four  story  building  and  the 
change  in  occupancy  from  store  to  electrical  equipment 
manufacturing. 

PREMISES  AFFECTED— 424  West  45th  Street,  south 
side,  300  feet  west  of  9th  Avenue,  Block  1054,  Lot  46,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  25,  1977,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
25,  1977  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution." 
(Alt.  88-71) 

540-76-BZ 


APPLICANT — Weinberg  and  Kirshenbaum  for  Lescal  Real¬ 
ty,  owner. 

SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  November  30, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-9  and  R8  district,  in  con¬ 
junction  with  the  rehabilitation  of  two  multiple  dwellings 
into  a  single  multiple  dwelling,  the  enlargement  into  the 
inner  courts  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 154-158-160  East  91st  Street, 
south  side,  95  feet  east  of  Lexington  Avenue,  Block  1519, 
Lots  46  and  49,  Borough  of  Manhattan.  Community  Board 
#8M. 

APPEARANCES— 

For  Applicant :  Harold  Weinberg. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION—  _ 

Whereas,  this  application  was  granted  by  the  Board  on 
November  30,  1976,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  30,  1976  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  37-74) 

905-51-A 


APPLICANT — M.  Milton  Glass  for  Wellington  Associates, 
owner. 


SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  elevator  in  readiness ;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 12-14  West  27th  Street,  south 
side,  60  feet,  6%  inches  west  of  Broadway,  Block  828,  Lot 
56,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  M.  Milton  Glass. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
10  A.M.,  Special  Order  Calendar  for  decision;  hearing 
closed. 


729-70-A 

APPLICANT — Gencorelli  and  Salo  for  Bankers  Trust  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — to  dismiss  for 
lack  of  prosecution  (application  to  reopen  and  amend  the 
resolution) — filed  pursuant  to  Section  35,  Article  3,  General 
City  Law  re-  erection  of  building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED— 41-22  Bell  Boulevard,  north¬ 
west  corner  of  42nd  Avenue,  Block  6227,  Lots  309  and 
311,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  applicant  to 
be  notified,  hearing  closed. 


37-50-BZ 

APPLICANT — Atkin  and  Gibson  for  Eastern  Boulevard, 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  May  16,  1977 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Sections  7c  and  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  reconstruction  and  extension 
of  existing  accessory  building  on  existing  gasoline  service 
station  to  include  lubritorium,  car  washing  accessory  store 
and  to  permit  the  parking  and  storage  of  motor  vehicles  on 
unbuilt  upon  portion  of  plot. 

PREMISES  AFFECTED— 1499  Bruckner  Boulevard, 
northwest  corner  of  Wheeler  Avenue,  Block  3712,  Lots  1, 
5  and  75,  Borough  of  The  Bronx.  Community  Board 

#9BX. 

APPEARANCES— 

For  Applicant:  Donald  Sterlini. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1978,  at  10 
A.M.,  Special  Order  Calendar  for  decision,  hearing  closed. 


460-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  MacKay  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  29, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  the  premises  for  storage  of  building  contractor’s 
trucks  and  equipment  (with  attendant’s  shelter). 

PREMISES  AFFECTED — 88  Crabtree  Avenue,  southeast 
corner  of  unnamed  lane,  Block  7092,  Lot  1,  Charleston, 
Borough  of  Staten  Island.  Community  Board  #3S.I. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 
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ACTION  OF  BOARD — Laid  over  to  March  7,  1978,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


143-58-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Aquila  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  5,  1978 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  district,  at  an  existing 
automotive  service  station  with  accessory  uses  previously 
before  the  Board,  the  enlargement  in  area  of  the  accessory 
building  and  the  erection  of  a  canopy  and  sign  over  the 
pump  islands. 

PREMISES  AFFECTED— 1574-1596  Hutchinson  River 
Parkway,  southeast  corner  of  Middletown  Road,  Block 
5386,  Lots  1,  2,  3,  6,  7  and  8,  Borough  of  The  Bronx.  Com¬ 
munity  Board  #10BX. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  February  28,  1978,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


651-65-BZ 

APPLICANT — Peter  Casini  for  Mario  Di  Filippo,  owner. 

SUBJECT— Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  November  16,  1975 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
C2-2  and  R3-2  district,  the  enlargement  in  area  of  an 
existing  automobile  sales  lot  and  the  addition  to  the  uses  to 
include  accessory  storage  of  automobile. 

PREMISES  AFFECTED— 129-04  Merrick  Boulevard, 
southwest  corner  of  129th  Avenue,  Block  12538,  Lots  138, 
146,  149  and  151,  Springfield  Gardens,  Borough  of  Queens. 
Community  Board  #12Q. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1978,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 

541-73-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  S.  Kadin, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  9, 
1977 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
six  story  multiple  dwelling  that  encroaches  on  the  required 
side  setback. 

PREMISES  AFFECTED — 490  Clove  Road,  west  side, 
233.24  feet  south  of  Delafield  Avenue,  Block  230,  Lot  54, 
Port  Richmond,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  William  P.  Kain  and  Ivataryn  Conti. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1978,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 

427-74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Charles 
Beshara,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  18, 
1978 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  district,  in  an  existing 
two  story  building,  the  addition  to  the  uses  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 8219  5th  Avenue,  east  side, 
42.10^4  feet  north  of  83rd  Street,  Block  6009,  Lot  3,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #10BK. 

APPEARANCES— 

For  Applicant:  Harriet  Jacobs. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1978,  at  10 
A.M.,  Special  Order  Calendar  for  decision,  hearing  closed. 


552-75-BZ 

APPLICANT — Frank  Vaccaro  for  Helen  Bregulla,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  June  8,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R3-2  district,  the  erection  of  an  enlargement  to  the  first 
and  second  floors  of  an  existing  restaurant  and  cabaret 
establishment  that  increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED — 464  Poillon  Avenue,  northwest 
corner  of  Zephyr  Avenue,  Block  6453,  Lot  13,  Annadale, 
Borough  of  Staten  Island. 

APPEARANCES — Frank  Vaccaro  and  Donald  Bregalla. 
For  Opposition :  Mario  M.  Candida. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 

581-76-BZ 

APPLICANT — McGee  and  Morsellino  for  Isidoro  Bratelli, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  an  R3-2 
district,  the  reconstruction  and  the  construction  of  a  second 
floor  enlargement  to  a  retail  store  and  office  building  that 
increases  the  degree  of  non-compliance  within  the  front 
yard,  side  yard  and  the  parking  requirements. 

PREMISES  AFFECTED — 149-01  Northern  Boulevard, 
northeast  corner  of  149th  Street,  Block  5006,  Lot  26,  Flush¬ 
ing,  Borough  of  Queens.  Community  Board  #7Q. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1978,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 

73-77-BZ 

APPLICANT — Paul  Gugliotta  for  22nd  Street  Loft  Enter¬ 
prises,  owner. 

SUBJECT — Application  February  10,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-6  district,  in  an  existing 
twelve  story  building,  the  conversion  of  the  second  through 
twelfth  floors  from  lofts  into  joint  living/working  quarters. 

PREMISES  AFFECTED— 40  West  22nd  Street,  south  side, 
279.75  feet  east  of  Avenue  of  the  Americas,  Block  823,  Lot 
65,  Borough  of  Manhattan.  Community  Board  #5M. 

APPEARANCES— 

For  Applicant :  Helmut  Beron. 

For  Opposition:  None. 
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ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  10 
A.M.,  for  hearing  at  the  request  of  the  applicant. 

74-77-A 

APPLICANT — Paul  Gugliotta  for  22nd  Street  Loft  Enter¬ 
prises,  owner. 

SUBJECT — Application  February  10,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED— 40  West  22nd  Street,  south  side, 
279.75  feet  east  of  Avenue  of  the  Americas,  Block  823,  Lot 
65,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Helmut  Beron. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  10 
A.M.,  for  hearing  at  the  request  of  the  applicant. 


113-77-BZ 

APPLICANT — Nathan  B.  Silberman  for  Brownstone  Equi¬ 
ties,  owner. 

SUBJECT — Application  March  2,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  the  conversion  of 
a  four  story  building  from  a  school  into  a  multiple  dwe’ling 
that  creates  non-compliance  in  floor  area  ratio  and  lot  area 
per  room. 

PREMISES  AFFECTED — 163-165  West  73rd  Street,  north 
side,  167  feet  east  of  Amsterdam  Avenue,  Block  1145,  Lot 
8,  Borough  of  Manhattan.  Community  Board  #7M. 

APPEARANCES— 

For  Applicant:  Alan  S.  Kisseloff. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1978,  at 
10  A.M.,  for  decision  at  the  request  of  the  applicant; 
hearing  previously  closed. 


461-77-BZ 

APPLICANT — Stanley  Shapiro  for  Equitable  Funding  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  1,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
two  story  enlargement  to  a  two  family  dwelling  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
encroachment  into  the  required  rear  yard. 

PREMISES  AFFECTED — 494  State  Street,  south  side, 
120.3  feet  west  of  Third  Avenue,  Block  179,  Lot  22,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #2BK. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  February  28,  1978, 
at  10  A.M.,  for  continued  hearing  at  the  request  of  the 
applicant. 


507-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Di- 
Pietro,  owner. 

SUBJECT — Application  July  28,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement,  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  without  the 
required  side  yard. 


PREMISES  AFFECTED — 1340  East  57th  Street,  west  side, 
323  feet  south  of  Avenue  M,  Block  7881,  Lot  62,  Borough 
of  Brooklyn.  Community  Board  #18BK. 
APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
10  A.M.,  for  decision ;  hearing  previously  closed. 


APPLICANT — Dominick  Salvati  and  Son  for  John  Di- 
Pietro,  owner. 

SUBJECT- — Application  July  28,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio  and  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 1342  East  57th  Street,  west  side, 
340  feet  south  of  Avenue  M,  Block  7881,  Lot  63,  Borough 
of  Brooklyn.  Community  Board  #18BK. 

APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
10  A.M.,  for  decision;  hearing  previously  closed. 


APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
for  Parlieb,  Incorporated,  Contract  Vendee. 

SUBJECT — Application  August  19,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  CRT  and  C6-6  CRT  dis¬ 
trict,  the  erection  of  a  46  story  and  penthouse  mixed  build¬ 
ing  that  encroaches  on  the  required  tower  setback  and 
alternate  front  setback. 

PREMISES  AFFECTED— 109-123  West  56th  Street,  north 
side,  150  feet  west  of  Avenue  of  the  Americas  and  118  West 
57th  Street,  Block  1009,  Lots  19  and  43,  Borough  of  Man¬ 
hattan.  Community  Board  #5M. 

APPEARANCES— 

For  Applicant :  Ploward  A.  Zipser. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1978,  at 
10  A.M.,  for  hearing  at  the  request  of  the  applicant. 


APPLICANT — Peter  A.  Williams  for  Bay  Colony  Property 
Company,  owner,  106  Cloverdale  Realty  Corporation, 
lessee. 

SUBJECT — Application  August  24,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-4  district,  the  erection  of 
two  additional  stories  on  a  one  story  commercial  structure 
and  the  conversion  into  residential  use. 

PREMISES  AFFECTED — 689,  691  and  693  Washington 
Street,  east  side,  51  feet  north  of  Charles  Street,  Block 
632,  Lots  3,  4  and  5,  Borough  of  Manhattan.  Community 
Board  #2M. 

APPEARANCES— 

For  Applicant:  Peter  A.  Williams,  Doris  Diether,  C.  Bd. 

#2,  Peter  Franzose,  P.E.  and  Slavko  Bernie. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
10  A.M.,  for  continued  hearing;  additional  information. 


576-77-BZ 


508-77-BZ 


558-77-BZ 
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609-77-BZ 

APPLICANT — Hurley,  Kearney  and  Lane  for  Church  of 
Our  Lady  of  Grace  at  Howard  Beach,  owner. 

SUBJECT — Application  September  13,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  church  that  en¬ 
croaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 100-05  159th  Avenue,  northwest 
corner  of  101st  Street,  Block  14170,  Lot  1,  Howard  Beach, 
Borough  of  Queens.  Community  Board  #10 Q. 

APPEARANCES— 

For  Applicant :  Harry  E.  Hasselman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1978,  at  10 
A.M.,  for  hearing  at  the  request  of  the  applicant. 


640-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
et  al  for  Pandrum  Corporation,  82  East  Corporation,  82 
Rehabilitation  Company,  Incorporated,  Avenue  Renova¬ 
tion  Corporation,  210  East  82nd  Corporation,  200  East 
82nd  Associates,  owners. 

SUBJECT — Application  September  20,  1977— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-9  (R10)  and  R8  district,  on 
a  plot  with  two  six  story  structures,  the  erection  of  a  28 
story  mixed  building  that  exceeds  the  adjusted  floor  area 
ratio,  has  less  than  the  required  lot  area  per  room  and 
accessory  parking  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 1443-1451  Third  Avenue  and 
200-216  East  82nd  Street,  southeast  corner,  Block  1527, 
Lot  41,  Borough  of  Manhattan.  Community  Board  #8M. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Howard  Zipser 
and  Sam  Lichtenstein. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1978,  at 
10  A.M.,  for  decision;  hearing  closed. 


658-77-BZ 

APPLICANT — Mok  and  Sonber  for  Fred  C.  Lary,  owner. 
SUBJECT — Application  October  12,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-5  district,  the  conversion  of 
an  existing  five  story  building  from  a  hotel  into  a  multiple 
dwelling. 

PREMISES  AFFECTED — 15  East  21st  Street,  northeast 
corner  of  Broadway,  Block  850,  Lot  16,  Borough  of  Man¬ 
hattan.  Community  Board  #5M. 

APPEARANCES— 

For  Applicant :  Paul  Mok  and  Sy  Churgin. 

For  Opposition :  None. 

ACTION  OF  BOA.RD— Laid  over  to  March  7,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 


670-77-BZ 

APPLICANT — Wechsler,  Grasso,  Menziuso  for  Lafayette 
Studio  Corporation,  owner. 

SUBJECT — Application  October  24,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  M1-5B  district,  the  conversion 
of  an  existing  six  story  building  from  commercial  use  into 
residential  occupancy. 

PREMISES  AFFECTED— 280/290  Lafayette  Street,  south 
side  of  Jersey  Street  and  115/127  Crosby  Street,  Block  510, 


Lots  6  and  9,  Borough  of  Manhattan.  Community  Board 

#2M. 

APPEARANCES— 

For  Applicant:  Alfred  Menziuso,  Wayne  Baden,  and  Joel 
Shapiro. 

For  Opposition:  Doris  Diether,  C.  B.  #2  and  Rodger 
Parsons. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
10  A.M.,  for  continued  hearing,  additional  information. 


671-77-A 

APPLICANT — Wechsler,  Grasso,  Menziuso  for  Lafayette 
Studio  Corporation,  owner. 

SUBJECT — Application  October  24,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stair  enclosure, 
corridors  stairs,  multiple  dwelling  law. 

PREMISES  AFFECTED— 280/290  Lafayette  Street,  south 
side  of  Jersey  Street  and  115/127  Crosby  Street,  Block  510, 
Lots  6  and  9,  Borough  of  Manhattan. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
10  A.M.,  for  continued  hearing,  additional  information. 


796-77-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Children’s  Aid 
Society,  owner. 

SUBJECT — Application  October  27,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district  at  an  existing 
childrens  center,  the  erection  of  a  one  story  non-commercial 
recreational  center  that  creates  non-compliance  on  the 
parking  requirement. 

PREMISES  AFFECTED — 306  Prospect  Avenue,  southwest 
corner  of  Clinton  Avenue,  Block  100,  Lot  1,  Goodhue  Park, 
Borough  of  Staten  Island.  Community  Board  #1S.I. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1978,  at 
10  A.M.,  for  hearing;  proper  notification. 


797-77-A 

APPLICANT — Frank  A.  Vaccaro  for  Children’s  Aid  So¬ 
ciety,  owner. 

SUBJECT — Application  October  27,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
existing  brook  for  disposal  of  storm  water  is  contrary. 
Proposed  access  to  frontage  space  using  a  ten  (10)  foot 
wide  access  road  is  contrary. 

PREMISES  AFFECTED — 306  Prospect  Avenue,  south¬ 
west  corner  of  Clinton  Avenue,  Block  100,  Lot  1,  Goodhue 
Park,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
10  A.M.,  for  hearing  in  conjunction  with  Cal.  No.  796- 
77-BZ. 


865-77-BZ 

APPLICANT — Sheldon  Lobel  for  Irving  Feigenbaum, 
owner. 

SUBJECT — Application  November  17,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  conversion 
of  an  existing  two  story  dwelling  with  doctor’s  offices  into 
a  doctor’s  and  professional  offices. 
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PREMISES  AFFECTED — 80-04  190th  Street,  southwest 
corner  of  Union  Turnpike,  Block  7267,  Lot  6,  Hollis,  Bor¬ 
ough  of  Queens.  Community  Board  #8Q. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 


873-77-BZ 

APPLICANT — Sheldon  Lobel  for  Adelaide  M.  Brunjes, 
owner,  Reilly’s  Diner,  Incorporated,  lessee. 

SUBJECT — Application  November  22,  1977 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit,  in  an  RS  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  diner  that 
increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED — 62-66  Fresh  Pond  Road,  south¬ 
west  corner  of  Metropolitan  Avenue,  Block  3521,  Lots  37, 
42  and  45,  Maspeth,  Borough  of  Queens.  Community 
Board  #5Q. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
10  A.M.,  for  decision;  revised  drawings;  hearing  closed. 


874-77-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Beekman  Associates, 
Contract  Vendee. 

SUBJECT — Application  November  22,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  conversion  of 
an  existing  seven  story  building  from  a  gymnasium  into  a 
multiple  dwelling  that  will  create  compliance  in  the  re¬ 
quired  open  space,  outer  court,  distance  between  windows 
and  lot  lines  and  rear  yard  encroachment. 

PREMISES  AFFECTED— 301  East  52nd  Street,  north 
side,  71  feet  east  of  Second  Avenue,  Block  1345,  Lot  5, 
Borough  of  Manhattan.  Community  Board  #6M. 
APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Sy  Churgin  and 
Harvey  Katz. 

For  Opposition:  James  P.  Mitchell. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1978,  at 
10  A.M.,  for  continued  hearing,  additional  information. 


875-77-A 

APPLICANT — Samuel  J.  Kisseloff  for  Beekman  Associates, 
Contract  Vendee. 

SUBJECT — Application  November  22,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED— 301  East  52nd  Street,  north 
side,  71  feet  east  of  Second  Avenue,  Block  1345,  Lot  5, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1978,  at 
10  A.M.,  for  continued  hearing,  additional  information. 


898-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Angelo  Do¬ 
mingo,  owner. 

SUBJECT — Application  November  23,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  two  story  building  to 
expand  the  first  floor  retail  store  that  encroaches  on  the 
required  side  yard  and  the  maintenance  of  the  second  floor 
apartment. 

PREMISES  AFFECTED — 925  Crescent  Street,  east  side, 
191  feet  south  of  Stanley  Avenue,  Block  4529,  Lots  48  and 
49,  Borough  of  Brooklyn.  Community  Board  #5BK. 

APPEARANCES— 

For  Applicant :  Harriet  Jacobs. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 


454-77-BZ 

APPLICANT — Sheldon  Lobel  for  149  West  24th  Street 
Realty  Corporation,  owner. 

SUBJECT— Application  June  27,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-6  district,  in  an  existing  six 
story  structure,  the  conversion  of  the  second,  third  and 
fourth  floors  from  manufacturing  into  residential  occu¬ 
pancy. 

PREMISES  AFFECTED— 149-157  West  24th  Street, 
north  side,  121  feet  east  of  Seventh  Avenue,  Block  800, 
Lots  9  and  10,  Borough  of  Manhattan.  Community  Board 
#4M. 

APPEARANCES— 

For  Applicant:  Sheldon  Lobel. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  18,  1977,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  9,  1977 ;  then  to  November 
22,  1977 ;  then  to  December  13,  1977;  then  to  January  10, 
1978;  then  to  January  31,  1978;  then  to  February  14,  1978; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  27,  1977,  acting  on  Alt.  Applic.  #322/1977,  reads: 
“Cl.  Proposed  change  of  use  from  factory  U.G.  17 
to  residential  U.G.  2  in  Ml-6  zoning  district  is  contrary 
to  Sec.  22-12  Z.R.  No  zoning  guidance  for  residential 
use  in  manufacturing  zoning  district.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Reso’ution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-6  district,  in  an  existing 
six-story  structure,  the  conversion  of  the  second,  third  and 
fourth  floors  from  manufacturing  into  residential  occupancy 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  “Received  June  27,  1977”,  4 


162 


MINUTES 


sheets,  “November  4,  1977”,  one  sheet,  and  “February  10, 
1978”,  5  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 

455-77-A 

APPLICANT — Sheldon  Lobel  for  149  West  24th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  June  27,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  Multiple  Dwelling 
Law. 

PREMISES  AFFECTED— 149-157  West  24th  Street,  no-th 
side,  121  feet  east  of  7th  Avenue,  Block  800,  Lots  9  and  10, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


470-77-BZ 

APPLICANT — Joseph  B.  Raia  for  Charlotte  Clark,  owner. 
SUBJECT — Application  July  12,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
second  floor  and  the  change  in  occupancy  from  a  one  family 
dwelling  into  a  two  family  dwelling  that  increases  the 
degree  of  non-compliance  within  the  side  and  rear  yard. 
PREMISES  AFFECTED — 312  Rudyard  Street,  east  side, 
320  feet  south  of  Greeley  Avenue,  Block  3744,  Lot  16,  Don- 
gan  Hills,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Raia. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  17,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  31,  1978;  then  to  February 
14,  1978 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1977,  acting  on  Alt.  Applic.  #132/1977,  reads: 
“1.  The  existing  building  is  non-complying  as  per¬ 
tains  to  side  yards  and  rear  yard  requirements  of  the 
Zoning  Resolution.  This  alteration  application  to  add  a 
complete  second  story  to  the  non-complying  building 
will  increase  the  degree  of  non-compliance  contrary  to 
Section  54-31  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 


limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
second  floor  and  the  change  in  occupancy  from  a  one-family 
dwelling  into  a  two-family  dwelling  that  increases  the  degree 
of  non-compliance  within  the  side  and  rear  yards  on  condition 
that  all  work  shall  substantially  conform  to  drawings  as  they 
apply  to  the  objection,  above  noted,  filed  with  this  application, 
marked  “Received  July  12,  1977”,  one  sheet,  “January  24, 
1978”,  3  sheets,  and  “February  6,  1978”,  2  sheets;  and  on 
further  condition  that  smoke  detection  devices  be  installed  on 
each  floor,  including  the  attic,  and  connected  to  the  electric 
power ;  that  all  frame  walls  within  3  feet  of  the  lot  line  shall 
be  masonry  filled ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 

487-77-BZ 

APPLICANT — Lama  and  Vassalotti  for  N.  V.  Madison, 
Incorporated,  owner. 

SUBJECT — Application  July  20,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-1  district,  in  an  existing 
twelve  story  and  penthouse  mixed  dwelling,  the  addition  to 
the  uses  to  include  art  gallery  on  the  residential  second 
floor. 

PREMISES  AFFECTED— 26  East  63rd  Street  and  70V709 
Madison  Avenue,  southeast  corner,  Block  1377,  Lot  52, 
Borough  of  Manhattan.  Community  Board  #8M. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  17,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  7,  1978;  then  to  February 
14,  1978;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  21,  1977,  acting  on  Alt.  Applic.  #532/1977,  reads: 

“C2.  Proposed  non-residential  use  (art  gallery  U.G. 
6)  on  2nd  floor  occupied  in  part  by  residential  use  is 
contrary  to  Section  32-422  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C5-1  district,  in  an  existing  twelve-story 
and  penthouse  mixed  building,  the  addition  to  the  uses  to 
include  art  gallery  on  the  residential  second  floor  on  condi¬ 
tion  that  all  work  shall  substantially  conform  to  drawings  as 
they  apply  to  the  objection,  above  noted,  filed  with  this 
application,  marked  “Received  July  20,  1977”,  4  sheets;  and 
on  further  condition  that  this  variance  shall  be  limited  to  a 
term  of  5  years;  that  all  conforming  signs  be  located  below 
the  level  of  the  second  floor  windows ;  that  additional  ade- 
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quate  direction  exit  signs  be  installed ;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

488-77-A 

APPLICANT — Lama  and  Vassalotti  for  N.  V.  Madison 
Incorporated,  owner. 

SUBJECT — Application  July  20,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  live  load 
per  square  foot  for  Art  Gallery  and  means  of  egress. 
PREMISES  AFFECTED— 26  East  63rd  Street,  701-709 
Madison  Avenue,  southeast  corner,  Block  1377,  Lot  52, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  21,  1977,  on  Alt.  Applic.  #532/77,  reads: 

“3.  Proposed  L.L  of  60  lbs.  per  sq.  ft.  for  the  Art 
Gallery  is  contrary  to  Sec.  C26-344.0. 

4.  The  means  of  egress  are  not  enclosed  and  do  not 
lead  directly  to  the  street  is  contrary  to  Sec.  C26-273.0.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  21,  1977,  acting  on  Alt.  Applic.  #532/77,  Objec¬ 
tion  Nos.  3  and  4,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
conform  to  the  resolution  adopted  this  date  under  Calendar 
Number  487-77-BZ ;  and  that  all  other  laws,  rules  and  regu¬ 
lations  be  complied  with. 

527-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin 
et  al,  for  Abi  Kalimian,  contract  vendee. 

SUBJECT — Application  August  11,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  a  C5-2  district,  the  conversion  of  an  existing 
commercial  structure  into  a  multiple  dwelling  that  creates 
non-compliance  within  the  required  rear  yard  and  with 
window  that  encroaches  on  the  minimum  distance  to  a  lot 
line. 

PREMISES  AFFECTED— 239-243  Park  Avenue  South, 
east  side,  92  feet  south  of  Gramercy  Park  South,  Rlock 
875.  Lot  3,  Borough  of  Manhattan.  Community  Board 
#5M. 

APPEARANCES— 

For  Applicant:  Howard  A.  Zipser,  Samuel  H.  Linden¬ 
baum  and  Sy  Churgin. 

For  Opposition:  Nancy  Zuger,  B.  Van  Camp  and  F. 

Gorree. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  Vice  Chairman  Agusta  .  1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  17,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  24,  1978;  then  to  January  3', 
1978;  then  to  February  7,  1978;  then  to  February  14,  1978; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  18,  1977,  acting  on  Alt.  Applic.  #605/1977,  reads: 

“2.  Req.  windows  which  do  not  have  30'  distance 
to  lot  lines  are  contrary  to  Section  23-861  Z.R. 

15.  Provide  a  30'  rear  yard  for  newly  created  resi¬ 
dential  use  as  per  Section  23-47.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in- 
spe  ted  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  t’  e  evidence  in 
t  e  re  ord  supports  the  findings  required  to  be  made  under 
Secti  n  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
d:ffi  ulty  ard/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  limited  to  the  objection  cited,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C5-2  district,  the  con¬ 
version  of  an  existing  commercial  structure  into  a  multiple 
dwelling  that  creates  noncompliance  within  the  rear  yard 
and  with  windows  that  encroach  on  the  minimum  distance  to 
a  lot  line  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  as  they  apply  to  the  objection,  above  noted, 
fded  with  this  application,  marked  “Received  August  11, 
1977”,  6  sheets,  and  “January  19,  1978”,  3  sheets;  and  on 
further  condition  that  smoke  detection  devices  be  installed  to 
comply  with  Section  7B  of  the  Multiple  Dwelling  Law;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


528-77-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
for  Abi  Kalimian,  contract  vendee. 

SUBJECT- — Application  August  11,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple 
Dwelling  Law. 

PREMISES  AFFECTED — 239-243  Park  Avenue,  east  side, 
92  feet  south  of  Gramercy  Park  South,  Block  #875,  Lot  3, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser,  Samuel  H.  Lindenbaum 
and  Sy  Churget. 

For  Opposition:  Nancy  Zuger,  B.  Von  Camp  and  F. 
Gorree. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  Vice  Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  18,  1977,  on  Alt.  Applic.  #605/77,  reads: 

“2.  Req.  windows  which  do  not  have  30'  distance 
to  lot  lines  are  contrary  to  Sec.  23-861  Z.R. 

3.  Provide  a  30'  rear  yard  for  light  and  ventilation 
as  per  Sec.  26  and  30  M.D.L. 

15.  Provide  a  30'  rear  yard  for  newly  created 
residential  use  as  per  Sec.  23-47  Z.R.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  ^o°rd  which  recommended  that  the  appeal  be  granted 
under  cert"  in  conditions. 
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Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  18,  1977,  acting  on  Alt.  Applic.  #605/77,  Objec¬ 
tion  Nos.  2,  3  and  15,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  all 
work  conform  to  the  resolution  adopted  this  date  under 
Calendar  Number  527-77-BZ ;  and  that  all  other  laws, 
rules  and  regulations  be  complied  with. 


656-77-BZ 

APPLICANT — Mok  and  Somber  for  Sally  Kaplan,  owner, 
Indoor  Skateboard  Center,  Incorporated,  lessee. 

SUBJECT — Application  October  11,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  and  R6  district,  the 
conversion  of  a  one  story  and  mezzanine  structure  from 
a  garage  and  motor  vehicle  repair  shop  into  a  skating 
rink  (skateboard  center). 

PREMISES  AFFECTED — 71-17  Roosevelt  Avenue,  north 
side,  100  feet  west  of  72nd  Street,  Block  1282,  Lots  151, 
160,  Jackson  Heights,  Borough  of  Queens.  Community 
Board  #3Q. 

APPEARANCES— 

For  Applicant :  Paul  Mok. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  13,  1977,  after  due  notice  by  publication  in  the 
Bulletin:  laid  over  to  January  10,  1978;  then  to  January  24, 
1978:  then  to  February  14,  1978;  and 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  4,  1977,  acting  on  Alt.  Applic.  #729/1977, 
reads : 

“1.  The  proposed  change  of  use  to  a  skating  rink 
(skateboard),  Use  Group  12,  located  within  a  C2-3 
within  R-6  and  R-6  Zones,  is  contrary  to  Sections  22-00 
and  32-21  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  site  is  an  irregular  parcel  with  a  commercial 
garage  structure ;  and 

Whereas,  the  plot  is  divided  by  a  district  boundary 
separating  the  site  into  a  commercial  and  residence  district ; 
and 

Whereas,  the  site  adjoins  a  railroad  right-of-way  and 
Roosevelt  Avenue  that  has  an  elevated  line ;  and 

Whereas,  the  structure  has  been  vacant  for  an  extended 
period ;  and 

Whereas,  this  Board  is  committed  to  revitalizing  these 
vacant  buildings  to  make  them  viable  taxpaying  establish¬ 
ments  ;  and 

Whereas,  the  minority  report  of  the  community  board 
indicates  some  support  for  this  venture;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be 
and  it  hereby  is  granted  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  a  C2-3  and  R6  district,  the  conversion 
of  a  one-story  mezzanine  structure  from  garage  and  motor 
vehicle  repair  shop  into  a  skating  unit  (skateboard  center) 
on  condition  that  all  work  shall  substantially  conform  to 
drawings,  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  “Received  October  11,  1977”,  4 
sheets,  “January  23,  1978”,  2  sheets,  and  “February  10, 
1978”,  10  sheets;  on  further  condition  that  the  hours  of 
operation  be  limited  to  from  10:00  A.M.  to  10:00  P.M. ;  that 
professional  security  service  be  provided  on  the  interior 
and  exterior  of  the  premises  to  supervise  the  flow  of  traffic 
to  and  from  this  facility;  that  this  variance  shall  be  limited 
to  a  term  of  10  years;  that  there  shall  be  no  amusement 
m ’chines  except  games  of  skill;  that  there  shall  be  no  games 
of  chance  or  prizes  awarded ;  that  the  rear  yard  shall  remain 
unused  and  unoccupied  at  all  times;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


663-76-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Arlity  Realty 
Corporation,  owner. 

SUBJECT — Application  August  11,  1976 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
the  construction  and  maintenance  of  a  non-transient  park¬ 
ing  lot. 

PREMISES  AFFECTED — 144-148  Lexington  Avenue, 
south  side,  205  feet  west  of  Bedford  Avenue,  Block  1971, 
Lot  15,  Borough  of  Brooklyn.  Community  Board  #3BK. 
APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  24,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  7,  1978;  then  to  February  14, 
1978 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1977,  acting  on  Alt.  Applic.  #0978/1977, 
reads : 

“1.  Proposed  public  parking  lot  (Use  Group  8) 
not  permitted  as  of  right  within  R-6  zone  as  per  Sec¬ 
tion  22-00  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Sections  72-01  (b)  and  72-21  of  the  Zoning  Resolution,  and 
that  the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be 
and  it  hereby  is  granted  under  Sections  72-01 (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
construction  and  maintenance  of  a  non-transient  parking 
lot  on  condition  that  all  work  shall  substantially  conform 
to  drawings  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  “Received  November  9,  1977”, 
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2  sheets ;  and  on  further  condition  that  this  variance  shall 
be  limited  to  a  term  of  5  years;  that  parking  shall  be  re¬ 
stricted  to  non-transient,  monthly  tenants  only ;  that  parking 
be  limited  to  pleasure-type  vehicles  only ;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

Adjourned:  3:05  P.M. 

Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  14,  1978,  2  P.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

439-52-SM 

APPLICANT — National  Gypsum  Company,  owner. 
SUBJECT — Additional  uses  of  fire  rated  shaft  wall  assembly. 

APPEARANCES— 

For  Applicant:  John  K.  Hovind. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
439-52-SM  :  Amendment  to  resolution  to  include  additional 
uses  of  fire  rated  shaft  wall  assembly. 

National  Gypsum  Company,  Buffalo,  New  York,  requested 
that  the  resolution  adopted  April  14,  1953  and  amended 
through  November  14,  1972  under  Calendar  Number  439-52- 
SM  be  reopened  and  amended  to  include  additional  uses  of  a 
fire  rated  shaft  wall  assembly. 

PROPOSED  USE  :  Two  hour  fire  rated  shaft  wall  assembly. 
DESCRIPTION  :  The  additional  uses  of  the  previous  ap¬ 
proved  two  hour  fire  rated  shaft  wall  assembly,  previously 
approved  in  the  resolution  adopted  November  14,  1972  under 
this  Calendar  Number,  is  for  stair  enclosures  in  buildings  of 
Occupancy  Groups  J-l  and  J-2  (multiple  unit  high  rise  resi¬ 
dences  and  hotels)  in  accordance  with  the  requirements  of 
Section  C26-604.8(i)  (l)g  of  the  Building  Code  of  the  City 
of  New  York,  as  amended  by  Local  Law  No.  8  of  1976. 

The  studs  used  for  the  assembly,  Gold  Bond  Screw  Steel 
Studs,  are  spaced  no  more  than  24"  o.c.  The  studs  are  C- 
shaped,  minimum  25  gauge,  minimum  2^4"  thick.  Two  layers 
of  5/fc"  thick  Fire-Shield  Gypsum  Wallboard  are  screw  at¬ 
tached  to  each  side  of  the  studs.  A  24  gauge  steel  liner  is 
attached  between  the  two  layers  of  wallboard  which  face  the 
side  that  is  an  area  of  public  use.  The  liner  dimensions  are 
3'  wide  x  the  length  of  the  partition.  The  bottom  of  the  liner 
is  approximately  18"  above  the  floor  line.  The  assembly 
perimeter  is  sealed  at  the  floor  and  ceiling  by  a  non-hardening, 
permanently  resilient  synthetic  rubber  based  sealant,  or  as  an 
alternate,  by  a  vinyl  foam  gasket  at  the  ceiling.  The  height  of 
the  assembly  complies  with  the  requirements  of  the  Gypsum 
Association  Manual  (Reference  Standard  RS  5-1  of  the 
Building  Code). 

INSPECTION  AND  TEST :  The  assembly  was  shown  to 
be  vandal  resistant  in  tests  performed  by  Pittsburgh  Testing 
Laboratory  (Report  No.  CH3783).  The  assembly  was  tested 
and  approved  with  a  two  hour  fire  rating  and  shown  to  be 
resistant  to  water  damage  by  a  one  hour  hose  stream  test, 
both  tests  performed  by  Factory  Mutual  Research  (Serial  No. 


16738.24).  The  perimeter  system  described  above  was  tested 
and  approved  by  Factory  Mutual  Research  (Serial  No. 
16738.69)  and  Underwriters’  Laboratories  (File  R4024-7-8) 
as  being  effective  in  maintaining  the  fire  resistance  rating  of 
the  assembly,  and  consequently,  in  preventing  the  passage  of 
hot  gases. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  14,  1953  and  amended 
through  November  14,  1972  under  Calendar  Number  439-52- 
SM  be  reopened  and  amended  to  include  the  use  of  the  two 
hour  fire  rated  shaft  wall  assembly  described  above,  the 
assembly  approved  in  the  resolution  adopted  November  14, 
1972  under  this  Calendar  Number,  for  stair  enclosures  in 
buildings  of  Occupancy  Groups  J-l  and  J-2,  in  accordance 
with  the  requirements  of  Section  C-26-601.8(i)  ( 1  )g  of  the 
Building  Code  of  the  City  of  New  York,  as  amended  by 
Local  Law  No.  8  of  1976. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  the  assembly  shall  include  graphic  and 
descriptive  material  which  satisfacorily  describes  the  as¬ 
sembly,  shall  show  how  its  uses  comply  with  the  applicable 
requirements  of  the  Building  Code,  this  resolution,  and  the 
original  resolution  and  previous  amendments  adopted  under 
this  Calendar  Number,  and  shall  state  that  the  assembly  is 
approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  439-52-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


635-59-SM 

APPLICANT — Alarm  Lock  Corporation,  owner. 

SUBJECT — Additional  condition  of  approval. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
635-59-SM :  Amendment  to  resolution  to  include  additional 
condition  of  approval. 

The  Board  of  Standards  and  Appeals  hereby  reopens  and 
amends  the  resolution  adopted  May  24,  1960  and  amended 
through  November  19,  1963  (owner/applicant:  Alarm  Lock 
Corporation,  Jericho,  New  York)  to  include  an  additional 
condition  of  approval. 
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PROPOSED  USE:  Emergency  exit  lock  for  locations 
where  panic  hardware  is  not  required. 

DESCRIPTION :  The  additional  condition  is  the  restriction 
of  the  use  of  the  previously  approved  Model  11-C  and  Model 
22- B  Emergency  Exit  Door  Locks  to  doors  which  are  not 
required  by  the  Building  Code  of  the  City  of  New  York 
to  have  panic  exit  hardware. 

INSPECTION  AND  TEST :  The  locks  have  been  tested 
and  approved  by  Underwriters’  Laboratories  (No.  59C7852). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  24,  1960  and  amended 
through  November  19,  1963  under  Calendar  Number 

635-59-SM  be  reopened  and  amended  to  include  the  condi¬ 
tion  described  above  to  the  previous  approval  of  Alarm  Lock 
Corporation  Model  11-C  and  Model  22-B  Emergency  Exit 
Door  Locks,  on  further  condition  that  all  uses,  locations,  and 
installations  of  the  locks  shall  comply  with  the  applicable 
requirements  of  the  Building  Code  and  the  original  resolution 
and  previous  amendments  adopted  under  this  Calendar 
Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


307-69-SM 

APPLICANT — National  Gypsum  Company,  owner. 
SUBJECT — Additional  uses  of  fire  rated  shaft  wall 
assembly. 

APPEARANCES— 

For  Applicant:  John  K.  Hovind. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
307-69-SM :  Amendment  to  resolution  to  include  additional 
uses  of  fire  rated  shaft  wall  assembly 

National  Gypsum  Company,  Buffalo,  New  York,  requested 
that  the  resolution  adopted  June  9,  1970  and  amended  June 
13,  1972  under  Calendar  Number  307-69-SM  be  reopened 
and  amended  to  include  additional  uses  of  a  fire  rated  shaft 
wall  assembly. 

PROPOSED  USE  :  Two  hour  fire  rated  shaft  wall  assembly. 
DESCRIPTION :  The  additional  uses  of  the  previous  ap¬ 
proved  two  hour  fire  rated  shaft  wall  assembly,  known  as  the 


Gold  Bond  Metaledge  Corewall  Partition  System,  is  for  stair 
enclosures  in  buildings  of  Occupancy  Groups  J-l  and  J-2 
(multiple  unit  high  rise  residences  and  hotels)  in  accordance 
with  the  requirements  of  Section  C26-604.8(i)  ( 1 ) g  of  the 
Building  Code  of  the  City  of  New  York,  as  amended  by  Local 
Law  No.  8  of  1976. 

The  partition  is  a  solid  assembly,  with  2  laminated  1" 
thick  coreboard  layers  and  2 thick  gypsum  board  face 
layers.  The  long  edges  of  the  coreboard  are  clad  with  24 
gauge  steel  “U”  channels.  The  floor  and  ceiling  tracks  are 
2"  x  2"  18  gauge  steel.  The  assembly  perimeter  is  sealed 
at  the  floor  and  ceiling  by  a  non-hardening,  permanently 
resilient  synthetic  rubber  based  sealant,  or  as  an  alternate, 
by  a  vinyl  foam  gasket  at  the  ceiling. 

INSPECTION  AND  TEST :  The  assembly  was  shown  to 
be  vandal  resistant  in  tests  performed  by  Pittsburgh  Testing 
Laboratory  (Report  No.  CH  3783).  The  assembly  was  tested 
and  approved  with  a  two  hour  fire  rating  and  shown  to  be 
resistant  to  water  damage  by  a  one  hour  hose  stream  test, 
both  tests  performed  by  Factory  Mutual  Research  (Serial 
No.  16738.64).  The  perimeter  system  described  above  was 
tested  and  approved  by  Factory  Mutual  Research  (Serial  No. 
16738.69)  and  Underwriters’  Laboratories  (File  R4024-7-8) 
as  being  effective  in  maintaining  the  fire  resistance  rating  of 
the  assembly,  and  consequently,  in  preventing  the  passage  of 
hot  gases.  The  vandal  and  smoke  resistance  of  a  similar 
assembly  was  demonstrated  by  tests  conducted  by  the  New 
York  City  Fire  Department  (report  of  May  17,  1973). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  9,  1970  and  amended 
June  13,  1972  under  Calendar  Number  307-69-SM  be  re¬ 
opened  and  amended  to  include  the  use  of  the  two  hour  fire 
rated  shaft  wall  assembly  described  above,  the  Gold  Bond 
Metaledge  Corewall  Partition  System,  for  stair  enclosures 
in  buildings  of  Occupancy  Groups  J-l  and  J-2,  in  accordance 
with  the  requirements  of  Section  C26-604.8(i)  (l)g  of  the 
Building  Code  of  the  City  of  New  York,  as  amended  by  Local 
Law  No..  8  of  1976. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  the  assembly  shall  include  graphic  and 
descriptive  material  which  satisfactorily  describes  the  asserm 
bly,  shall  show  how  its  uses  comply  with  the  applicable 
requirements  of  the  Building  Code,  this  resolution,  and  the 
original  resolution  and  previous  amendment  adopted  under 
this  Calendar  Number,  and  shall  state  that  the  assembly  is 
approved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  307-69-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

775-71-SM 

APPLICANT — Roll  Form  Products,  Incorporated,  .owner. 
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SUBJECT — To  include  additional  test  reports. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  Committee  on  Test. 

THE  RESOLUTION— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  VOTE— 

Whereas,  the  report  of  a  Committee  onTest  reads: 
775-71-SM — Amendment  to  resolution  to  include  additional 
test  reports. 

The  Board  of  Standards  and  Appeals  hereby  reopens  and 
and  amends  the  resolution  adopted  March  14,  1972  and 
amended  through  September  20,  1977  under  Calendar  Number 
775-71-SM  (applicant:  Roll  Form  Products,  Incorporated, 
Elk  Grove  Village,  Illinois)  to  include  additional  test  reports. 
PROPOSED  USE:  Steel  decks  as  components  of  three 
hour  fire  rated  floor-ceiling  assemblies. 

DESCRIPTION  :  The  previously  approved  decks  are  Lock- 
Form  Types  BPI)4,  BP2,  BP3,  BP2C3,  RFCIJ^,  RFC2, 
RFC3,  and  RF2C3.  The  decks  were  approved  as  compo¬ 
nents  of  the  assemblies  described  by  the  following  U.  L. 
Design  Nos.:  D701,  D703,  D708,  D715,  D731,  D732,  D804, 
D811,  D814,  D829,  D831,  D832,  D833,  D838,  D843,  D858, 
D859,  D902,  and  D916. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
test  reports  from  Underwriters’  Laboratories  which  show 
the  bases  of  the  U.  L.  approvals  of  the  assemblies  listed 
above.  The  reports  are  File  R6040-1,  December  14,  1970; 
File  R6O40-2,  December  18,  1972;  and  Files  R4339,  R6040, 
August  16,  1976. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  14,  1972  and 
amended  through  September  20,  1977  under  Calendar  Num¬ 
ber  775-71-SM  be  reopened  and  amended  to  include  the 
additional  test  reports  cited  above  on  condition  that  all 
locations,  installations,  and  proposed  plans  for  the  assem¬ 
blies  shall  comply  with  the  applicable  requirements  of  the 
Building  Code  of  the  City  of  New  York  and  the  original 
resolutiion  and  previous  amendments  adopted  under  this 
Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


139-73-SA 

APPLICANT — Acme  Fire  Alarm  Company,  owner. 
SUBJECT — Additional  fire  alarm  equipment. 
APPEARANCES— 

For  Applicant:  Carl  L.  Johnson. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
139-73-SA :  Amendment  to  resolution  to  include  additional 
fire  alarm  equipment. 

Acme  Fire  Alarm  Company,  Incorporated,  Upper  Saddle 
River,  New  Jersey  requested  that  the  resolution  adopted 
October  16,  1973  under  Calendar  Number  139-73-SA  be 
reopened  and  amended  to  include  additional  fire  alarm 
equipment. 

PROPOSED  USE:  Fire  alarm  equipment. 

DESCRIPTION :  The  System  350  equipment  transmits 
coded  signals  and  exhibits  the  transmitted  information  on  a 
teletypewriter  or  a  visual  monitor.  The  information  includes 
the  location  of  an  alarm  and  whatever  else  has  been  pro¬ 
grammed  into  the  system.  Auxiliary  controls  are  provided 
to  selectively  shut  down  fans,  doors,  smoke  dampers,  or  other 
supplementary  devices.  The  system  is  connected  to  the 
existing  fire  alarm  control  panel  by  multiplex  cable.  The 
system  operates  on  120/208  volt  AC  service.  All  circuits  and 
devices  are  electrically  supervised.  The  components  of  the 
system  are  as  follow : 

Central  Equipment  Cabinet 
Model  DEC-11  Computer 
Model  PSD  Power  Supply 
Model  M-280  Code  Transmitter  Module 
Model  M-295A  Alarm  Decoder  Module 
Model  M-275  Interrupt  Module 
Model  M-345  Interface  Input  Module 
Model  M-346  16-Bit  Relay  Input  Module 
Model  M-347  Interfact  Output  Module 
Model  M-348  16-Bit  Relay  Output  Module 
Model  M-360  Watchdog  Timer 
Model  M-500  Digital  Clock  Module 
Model  M-504  Clock  Input  Module 
Model  M-505  Calendar  Clock  Module 
Model  M-510  Oscillator  Module 
Model  M-510A  Buss  Terminator  Module 
Model  M-550  Multiplex  Scan  Control  Module 
Model  M-555  Multiplex  Memory  Module 
Model  P-100  Trouble  Annunciator 
Model  P-105  CRT  Controller  Panel 
Remote  Components 

Model  A-105  CRT  Display 
Model  T-100  Teletype  Printer 
Model  DRS  Multiplex  Device  Reporting  Station 
Model  DRCS  Multiplex  Device  Reporting  and  Com¬ 
mand  Station 

INSPECTION  AND  TEST :  The  system  and  its  com¬ 
ponents  have  been  recommended  for  approval  by  the  Division 
of  Fire  Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  16,  1973  under 
Calendar  Number  139-73-SA  be  reopened  and  amended  to 
include  the  additional  fire  alarm  equipment,  the  System  350 
with  the  components  as  listed  above,  for  use  as  described 
above  and  under  the  provisions  of  Article  17  and  RS  17  of 
the  Building  Code  of  the  City  of  New  York  on  condition 
that  all  uses,  locations,  and  installations  of  the  equipment  shall 
comply  with  the  applicable  requirements  of  the  Building  Code 
and  Chapter  19  of  the  New  York  City  Administrative  Code 
and  the  original  resolution  adopted  under  this  Calendar 
Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
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the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


677-76-SM 

APPLICANT — National  Gypsum  Company,  owner. 
SLTBJECT — Additional  uses  of  fire  rated  shaft  wall  assembly. 
APPEARANCES— 

For  Applicant:  John  K.  Hovind. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
6’7-76-SM:  Amendment  to  resolution  to  include  additional 
uses  of  fire  rated  shaft  wall  assembly. 

National  Gypsum  Company,  Buffalo,  New  York,  requested 
that  the  resolution  adopted  November  30,  1976  under  Calen¬ 
dar  Number  677-76-SM  be  reopened  and  amended  to  include 
additional  uses  of  fire  rated  shaft  wall  assembly. 
PROPOSED  USE:  Two  hour  fire  rated  and  sound  trans¬ 
mission  class  rated  shaft  wall  assemblies. 

DESCRIPTION  :  The  additional  uses  of  the  previously  ap¬ 
proved  two  hour  fire  rated  shaft  wall  assemblies,  known  as 
the  Gold  Bond  I — Stud  Cavity  Shaftwall  Systems,  is  for  stair 
enclosures  in  buildings  of  Occupancy  Groups  J-l  and  J-2 
(multiple  unit  high  rise  residences  and  hotels)  in  accordance 
with  the  requirements  of  Section  C26-604.8(i)  (1  )g  of  the 
Building  Code  of  the  City  of  New  York,  as  amended  by 
Local  Law  No.  8  of  1976. 

The  assemblies  are  those  which  were  previously  approved 
under  this  Calendar  Number,  with  the  addition  of  a  24  gauge 
steel  sheet  liner.  The  liner  is  installed  on  the  side  of  the 
assembly  facing  an  area  of  public  use.  The  liner  is  installed 
between  the  core  layer  of  thick  Fire- Shield  gypsum  wall- 
board  and  the  face  layer  of  thick  Fire-Shield  gypsum 
wallboard  or  y2"  thick  regular  gypsum  wallboard,  which  is 
used  in  locations  for  which  the  Building  Code  does  not  require 
a  two  hour  fire  rating.  The  liner  dimensions  are  3'  wide  x 
the  length  of  the  partition.  The  bottom  of  the  liner  is  approxi¬ 
mately  18"  above  the  floor  line.  The  assembly  includes  I- 
shr.ped  steel  studs,  minimum  25  gauge,  minimum  2^"  thick. 
The  assembly  perimeter  is  sealed  at  the  floor  and  ceiling  by 
a.  non-hardening,  permanently  resilient  synthetic  rubber  based 
sealant,  or  as  an  alternate,  by  a  vinyl  foam  gasket  at  the 
ceiling.  The  height  of  the  assembly  complies  with  the 
requirements  of  the  manufacturer’s  specifications  and  recom¬ 
mendations. 


INSPECTION  AND  TEST  :  The  assemblies  were  shown  to 
be  vandal  resistant  in  tests  performed  by  Pittsburgh  Testing 
Laboratory  (Report  No.  CH  3783).  The  assemblies  were 
tested  and  approved  with  two  hour  fire  ratings  and  shown  to 
be  resistant  to  water  damage  by  a  one  hour  hose  stream  test, 
both  tests  performed  by  the  University  of  California  (Report 
No.  75-17,  ES-7408).  The  perimeter  system  described  above 
was  tested  and  approved  by  Factory  Mutual  Research  ( Serial 
No.  16738.69)  and  Underwriters’  Laboratories  (File  No. 
R4024-7-8)  as  being  effective  in  maintaining  the  fire  resist¬ 
ance  rating  of  the  assembly,  and  consequently,  in  preventing 
the  passage  of  hot  gases. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  30,  1976  under 
Calendar  Number  677-76-SM  be  reopened  and  amended  to 
include  the  use  of  the  two  hour  fire  rated  shaft  wall  assem¬ 
blies,  Gold  Bond  I — Steel  Cavity  Shaftwall  Systems,  whose 
modifications  are  described  above,  for  stair  enclosures  in 
buildings  of  Occupancy  Groups  J-l  and  J-2,  in  accordance 
with  the  requirements  of  Section  C26-604.8(i)  ( 1 ) g  of  the 
Building  Code  of  the  City  of  New  York,  as  amended  by 
Local  Law  No.  8  of  1976. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  use  of  the  assemblies  shall  include  graphic  and  de¬ 
scriptive  material  which  satisfactorily  describes  the  assem¬ 
blies,  shall  show  how  their  uses  comply  with  the  applicable 
requirements  of  the  Building  Code,  this  resolution,  and  the 
original  resolution  adopted  under  this  Calendar  Number  and 
sh  ill  state  that  the  assembly  is  approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  677-76-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
ffie  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor- 
por'te  name,  change  of  address  or  to  submit  the  annual 
ffidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


42-77-SM 

APPLICANT — Home  Crafts,  Incorporated,  owner. 
SUBJECT — Additional  uses  of  fireplaces. 

APPEARANCES— 

For  Applicant:  Conrad  Cassell. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
42-77-SM — Amendment  to  resolution  to  include  additional 
uses  of  fireplaces. 
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Home  Crafts,  Incorporated,  Floral  Park,  New  York,  for 
Vega  Industries,  Incorporated,  Heatilator  Fireplace  Divi¬ 
sion,  Mount  Pleasant,  Iowa,  requested  that  the  resolution 
adopted  April  12,  1977  under  Calendar  Number  42-77-SM 
be  reopened  and  amended  to  include  additional  uses  of 
fireplaces. 

PROPOSED  USE:  Factory  built  fireplaces. 
DESCRIPTION :  The  additional  use  is  the  location  of 
the  previously  approved  Heatilator  fireplaces  in  buildings  of 
Occupancy  Groups  J-l  and  J-2  (high  rise  residences,  hotels, 
dormitories,  etc.),  besides  Occupancy  Group  J-3. 
INSPECTION  AND  TEST:  The  fireplaces  have  been 
tested  approved  by  Underwriters’  Laboratories  (File 
MH  5850). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  12,  1977  under 
Calendar  Number  42-77-SM  be  reopened  and  amended  to 
include  the  use  of  the  previously  approved  Heatilator  fire¬ 
places  in  buildings  of  Occupancy  Groups  J-l  and  J-2,  on 
condition  that  all  uses,  locations,  and  installations  shall 
comply  with  the  applicable  requirements  of  the  Building 
Code  of  the  City  of  New  York,  the  original  resolution 
adopted  under  this  Calendar  Number,  and  the  following 
conditions : 

1.  Each  fireplace  shall  be  installed  in  a  manner 
which  complies  with  the  requirements  for  low  tempera¬ 
ture  chimneys  of  Article  15  of  the  Building  Code  of 
the  City  of  New  York.  Separate  flues  shall  be  provided 
for  every  fireplace. 

2.  Each  fireplace  shall  have  a  hearth  which  complies 
with  the  requirements  of  Section  C26-504.13(b)  of  the 
Building  Code. 

3.  Each  fireplace  shall  have  a  damper  which  com¬ 
plies  with  the  requirements  of  Section  C26-504.13(c). 

4.  Each  fireplace  shall  be  installed  with  clearances 
from  combustible  materials  in  accordance  with  the  re¬ 
quirements  of  Section  C26-504.13(d). 

5.  All  other  applicable  requirements  of  the  Building 
Code  and  the  original  resolution  adopted  under  this 
Calendar  Number  shall  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


249-77-SA 

APPLICANT — Edwards  Company,  Incorporated,  a  unit  of 
General  Signal  Corporation,  owner,  Robert  E.  Rombergh. 
SUBJECT — Application  May  12,  1977 — 21 7P  and  21 7T 
Home  Smoke  Detector  and  6460  series  Smoke  Detector 

Units. 

APPEARANCES— 

For  Applicant:  Robert  E.  Romberg. 


ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
249-77-SA :  Edwards  Company,  Incorporated,  a  unit  of 
General  Signal  Corporation,  Norwalk,  Connecticut,  filed  for 
approval  of  Edward  Smoke  Detectors,  Models  217-T,  217-B, 
and  217-S,  and  the  6460  Series  Control  and  Extender  Panel 
equipment  under  the  provisions  of  Article  17  and  RS  17  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Smoke  detectors  and  smoke  detector 
control  equipment. 


DESCRIPTION :  The  smoke  detectors  are  photo-electric 
type  and  are  rated  at  120  volts.  They  are  hard-wired,  domestic 
units.  Model  217-S  is  a  two-wire,  single  installation  unit. 
Model  217-S  is  a  two-wire,  single  installation  unit.  Models 
217-T  and  217-B,  which  differ  from  each  other  only  in  pack¬ 
aging,  are  similar  to  Model  217-S,  but  have  a  third  wire  for 
tandem  mounting  with  up  to  9  other  units.  Features  include 
two  photocells,  an  85  db  (at  10')  vibrating  horn  alarm  device, 
“power  on”  L.E.D.  indicating  light,  silence  and  test  switchesj 
and  wire  mesh  air  filter. 

The  Model  6460  Smoke  Detector  Control  can  be  used  as 
an  extender  panel  of  existing  equipment  or  solely  to  supervise 
and  initiate  alarms  for  one  zone  of  up  to  30  ionization  smoke 
detectors.  Model  6460  can  also  be  used  with  door  release  and 
fan  shutdown  equipment.  The  trouble  mode  of  the  control 
panel  indicates  loss  of  power  or  an  open  circuit.  Components 
of  the  system  are  as  follows  : 


Catalog  No. 

Description 

6461 

Control  Unit 

6461-A1 

Lamp  and  Switch  Module 

6461-A2 

Lamp,  Switch  and  Charger  Module 

6461-B1 

Alarm  Signal 

6462 

Box 

6462-1 

Flush  Trim 

6463-1 

Blank  Cover 

6463-2 

Cover  w/645l  Base 

6464-1 

Battery  Pack  1.5  A.H. 

6464-2 

Battery  Pack  2.5  A.H. 

6465 

Remote  Reset 

iPECTION  AND 

1  TEST :  The  equipment  has  been  tested 

and  approved  by  Underwriters’  Laboratories  and  has  been 
recommended  for  approval  by  the  Division  of  Fire  Preven¬ 
tion. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Edwards  Smoke  Detectors,  Models 
217-T,  217-B,  and  217-S,  and  the  6460  Series  Control  and 
Extender  Panel  equipment  with  the  components  as  listed 
above,  for  uses  as  described  above  and  in  accordance  with 
the  requirements  of  Article  17  and  RS  17-3  of  the  Building 
Code  of  the  City  of  New  York.  The  equipment  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  249-77-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 
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Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 


669-77-SA 

APPLICANT — Security  Engineering  Incorporated,  owner. 
SUBJECT — Electromagnetic  locks. 

APPEARANCES— 

For  Applicant:  Norman  Thrope. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
669-77-SA :  Security  Engineering  Incorporated,  Bristol, 
Connecticut,  filed  for  approval  of  Electromagnetic  Locks, 
Models  3400,  3600,  3800,  3824,  3626,  3828,  T.  J.  3400,  T.  J. 
3600,  T.  J.  3800,  T.  J.  3626,  T.  J.  3828,  M  3400,  M  3600, 
M  3800,  and  M  3824,  under  the  provisions  of  Articles  6  and 
17  and  RS  17  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Electromagnetic  locks  for  doors  with 
remote  release  devices. 

DESCRIPTION :  The  locks  are  used  on  doors  of  areas 
which  require  security.  They  are  used  for  single  or  pairs  of 
solid  wood  core,  hollow  metal,  or  narrow  stile  aluminum 
swinging  or  siding  doors.  The  electromagnetic  locking 
surface  is  mounted  on  the  door  frame.  The  lock  is  magneti¬ 
cally  held  to  the  armature,  which  is  mounted  on  the  door, 
when  the  lock  is  energized.  The  locks  operate  on  12  volts, 
D.C.  Each  lock  has  4,  6,  or  8  magnetic  poles,  depending 
upon  the  size  of  the  lock.  The  locks  can  be  released  by  on-site 
or  remote  switches  or  interconnected  heat  and  smoke  de¬ 
tector  devices. 

INSPECTION  AND  TEST:  The  locks  have  been  tested 
and  approved  by  Factory  Mutual  Research  (Serial  No. 
26855). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Security  Engineering  Electromag¬ 
netic  Locks,  Models  3400,  3600,  3800,  3824,  3626,  3828, 
T.  J.  3400,  T.  J.  3600,  T.  J.  3800,  T.  J.  3626,  T.  J.  3828, 
M  3400,  M  3600,  M  3800,  and  M  3824,  under  the  provisions 
of  Articles  6  and  17  and  RS  17  of  the  Building  Code  under 
the  following  conditions : 

1.  When  the  lock  is  required  to  be  interconnected 
to  a  fire  alarm  system,  the  interconnection  shall  be  such 
that  when  the  lock  is  de-energized  it  can  be  energized 
again  only  with  a  manually  resettable  control  interface. 

2.  All  installations  shall  comply  with  the  require¬ 
ment  of  Section  C26-604.4(j )  (l)c  of  the  Building  Code 
that  the  doors  shall  be  held  in  a  closed  position  by  a 
latch  after  they  are  unlocked. 

3.  The  requirements  of  the  Building  Code,  Fire 
Prevention  Directives,  and  Chapter  19  of  the  Adminis¬ 
trative  Code  shall  be  complied  with. 

4.  The  locking  systems  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar 
Number  669-77-SA”. 

5.  The  locking  systems  shall  only  be  used  on  exit  or 
corridor  doors  in  mental  and  penal  installations;  or  they 


may  be  used  on  exit  and  corridor  doors  in  banks, 
museums,  jewelry  stores,  and  other  places  where  security 
is  required,  subject  to  the  approval  of  the  Commissioner 
of  the  Department  of  Buildings,  and  on  condition  that  a 
remote  electrical  device  for  unlocking  in  case  of  emer¬ 
gency  is  provided. 

6.  The  locking  systems  shall  not  be  used  on  doors 
opening  into  interior  stair  enclosures  with  the  exceptions 
as  stated  in  Section  C26-604.4(j)  (1)  (b)  of  the  Building 
Code. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

977-77-SA 

APPLICANT — Afton  Pumps,  Incorporated,  owner. 
SUBJECT — Application  December  19,  1977 — ILVS;  MPV; 

HPV  and  GSV  Pumps. 

APPEARANCES— 

For  Applicant:  Walter  D.  Bischoff. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 

with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
977-77-SA :  Sloan  and  Bischoff,  Incorporated,  Springfield, 
New  Jersey,  for  Afton  Pumps,  Incorporated,  Houston,  Texas, 
filed  for  approval  of  Afton  Pumps,  Models  ILVS,  MPV, 
HPV,  and  GSV,  under  the  provisions  of  Article  14  and  RS 
14  of  the  Building  Code  and  Chapter  19  of  the  Administrative 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Pumping  of  hydrocarbons. 
DESCRIPTION :  The  centrifugal  and  vertical  turbine 
pumps  are  used  for  the  pumping  of  hydrocarbon  products. 
Model  ILVS  is  a  spacer  coupled,  in-line  vertical  process 
pump,  with  a  capacity  of  up  to  10,000  GPM,  which  provides 
differential  pressures  of  up  to  800  feet.  Model  MPV  is  a 
medium  pressure  vertical  pump,  available  with  horsepowers 
to  700,  suction  pressures  to  1500  psi,  temperatures  to  450°  F., 
and  capacities  to  50,000  barrels  per  hour.  The  Model  HPV 
is  a  high  pressure  vertical  pump.  Its  primary  use  is  for  high 
pressure,  low  capacity  applications.  The  maximum  capacity 
is  1400  gallons  per  minute.  It  is  available  with  three  different 
impeller  patterns  and  four  different  sizes.  It  is  recommended 
for  pulsationless  processes  requiring  differential  pressures 
between  2500  and  9000  feet.  Model  OSV  is  a  general  service 
vertical  pump,  with  capacities  up  to  50,000  GPM  horse¬ 
powers  up  to  1250,  and  pressure  heads  up  to  2000  feet. 
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INSPECTION  AND  TEST :  The  pumps  have  been  certified 
by  H.  J.  Derr,  Jr.,  P.E.,  Texas,  No.  14420,  to  comply  with 
t  e  requirements  of  the  ASME  Unfired  Pressure  Vessel 
Code,  Section  VIII,  and  to  be  designed  in  accordance  with 
the  requirements  of  the  American  Petroleum  Institute  Stand¬ 
ards  610,  subject  to  customers’  specifications. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  t  e  approval  of  Afton  Pumps,  Models  ILVS,  MPV, 
HPV,  and  CSV,  under  the  following  conditions : 

1.  All  uses,  locations,  and  installations  of  the  pumps 
shall  comply  with  the  applicable  requirements  of  the 
Building  Code  and  Chapter  19  of  the  Administrative 
Code  of  the  City  of  New  York  and  American  Petro¬ 
leum  Institute  standards. 

2.  All  motors,  switches,  controls,  and  other  elec¬ 
trical  components  shall  be  explosion-proof. 

3.  The  pumps  shall  be  permanently  labeled :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  977-77-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
corporate  name,  change  of  address  or  to  submit  the  annual 
:  ffidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


20-78-SM 

APPLICANT — Alarm  Lock  Corporation,  owner. 
SUBJECT — Emergency  exit  lock. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
20-78-SM:  Alarm  Lock  Corporation,  Jericho,  New  York, 
filed  for  approval  of  the  Model  17  (Theftgard  #17)  Emer¬ 
gency  Exit  Door  Lock  under  the  provisions  of  Article  6  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Emergency  exit  lock  for  locations 
where  panic  hardware  is  not  required. 

DESCRIPTION :  The  lock  is  used  in  locations  where  a 
panic  bolt,  which  is  at  least  2/3  the  width  of  the  exit  door, 
is  not  required. 

The  Model  17  consists  of  a  rim  type  exit  door  lock  with  a 
deadbolt  and  latchbolt.  A  turn  of  the  key  projects  the  dead¬ 
bolt  into  the  keeper,  which  is  mounted  on  the  door  frame. 
I  he  deadbolt  can  be  retracted  by  key  from  the  keeper  from 
either  the  inside  or  outside.  Pressure  on  the  inside  clapper 
plate  simultaneously  retracts  the  deadbolt  and  releases  the 


latchbolt,  which  allows  instantaneous  emergency  exit.  When 
the  lock  is  used  on  exit  doors  above  the  first  floor,  the  Model 
#1722  Outside  Pull  is  used  to  instantaneously  depress  the 
lock  clapper,  retract  the  deadbolt,  and  release  the  latchbolt, 
which  allows  emergency  ingress  from  outside. 
INSPECTION  AND  TEST :  The  lock  has  been  tested  and 
approved  by  Underwriters’  Laboratories  (File  SA5911). 
RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  17  (Theftgard  #17) 
Emergency  Exit  Door  Lock  under  the  following  conditions : 

1.  All  uses,  locations,  and  installations  of  the  locks 
shall  comply  with  the  applicable  requirements  of  Article 
6  of  the  Building  Code. 

2.  The  locks  shall  not  be  used  on  doors  which  are 
required  by  the  Building  Code  to  have  panic  exit 
devices. 

3.  The  locks  shall  be  permanently  labeled :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  20-78-SM.’’ 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  corpo¬ 
rate  name,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


318-77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — 6  Behan  Ct.,  east  side,  32  feet 
south  of  Beach  Avenue,  Block  4229,  Lot  96,  New  Dorp, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  on  N.B.  Applic.  #500/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
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directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977  acting  on  N.B.  Applic.  #500/77,  Objection 
No.  1  A  and  B  be  and  it  hereby  is  modified  under  the  powers 
vested  in  t'  e  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  t  ie  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  and  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  received  “November 
17,  1977”,  2  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


319- 77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED— 8  Behan  Ct.,  east  side  62.50  feet 
south  of  Beach  Avenue,  Block  4229,  Lot  97,  New  Dorp, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

TFIE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  on  N.B.  Applic.  #501/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore : 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at 
least  8%  of  the  total  perimeter  of  the  building 
fronting  directly  upon  a  legally  mapped  street  or 
frontage  space  and  therefore  is  contrary  to  Section 
C26-401.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  acting  on  N.B.  Applic.  #501/77,  Objec¬ 
tion  No.  1  A  and  B  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  and  that  the  building  shall 
substantially  comply  with  drawings  marked  received  “No¬ 
vember  17,  1977”,  2  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 

320- 77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 


SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— 10  Behan  Ct,  east  side,  93.0 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  100,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  19 77,  on  N.B.  Applic.  #502/77,  reads : 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore: 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3 ;  Section  36  of  the  General 
City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  acting  on  N.B.  Applic.  #502/77,  Objec¬ 
tion  No.  1  A  and  B  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways ;  and  that  the  building 
shall  substantially  comply  with  drawings  marked  received 
“November  17,  1977”,  2  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


321-77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED— 12  Behan  Ct.,  east  side,  123.0 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  102,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  nossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  on  N.B.  Applic.  #503/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
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directly  upon  a  legally  mapped  street  or  frontage 
space  and  therefore  is  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  ot 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977  acting  on  N.B.  Applic.  #503/77,  Objec¬ 
tion  No.  1  A  and  B  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on  con¬ 
dition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  the  standards  ot 
the  Department  of  Highways ;  and  that  the  building  shall 
substantially  comply  with  drawings  marked  received  “Novem¬ 
ber  17,  1977”,  2  sheets;  and  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 

322- 77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — 14  Behan  Ct.,  east  side,  154.0 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  104,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  on  N.B.  Applic.  #504/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be  is¬ 
sued  per  Article  3  Section  36  of  the  General  City 

Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977  acting  on  N.B.  Applic.  #504/77,  Objection 
No.  1  A  and  B  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  and  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  received  “November 
17,  1977”,  2  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 

323- 77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 


SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street 
PREAIISES  AFFECTED— 16  Behan  Ct.,  east  side,  184.5 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  106,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  on  N-B-  Applic.  #505/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3,  Section  36  of  the  General  City 
Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  acting  on  N.B.  Applic.  #505/77,  Objection 
No.  1  A  and  B  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  and  that  the  building  shall  sub¬ 
stantially  comply  with  drawings  marked  received  “November 
17,  1977”,  2  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


324-77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED— 18  Behan  Ct.,  east  side.  214.89 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  107,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  on  N.B.  Applic.  #506/77,  reads : 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore : 

A.  A  Certificate  of  Occupancy  may  not  be 
issued  per  Article  3  Section  36  of  the  General  City 
Law. 
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B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  acting  on  N.B.  Applic.  #506/77,  Objec¬ 
tion  No.  1  A  and  B  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways ;  and  that  the  building 
shall  substantially  comply  with  drawings  marked  received 
“November  17,  1977”,  2  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


325-77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED— 22  Behan  Ct„  east  side,  241.27 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  109,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  on  N.B.  Applic.  #507/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

(See  Cal.  318-77-A — same  decision) 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  acting  on  N.B.  Applic.  #507/77,  Objec¬ 
tion  No.  1  A  and  B  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  and  that  the  building  shall 
substantially  comply  with  drawings  marked  received  “Novem¬ 
ber  17,  1977”,  2  sheets:  and  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 


326-77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED— 24  Behan  Ct„  east  side,  268.4 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  111,  New 
Dorp,  Borough  of  Staten  Island. 


APPEARANCES— 

For  Applicant :  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  on  N.B.  Applic.  #508/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  placed  on  the  official  map  of  the  City  of  New 
York  therefore: 

(See  Cal.  318-77-A — same  decision). 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  acting  on  N.B.  Applic.  #508/77,  Objec¬ 
tion  No.  1  A  and  B  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  and  that  the  building  shall 
substantially  comply  with  drawings  marked  received  “Novem¬ 
ber  17,  1977”,  2  sheets;  and  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 


327-77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT— Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED— 26  Behan  Ct„  east  side,  295.53 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  112,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  on  N.B.  Applic.  #509/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

(See  Cal.  318-77-A — same  decision) 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  acting  on  N.B.  Applic.  #509/77,  Objec¬ 
tion  No.  1  A  and  B  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways;  and  that  the  building 
shall  substantially  comply  with  drawings  marked  received 
“November  17,  1977”,  2  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 
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328-77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  trie  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED— 28  Behan  Ct.,  east  side,  326.03 
feet  s  utii  of  Beach  Avenue,  Block  4229,  Lot  114,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTTON  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decison  of  the  Borough  Superintendent, 
dated  June  3,  1977,  on  N.B.  Applic.  #510/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

(See  Cal.  318-77-A — same  decision) 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  acting  on  N.B.  Applic.  #510/77,  Objec¬ 
tion  No.  1  A  and  B  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways ;  and  that  the  building 
shall  substantially  comply  with  drawings  marked  received 
“November  17,  1977’’,  2  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


329-77-A 

APPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

SUBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — 32  Behan  Ct.,  east  side,  356.33 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  115,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Edward  Lauria. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  on  N.B.  Applic.  #511/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

(See  Cal.  318-77-A — same  decision.) 

and 

Whereas,  the  premises  was  inspected  by  a  committee  ot 
the  Board  which  recommended  that  the  appeal  be  granteci 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977  acting  on  N.B.  Applic.  #511/77,  Objec¬ 
tion  No.  1  A  and  B  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  and  that  the  building  shall 
substantially  comply  with  drawings  marked  received  “Novem¬ 
ber  17,  1977’’,  2  sheets ;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


330-77-A 

'  PPLICANT — E.  Lauria  for  Betmar  Devel.  Corporation, 
owner. 

STTBJECT — Application  June  21,  1977 — filed  pursuant  to 
Section  36,  Article  3. of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED— 34  Behan  Ct.,  east  side,  383.66 
feet  south  of  Beach  Avenue,  Block  4229,  Lot  117,  New 
Dorp,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Edward  Lauria. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  on  N.B.  Applic.  #512/77,  reads: 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

(See  Cal.  318-77-A — same  decision) 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1977,  acting  on  N.B.  Applic.  #512/77,  Objec¬ 
tion  No.  1  A  and  B  be  and  it  hereby  is  modified  under  the 
powers  'vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  and  that  the  building  shall 
substantialjy  comply  with  drawings  marked  received  “Novem¬ 
ber  17,  1977”,  2  sheets;  and  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 

519-77-A 

APPLICANT — Calvanico  Associates  for  Madonia  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  5,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
dry  wells  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 17  Weaver  Street,  north  side, 
103.36  feet  west  of  Arden  Avenue,  Block  5401,  Lot  33, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  _ 6 

Negative:  .  o 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dc  ted  July  27,  1977,  on  N.B.  Applic.  #424/77,  reads: 

“1.  Street  giving  access  to  the  proposed  building  is 
not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  No  C.  of  O.  can  be  issued  as  per  Article  3, 
Section  36  of  the  General  City  Law  and, 

B.  Permit  may  not  be  issued  sin  e  proposed 
construction  does  not  have  at  least  8%  of  the  total 
perimeter  of  the  building  fronting  directly  upon  a 
legally  mapped  street  or  frontage  space  and  therefore 
contrary  to  Section  C26-401.1  of  the  Administrative 
Cede. 

2.  The  proposed  building  represents  more  than  one 
c  mmencement  within  the  last  three  years  on  a  blo-'k 
w  ic  1  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  P110.2(c)  (2) 
Administrative  Building  Code."’ 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  July  27,  1977,  acting  on  N.B.  Applic. 
#424/77,  Objection  No.  1  A  and  B  and  2  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  2  inches  of  rain  water  over  the  roof  area, 
and  one  inch  over  the  remainder  of  the  lot  area ;  same  to  be 
verified  by  Building  Department;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25%  of  the  volume 
required,  a  minimum  of  75%  of  volume  to  be  within  the  dry 
wells :  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer;  dry  wells  are  to  be  located  so  as  to  a1  low  on-site  run¬ 
off  to  occur  as  close  as  possible  to  the  natural  flow  permitting 
the  least  disruption  of  trees  and  natural  features ;  and  that 
objection  number  1  A  and  B  and  2  is  granted  under  the 
powers  vested  in  the  Board  under  Section  36  of  the  General 
City  Law;  and  on  further  conditions  that  the  building  shall 
substantially  conform  to  drawings  marked  received  “August 
5,  1977”,  2  sheets  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


520-77-A 

APPLICANT — Calvanico  Associates  for  Madonia  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  5,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  legal  street  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 27  Weaver  Street,  north  side, 
216.71  feet  west  of  Arden  Avenue,  Block  54D1,  Lot  38, 
Annadale,  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmath'e :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
d  ted  July  27,  1977,  on  N.B.  Applic.  #425/77,  reads: 


“1.  Street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  No  C.  of  O.  can  be  issued  as  per  Article  3, 
Section  36  of  the  General  City  Law  and, 

B.  Permit  may  not  be  issued  sure  prorosed  con¬ 
struction  dees  not  have  at  least  8%  of  the  total 
perimeter  of  Ve  building  fronting  directly  upon  a 
legally  mapped  street  or  frontage  space  and  there- 
f  re  contrary  to  Section  C26-401.1  of  the  Admini¬ 
strative  Code. 

2.  The  proposed  building  represents  more  Van  once 
commen:'ement  within  the  last  three  years  on  a  block 
whi  h  is  developed  wTith  bui  dings  on  less  than  75% 
of  the  lots  and  no  public  storm  sewers  into  which  dis¬ 
charge  is  feasible  is  located  within  500  feet  of  the 
property.  Therefore,  at  least  50%  of  sVrm  water  falling 
on  the  subject  property  must  be  conveyed  for  disposal 
off-site  per  Reference  Standard  RS-16,  Section  PI  10.2 
(c)  (2)  Administrative  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  July  27,  1977,  acting  on  N.B.  Applic. 
#425/77,  Objection  Nos.  1  A  and  B  and  2  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
cn  condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  2  inches  of  rain  water  over  the  roof  area, 
and  one  inch  over  the  remainder  of  the  lot  area;  same  to  be 
verified  by  Building  Department:  that  the  volume  of  voids 
of  selected  gravel  carefully  placed  under  and  to  the  sides 
of  t’-e  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25%  of  the 
volume  required,  a  minimum  of  75%  of  volume  to  be  within 
Ve  dry  wells :  that  when  a  storm  sewer  is  constructed  in 
the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer:  dry  wells  are  to  be  loca.ted  so  as  to  allow 
on-site  runoff  to  occur  as  close  as  possible  to  the  natural 
flow  permitting  the  least  disruption  of  trees  and  natural 
features;  and  that  objection  numbers  1A  and  B  and  2  is 
granted  under  the  powers  vested  in  the  Board  under  Section 
36  of  the  General  City  Law :  and  on  further  conditions  that 
the  building  shall  substantially  conform  to  drawings  marked 
received  “August  5,  1977”,  2  sheets  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


521-77-A 

APPLICANT — Calvanico  Associates  for  Madonia  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  5,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 6  Jansen  Street,  southwest  cor¬ 
ner  of  Arden  Avenue,  Block  5401,  Lot  15,  Annadale,  Bor¬ 
ough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  27,  1977,  on  N.B.  Applic.  #421/77,  reads: 

“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  blo'-k 
which  is  developed  with  buildings  on  less  than  75%  cf 
the  lots  and  no  public  storm  sewers  into  which  discharge 
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is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  PI  10.2(c)  (2) 
Administrative  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  ot 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  July  27,  1977,  acting  on  N.B.  Applic. 
#421/77  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  volume  of  the  dry  wells  be  of  sufficient  capacity  to  con¬ 
tain  3  inches  of  rain  water  over  the  roof  area ;  same  to  be 
verified  by  Building  Department ;  that  the  volume  of  voids  ot 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25%  of  the  volume 
required,  a  minimum  of  75%  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer ;  dry  wells  are  to  be  located  so  as  to  allow  on-site 
runoff  to  occur  as  close  as  possible  to  the  natural  flow  per¬ 
mitting  the  least  disruption  of  trees  and  natural  features  /and 
on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings  marked  received  “August  5,  1977”,  2 
sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


522-77-A 

APPLICANT— Calvanico  Associates  for  Madonia  Homes, 
Incorporated,  owner. 

SUBJECT— Application  August  5,  1977— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  legal  street  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 16  Jansen  Street,  south  side, 
108.34  feet  west  of  Arden  Avenue,  Block  5401,  Lot  10, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES—  _ 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  27,  1977,  on  N.B.  Applic.  #423/77,  reads/ 

“1.  Street  giving  access  to  the  proposed  building  is 
not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

(See  Cal.  519-77-A— same  decision) 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  July  27,  1977,  acting  on  N.B.  Applic. 
#423/77,  Objection  No.  1  A  and  B  and  2  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  2  inches  of  rain  water  over  the  roof  area, 
and  one  inch  over  the  remainder  of  the  lot  area ;  same  to  be 
verified  by  Building  Department ;  that  the  volume  of  voids 
of  selected  gravel  carefully  placed  under  and  to  the  side  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25%  of  the 
volume  required,  a  minimum  of  75%  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 


street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  dry  wells  are  to  be  located  so  as  to  allow  on-site 
runoff  to  occur  as  close  as  possible  to  the  natural  flow  per¬ 
mitting  the  least  disruption  of  trees  and  natural  features ; 
and  that  objection  number  1  A  and  B  and  2  is  granted  under 
the  powers  vested  in  the  Board  under  Section  36  of  the 
General  City  Law ;  and  on  further  conditions  that  the  build¬ 
ing  shall  substantially  conform  to  drawings  marked  received 
“August  5,  1977”,  2  sheets  and  that  all  laws,  rules  and  regu¬ 
lations  shall  be  complied  with. 


523-77-A 

APPLICANT — Calvanico  Associates  for  Madonia  Homes, 
Incorporated,  owner. 

SUBJECT — Application  August  5,  1977— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  legal  street  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 28  Jansen  Street,  south  side, 
216.67  feet  west  of  Arden  Avenue,  Block  5401,  Lot  5,  Anna¬ 
dale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  27,  1977,  on  N.B.  Applic.  #426/77,  reads: 

“1.  Street  giving  access  to  the  proposed  building  is 
not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

(See  Cal.  519-77-A — same  decision.) 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  July  27,  1977,  acting  on  N.B.  Applic. 
#426/77,  Objection  No.  1  A  and  B  and  2  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  2  inches  of  rain  water  over  the  roof  area, 
and  one  inch  over  the  remainder  of  the  lot  area ;  same  to  be 
verified  by  Building  Department ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25%  of  the  volume 
required,  a  minimum  of  75%  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer ;  dry  wells  are  to  be  located  so  as  to  allow  on-site 
runoff  to  occur  as  close  as  possible  to  the  natural  flow 
permitting  the  least  disruption  of  trees  and  natural  features ; 
and  that  objection  number  1  A  and  B  and  2  is  granted  under 
the  powers  vested  in  the  Board  under  Section  36  of  the 
General  City  Law  ;  and  on  further  conditions  that  the  building 
shall  substantially  conform  to  drawings  marked  received 
“August  5,  1977”,  2  sheets  and  that  all  laws,  rules  and  regu¬ 
lations  shall  be  complied  with. 


557-77-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 
OWNER  OF  PREMISES— Panamendel  Corporation. 
SUBJECT — Application  August  24,  1977 — for  Modification 
of  Certificate  of  Occupancy  #Q  160047 — re-  sprinkler 
system. 
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PREMISES  AFFECTED — 79-10  Queens  Boulevard,  south 
side,  80  feet  east  of  Hillyer  Street,  Block  2453,  Lot  40, 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  R.  J.  Ellis. 

For  Owner :  Anthony  M.  Salvati. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
August  19,  1977,  to  Modify  C.O.  #Q160047,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  Section  1804.4.C.6  of  the  City  Charter,  to 
Modify  a  Certificate  of  Occupancy  in  relation  to  the 
following  building : 

79-10  Queens  Blvd. 

Elmhurst,  N.  Y.  11373” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Application  be 
granted  under  certain  conditions;  and 

Whereas,  the  Fire  Department  has  access  to  all  sides  of 
the  building;  and 

Whereas,  the  applicant  has  indicated  that  there  are  three 
fire  stations  in  the  vicinity  that  can  respond  within  three 
minutes  and ; 

Whereas,  there  are  four  fire  hydrants  immediately  ad¬ 
jacent  to  the  property;  and 

Whereas,  this  is  a  typical  hotel  occupancy  which  does  not 
require  sprinkler  or  standpipe  system  under  the  existing 
new  building  code. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  certificate  of  occupancy  be  and  it 
hereby  is  granted,  and  that  the  certificate  of  occupancy  be 
modified  to  require  an  interconnected  smoke  detection  system 
throughout  the  building;  including  at  least  five  in  the  cellar, 
one  in  the  laundry  room,  telephone  room,  meter  room,  boiler 
room  and  storage  area ;  and  at  least  six  on  the  first  floor,  one 
in  the  kitchen  area,  mechanical  room,  linen  room,  office  area, 
reception  room  and  restaurant;  and  at  least  six  per  floor 
throughout  the  other  floors  of  the  building  as  shown  on 
plans  filed  January  24,  1978  (4  Sheets)  ;  with  interconnected 
alarms  centrally  located,  at  least  one  on  each  floor;  and 
that  other  fire  prevention  safeguards  be  provided  as  indicated 
on  plans  filed  “January  24,  1978”,  (4  Sheets)  ;  and  that  all 
work  shall  be  substantially  completed  within  one  year  from 
the  date  of  this  resolution;  and  that  all  other  laws,  rules 
and  regulations  applicable  shall  be  complied  with. 


620-77-A 

APPLICANT — Calvanico  Associates  for  Revac  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  September  20,  1977 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — 180  Lenzie  Street,  southeast 
corner  of  Holdridge  Avenue,  Block  6361,  Lot  74,  Annadale, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  . . . 0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1977,  on  N.B.  Applic.  #150/77,  reads: 

“1.  Street  giving  access  to  the  proposed  building  is 
not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  No  C.  of  O.  can  be  issued  as  per  Article  3, 
Section  36  of  the  General  City  Law  and, 

B.  Permit  may  not  be  issued  since  proposed 
construction  does  not  have  at  least  8%  of  the  total 
perimeter  of  the  building  fronting  directly  upon  a 
legally  mapped  street  or  frontage  space  and  therefore 
contrary  to  Section  C26-401.1  of  the  Administrative 
Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1977,  acting  on  N.B.  Applic.  #150/77, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  a  fire  hydrant  be 
installed  within  250  feet  of  the  site ;  and  that  the  building 
shall  substantially  comply  with  drawings  marked  received 
“September  20,  1977”,  2  sheets ;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


621-77-A 

APPLICANT — Calvanico  Associates  for  Revac  Construction 
Corporation,  owner. 

SUBJECT — Application  September  20,  1977 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — 325  Holdridge  Avenue,  north¬ 
east  corner  of  Lenzie  Street,  Block  6361,  Lot  68,  Annadale, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  _ 6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  15,  1977,  on  N.B.  Applic.  #151/77  reads: 

“1.  Street  giving  access  to  the  proposed  building  is 
not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  No  C.  of  O.  can  be  issued  as  per  Article  3, 
Section  36  of  the  General  City  Law  and, 

B.  Permit  may  not  be  issued  since  proposed 
construction  does  not  have  at  least  8%  of  the  total 
perimeter  of  the  building  fronting  directly  upon  a 
legally  mapped  street  or  frontage  space  and  therefore 
contrary  to  Section  C26-401.1  of  the  Administrative 
Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  15,  1977  acting  on  N.B.  Applic.  #151/77, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
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the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  a  fire  hydrant  be 
installed  within  250  feet  of  the  site;  and  that  the  building 
shall  substantially  comply  with  drawings  marked  received 
“September  20,  1977”,  2  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


622-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Abe  Gartenbaum, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  dry  wells  for  the  disposal  of  storm  water.  (Local 
Law  #7). 

PREMISES  AFFECTED — 118  Bloomingdale  Road,  west 
side,  264.32  feet  south  of  Richmond  P'arkway,  Block  7420, 
Let  14,  Woodrow,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  9,  1977,  on  N.B.  Applic.  #810/77,  reads: 
“The  proposed  building  represents  more  than  one  com¬ 
mencement  within  the  last  three  years  on  a  block  which 
is  developed  with  buildings  on  less  than  75%  of  the  lots 
and  no  public  storm  sewers  into  which  discharge  is 
feasible  is  located  within  500  feet  of  the  property.  There¬ 
fore,  at  least  50%  of  storm  water  falling  on  the  subject 
property  must  be  conveyed  for  disposal  off-site  per 
Reference  Standard  RS-16  Section  P110.2(c)  (2)  Ad¬ 
ministrative  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  9,  1977,  acting  on  N.B. 
Applic.  #810/77,  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  2  inches  of  rain  water  over  the  roof  area 
and  one  inch  over  the  remainder  of  the  lot  area;  same  to  be 
verified  by  Building  Department ;  that  the  volume  of  voids  of 
selected  gravel  carefully  placed  under  and  to  the  sides  of  the 
dry  wells  may  be  used  to  satisfy  the  required  retained  volume 
as  long  as  it  represents  not  more  than  25%  of  the  volume 
required,  a  minimum  of  75%  of  volume  to  be  within  the  dry 
wells ;  that  when  a  storm  sewer  is  constructed  in  the  street 
fronting  this  site,  the  structure  then  will  connect  to  such 
sewer ;  dry  wells  are  to  be  located  so  as  to  allow  on-site 
runoff  to  occur  as  close  as  possible  to  the  natural  flow 
permitting  the  least  disruption  of  trees  and  natural  features ; 
and  on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings  marked  received  “September  20,  1977”, 
2  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


623-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Abe  Gartenbaum, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  dry  wells  for  the  disposal  of  storm  water.  (Local 
Law  #7). 


PREMISES  AFFECTED — 126  Bloomingdale  Road,  west 
side,  187.39  feet  south  of  Richmond  Parkway,  Block  7420, 
Lot  11,  Woodrow,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  9,  1977,  on  N.B.  Applic.  #811/77,  reads: 
“The  proposed  building  represents  more  than  one  com¬ 
mencement  within  the  last  three  years  on  a  block  which 
is  developed  with  buildings  on  less  than  75%  of  the  lots 
and  no  public  storm  sewers  into  which  discharge  is 
feasible  is  located  within  500  feet  of  the  property.  There¬ 
fore,  at  least  50%  of  storm  water  falling  on  the  subject 
property  must  be  conveyed  for  disposal  off-site  per 
Reference  Standard  RS-16,  Section  P110.2(c)  (2) 

Administrative  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  9,  1977,  acting  on  N.B. 
Applic.  #811/77,  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  2  inches  of  rain  water  over  the  roof  area 
and  one  inch  over  the  remainder  of  the  lot  area ;  same  to  be 
verified  by  Building  Department ;  that  the  volume  of  voids 
of  selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25%  of  the 
volume  required,  a  minimum  of  75%  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  dry  wells  are  to  be  located  so  as  to  allow  on-site 
runoff  to  occur  as  close  as  possible  to  the  natural  flow  per¬ 
mitting  the  least  disruption  of  trees  and  natural  features ;  and 
on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings  marked  received  “September  20,  1977”, 
2  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


624-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Abe  Gartenbaum, 

owner. 

SUBJECT — Application  September  20,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water.  (Local 
Law  #7). 

PREMISES  AFFECTED — 134  Bloomingdale  Road,  west 
side,  108.86  feet  south  of  Richmond  Parkway,  Block  7420, 
Lot  7,  Woodrow,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

N  egative  :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  9,  1977,  on  N.B.  Applic.  #812/77,  reads : 
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“The  proposed  building  represents  more  than  one  com¬ 
mencement  within  the  last  three  years  on  a  block  which 
is  developed  with  buildings  on  less  than  75%  of  the  lots 
and  no  public  storm  sewers  into  which  discharge  is 
feasible  is  located  within  500  feet  of  the  property.  There¬ 
fore,  at  least  50%  of  storm  water  falling  on  the  subject 
property  must  be  conveyed  for  disposal  off-site  per 
Reference  Standard  RS-16,  Section  P'l  10.2(c)  (2)  Ad¬ 
ministrative  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  9,  1977,  acting  on  N.B. 
Applic.  #812/77,  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  2  inches  of  rain  water  over  the  roof  area 
and  one  inch  over  the  remainder  of  the  lot  area;  same  to  be 
verified  by  Building  Department;  that  the  volume  of  voids 
of  selected  gravel  carefully  placed  under  and  to  the  sides 
of  the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25%  of  the 
volume  required,  a  minimum  of  75%  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in 
the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  dry  wells  are  to  be  located  so  as  to  allow 
on-site  runoff  to  occur  as  close  as  possible  to  the  natural 
flow  permitting  the  least  disruption  of  trees  and  natural 
features ;  and  on  further  conditions  that  the  building  shall 
substantially  conform  to  drawings  marked  received  “Sep¬ 
tember  20,  1977”,  2  sheets ;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


625-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Abe  Gartenbaum, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water.  (Local  Law 

#7). 

PREMISES  AFFECTED— 144  Bloomingdale  Road,  south¬ 
west  corner  of  Richmond  Parkway,  Block  7420,  Lot  2, 
Woodrow,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  9,  1977,  on  N.B.  Applic.  #813/77,  reads: 
“The  proposed  building  represents  more  than  one  com¬ 
mencement  within  the  last  three  years  on  a  block  which 
is  developed  with  buildings  on  less  than  75%  of  the  lots 
and  no  public  storm  sewers  into  wliich  discharge  is 
feasible  is  located  within  500  feet  of  the  property  must  be 
conveyed  for  disposal  off-site  per  Reference  Standard 
RS-16,  Section  PI  10.2(c)  (2)  Administrative  Building 
Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  9,  1977,  acting  on  N.B. 
Applic.  #813/77,  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 


condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  3  inches  of  rain  water  over  the  roof  area ; 
same  to  be  verified  by  Building  Department ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25% 
of  the  volume  required,  a  minimum  of  75%  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  tiie  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  dry  wells  are  to  be  located  so  as  to  allow 
on-site  runoff  to  occur  as  close  as  possible  to  the  natural  flow 
permitting  the  least  disruption  of  trees  and  natural  features; 
on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings  marked  received  “September  20,  1977”, 
2  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


626-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Abe  Gartenbaum, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water.  (Local  Law 

#7) 

PREMISES  AFFECTED — 7  South  Drum  Street,  southeast 
corner  of  Richmond  Parkway,  Block  7420,  Lot  169,  Wood- 
row,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  9,  1977,  on  N.B.  Applic.  #814/77,  reads : 
“The  proposed  building  represents  more  than  one  com¬ 
mencement  within  the  last  three  years  on  a  block  which 
is  developed  with  buildings  on  less  than  75%  cf  the  lots 
and  no  public  storm  sewers  into  which  discharge  is 
feasible  is  located  within  500  feet  of  the  property.  There¬ 
fore,  at  least  50%  of  storm  water  falling  on  the  subject 
property  must  be  conveyed  for  disposal  off-site  per 
Reference  Standard  RS-16,  Section  P110.2(c)  (2) 

Administrative  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  9,  1977,  acting  on  N.B. 
Applic.  #814/77,  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  3  inches  of  rain  water  over  the  roof  area ; 
same  to  be  verified  by  Building  Department ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  require'’ 
retained  volume  as  long  as  it  represents  not  more  than  25% 
of  the  volume  required,  a  minimum  of  75%  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer ;  dry  wells  are  to  be  located  so  as 
to  allow  on-site  runoff  to  occur  as  close  as  possible  to  the 
natural  flow  permitting  the  least  disruption  of  trees  and 
natural  features ;  on  further  conditions  that  the  building  shall 
substantially  conform  to  drawings  marked  received  “Sep¬ 
tember  20,  1977”,  2  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 
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APPLICANT — Alphonse  J.  Calvanico  for  Abe  Gartenbaum, 
owner. 

SUBJECT— Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water.  (Local  Law  #7) 
PREMISES  AFFECTED— 15  South  Drum  Street,  East 
side,  73.61  feet  south  of  Richmond  Parkway,  Block  7420, 
Lot  165,  Woodrow,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  9,  1977,  on  N.B.  Applic.  #815/77,  reads : 
“The  proposed  building  represents  more  than  one  com¬ 
mencement  within  the  last  three  years  on  a  block  which 
is  developed  with  buildings  on  less  than  75%  of  the  lots 
and  no  public  storm  sewers  into  which  discharge  is 
feasible  is  located  within  500  feet  of  the  property.  There¬ 
fore,  at  least  50%  of  storm  water  falling  on  the  subject 
property  must  be  conveyed  for  disposal  off-site  per 
Reference  Standard  RS-16,  Section  P110.2(c)  (2)  Ad¬ 
ministrative  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  9,  1977,  acting  on  N.B. 
Applic.  #815/77,  Objection  No.  1  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  3  inches  of  rain  water  over  the  roof  area ; 
same  to  be  verified  by  Building  Department ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25% 
of  the  volume  required,  a  minimum  of  75%  of  volume  to  be 
within  the  dry  w7ells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  dry  wells  are  to  be  located  so  as  to  allow 
on-site  runoff  to  occur  as  close  as  possible  to  the  natural 
flow  permitting  the  least  disruptive  of  trees  and  natural 
features ;  on  further  conditions  that  the  building  shall  sub¬ 
stantially  conform  to  drawings  marked  received  “September 
20,  1977”,  2  sheets ;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


628-77-A 

APPLICANT— Alphonse  J.  Calvanico  for  Abe  Gartenbaum, 
owner. 

SUBJECT — Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water.  (Local  Law 

#7) 

PREMISES  AFFECTED — 21  South  Drum  Street,  east 
side,  143.69  feet  south  of  Richmond  Parkway,  Block  7420, 
Lot  161,  Woodrow,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  9,  1977,  on  N.B.  Applic.  #816/77,  reads : 

(See  Cal.  622-77- A — same  decision.) 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  September  9,  1977,  acting  on  N.B.  Applic. 
#816/77,  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  volume  of  the  dry  wells  be  of  sufficient  capacity  to  con¬ 
tain  3  inches  of  rain  water  over  the  roof  area;  same  to  be 
verified  by  Building  Department;  that  the  volume  of  voids 
of  selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25%  of  the 
volume  required,  a  minimum  of  75%  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in 
the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer;  dry  wells  are  to  be  located  so  as  to  allow 
on-site  runoff  to  occur  as  close  as  possible  to  the  natural 
flow  permitting  the  least  disruption  of  trees  and  natural 
features;  on  further  conditions  that  the  building  shall  sub¬ 
stantially  conform  to  drawings  marked  received  “September 
20,  1977”,  2  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


629-77-A 

APP'LICANT — Alphonse  J.  Calvanico  for  Abe  Gartenbaum, 
owner. 

SUBJECT— Application  September  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water.  (Local  Law 

#7) 

PREMISES  AFFECTED — 20  South  Drum  Street,  east  side, 
213.77  feet  south  of  Richmond  Parkway,  Block  7420,  Lot 
158,  Woodrow,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  9,  1977,  on  N.B.  Applic.  #817/77,  reads: 

(See  Cal.  622-77-A — same  decision.) 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  9,  1977,  acting  on  N.B. 
Applic.  #817/77,  Objection  No.  1  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  3  inches  of  rain  water  over  the  roof  area; 
same  to  be  verified  by  Building  Department;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to 
the  sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25% 
of  the  volume  required,  a  minimum  of  75%  of  volume  to 
be  within  the  dry  wells ;  that  when  a  storm  sewer  is  con¬ 
structed  in  the  street  fronting  this  site,  the  structure  then 
will  connect  to  such  sewer;  dry  wells  are  to  be  located  so 
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as  to  allow  on-site  runoff  to  occur  as  close  as  possible  to 
the  natural  flow  permitting  the  least  disruption  of  trees  and 
natural  features ;  on  further  conditions  that  the  building 
shall  substantially  conform  to  drawings  marked  received 
“September  20,  1977”,  2  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 

649-77-A 

APPLICANT — Walter  T.  Gorman  for  Vanguard  Trans¬ 
portation,  Incorporated,  owner. 

SUBJECT — Application  September  30,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner- — request  for  use  of 
two  (2)  oversize  tank  trucks  for  the  transportation  of 
Nalco  5351  within  the  City  limits. 

APPEARANCES— 

For  Applicant:  Carl  A.  Sulfaro. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  8,  1977,  reads : 

“Your  request  of  August  30,  1977  on  behalf  of  Van¬ 
guard  Transportation  to  use  the  above  captioned  vehi¬ 
cles  is  denied  for  the  following  reasons  : 

1.  The  capacity  of  the  tanks  on  the  vehicles 
exceed  the  lawful  limits  as  per  Section  4  of  the 
‘Specifications  of  the  Fire  Department’  relating  fuel 
oil  and  combustible  mixtures. 

2.  The  tanks  are  constructed  of  stainless  steel 
which  does  not  conform  to  Section  5  of  the  ‘Speci¬ 
fications  of  the  Fire  Department’  relating  to  tank 
trucks  transporting  combustible  mixtures. 

3.  There  are  no  provisions  in  the  fire  depart¬ 
ment  regulations  permitting  the  use  of  insulated 
steam  coils  in  the  tank  walls  of  the  tank  truck. 

You  may  appeal  this  decision  to  the  Board  of  Stand¬ 
ard  and  Appeals,  within  thirty  days,  at  which  time  you 
will  be  required  to  submit  additional  documents  such  as 
chassis  letters,  tank  letters  and  shell  full  charts,  and 
show  compliance  with  lawful  weight  requirements.” 

and 

Whereas,  the  drawings  were  reviewed  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  September  8,  1977,  Objection  Nos.  1,  2  and  3, 
be  and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  for  a  term  of  5  years,  on  condition  that  the  speci¬ 
fications  of  the  ICC  be  complied  with  on  condition  that  the 
2  vehicles,  serial  number :  CTK-6289  with  a  shell  capacity 
of  6,620  gallons  and  serial  number :  CTK-6291  with  a  shell 
capacity  of  6,660  gallons,  carry  the  serial  numbers  and  shell 
capacity  cited  in  this  resolution  and  the  seal  of  approval  of 
the  ICC  and  that  they  traverse  the  City  of  New  York  only 
along  routes  approved  by  the  Fire  Commissioner;  and  that 
the  vehicles  conform  to  2  drawings  filed  “November  9, 
1977”,  and  on  further  condition  that  in  all  other  respects  all 
applicable  laws,  rules  and  regulations  shall  be  complied  with. 

468-77-A 

APPLICANT — Jeremiah  T.  Walsh,  Commisioner  of  Build¬ 
ings. 

OWNER  OF  PREMISES— William  Schmid. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #4467  re-  access  to  fire  escapes, 
and  stairway  enclosure. 


PREMISES  AFFECTED— 25-29  William  Street  and  38-42 
Exchange  Place,  southwest  corner,  Block  25,  Lot  27,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irving  Polsky,  P.E. 

For  Owner:  Amy  Jane  Edelstein. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing,  additional  information. 


469-77-A 

APPLICANT — Jeremiah1  T.  Walsh,  P.E.,  Commissioner  of 
Buildings. 

OWNER  OF  PREMISES — Cedar  Management  Corpora¬ 
tion. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Ocupancy  #18833  re-  stairway  enclosure. 

PREMISES  AFFECTED— 65-69  Nassau  Street,  28-30 
John  Street,  southwest  corner,  Block  65,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Irving  Polsky,  P.E. 

For  Owner :  Gerald  M.  Daub. 

THE  VOTE :  To  Reopen— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 


ACTION  OF  BOARD— Application  reopened  and  laid  over 
to  March  7,  1978,  at  2  P.M.,  for  decision,  hearing  closed. 


654-77-A 

APPLICANT — Lama  and  Vassalotti  for  Amoco  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  October  7,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  change 
of  use  from  automotive  service  station  to  self  service 
gasoline  service  station. 

PREMISES  AFFECTED — 1527  Bedford  Avenue  and  656 
to  668  Lincoln  Place,  southeast  corner,  Block  1260,  Lot  5, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1978,  at  2 
P.M.,  for  continued  hearing,  additional  information. 


664-77-A 

APPLICANT — Charles  A.  Magrino  for  Alphonse  Avallone, 
owner. 

SUBJECT — Application  October  14,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 5A  Cherokee  Street,  east  side, 
178  feet  north  of  Oceanside  Avenue,  Block  3847,  Lot  42, 
Middle  Beach,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Charles  A.  Magrino. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1978,  at  2 
P.M.,  for  decision,  hearing  closed. 


706-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  the  disposal  of  storm  water  (Local  Law  #7). 
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PREMISES  AFFECTED — 158  Joseph  Avenue,  northwest 
corner  of  Oakville  Street,  Block  1987,  Lot  320,  Willow- 
brook,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  William  Lichtner. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


707-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 156  Joseph  Avenue,  west  side, 
26  00  feet  north  of  Oakville  Street,  Block  1987,  Lot  321, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


708-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 152  Joseph  Avenue,  west  side, 
50.8  feet  north  of  Oakville  Street,  Block  1987,  Lot  322, 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 
Willowbrook,  Borough  of  Staten  Island. 


709-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  for  consideration — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  the  disposal  of  storm- water  (Local  Law  #7). 

PREMISES  AFFECTED- — 150  Joseph  Avenue,  west  side, 
75.6  feet  north  of  Oakville  Street,  Block  1987,  Lot  323,  Wil¬ 
lowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


71C-77-A 

APPLICANT1 — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 146  Joseph  Avenue,  west  side, 
100.4  feet  north  of  Oakville  Street,  Block  1987,  Lot  325, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


711-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  the  disposal  of  storm  water  (Local  Law  #7). 


PREMISES  AFFECTED — 144  Joseph  Avenue,  west  side, 
125.2  feet  north  of  Oakville  Street,  Block  1987,  Lot  326, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


712-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 140  Joseph  Avenue,  west  side, 
150  feet  north  of  Oakville  Street,  Block  1987,  Lot  32 7, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


713-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 138  Joseph  Avenue,  west  side, 
174.8  feet  north  of  Oakville  Street,  Block  1987,  Lot  328, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


714-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 134  Joseph  Avenue,  west  side, 
199.6  feet  north  of  Oakville  Street,  Block  1987,  Lot  330, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


715-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 132  Joseph  Avenue,  west  side, 
224.4  feet  north  of  Oakville  Street,  Block  1987,  Lot  331, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


716-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 128  Joseph  Avenue,  west  side, 
249.2  feet  north  of  Oakville  Street,  Block  1987,  Lot  332, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


184 


MINUTES 


717-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 126  Joseph  Avenue,  west  side, 
274.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  333, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


718-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  28,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 122  Joseph  Avenue,  west  side, 
302.42  feet  south  of  Harold  Street,  Block  1987,  Lot  335, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


719-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — -Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 120  Joseph  Avenue,  west  side, 
277.62  feet  south  of  Harold  Street,  Block  1987,  Lot  336, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


720-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decison  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 116  Joseph  Avenue,  west  side, 
252.82  feet  south  of  Harold  Street,  Block  1987,  Lot  337, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


721-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — -Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 114  Joseph  Avenue,  west  side, 
228.02  feet  south  of  Harold  Street,  Block  1987,  Lot  338, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


722-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 


SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 110  Joseph  Avenue,  west  side, 
203.22  feet  south  of  Harold  Street,  Blo~k  1987,  Lot  340, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — -Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


723-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 108  Joseph  Avenue,  west  side, 
178.42  feet  south  of  Harold  Street,  Block  1987,  Lot  342, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


724-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 104  Joseph  Avenue,  west  side, 
153.62  feet  south  of  Haro'd  Street,  Block  1987,  Lot  343, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


725-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 102  Joseph  Avenue,  west  side, 
128.82  feet  south  of  Harold  Street,  Block  1987,  Lot  344, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  Jor  continued  hearing;  additional  information. 


726-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 98  Joseph  Avenue,  west  side, 
104.02  feet  south  of  Harold  Street,  Block  1987,  Lot  346, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


727-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 
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PREMISES  AFFECTED — 96  Joseph  Avenue,  west  side, 
79.22  feet  south  of  Harold  Street,  Block  1987,  Lot  347, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


728-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 92  Joseph  Avenue,  west  side, 
44.22  feet  south  of  Harold  Street,  Block  1987,  Lot  348, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M..  for  continued  hearing;  additional  information. 


729-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 90  Joseph  Avenue,  southwest 
corner  of  Harold  Street,  Block  1987,  Lot  350,  Willow¬ 
brook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


730-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 159  Joseph  Avenue,  northeast 
corner  of  Oakville  Street,  Block  1987,  Lot  256,  Willow¬ 
brook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


731-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 157  Joseph  Avenue,  east  side, 
26.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  257, 
WiHowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


732-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 153  Joseph  Avenue,  east  side, 
50.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  258, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


733-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 151  Joseph  Avenue,  east  side, 
75.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  259, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


734-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 147  Joseph  Avenue,  east  side, 
99.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  261, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


735-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 145  Joseph  Avenue,  east  side, 
124.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  262, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


736-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  onwer. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 141  Joseph  Avenue,  east  side', 
148.5  feet  north  of  Oakville  Street,  Block  1987,  Lot  263, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


737-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 139  Joseph  Avenue,  east  side, 
173.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  264, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


738-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 
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SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 135  Joseph  Avenue,  east  side, 

197.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  266, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 

739- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 133  Joseph  Avenue,  east  side, 
222.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  267, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 

740- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 129  Joseph  Avenue,  east  side, 

246.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  268, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 

741- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 127  Joseph  Avenue,  east  side, 
271.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  269, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


742- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 123  Joseph  Avenue,  east  side, 
295.20  feet  north  of  Oakville  Street,  Block  1987,  Lot  271, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 

743- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 121  Joseph  Avenue,  east  side, 
319.40  feet  north  of  Oakville  Street,  Block  1987,  Lot  272, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


744- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 117  Joseph  Avenue,  east  side, 
266.64  feet  south  of  Harold  Street,  Block  1987,  Lot  272, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 

745- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  oi 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 115  Joseph  Avenue,  east  side, 
242.44  feet  south  of  Harold  Street,  Block  1987,  Lot  274, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


746-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  ot 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 111  Joseph  Avenue,  east  side, 
218.24  feet  south  of  Harold  Street,  Block  1987,  Lot  276, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


747-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 109  Joseph  Avenue,  east  side, 
194.04  feet  south  of  Harold  Street,  Block  1987,  Lot  277, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


748-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 105  Joseph  Avenue,  east  side, 
169.84  feet  south  of  Harold  Street,  Block  1987,  Lot  278, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


749-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application — October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 
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PREMISES  AFFECTED — 103  Joseph  Avenue,  east  side, 
145.64  feet  south  of  Harold  Street,  Block  1987,  Lot  279, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


750-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application — October  26,  1977 — -An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 99  Joseph  Avenue,  east  side, 
121.44  feet  south  of  Harold  Street,  Block  1987,  Lot  281, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


751-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application — October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 97  Joseph  Avenue,  east  side, 
97.24  feet  south  of  Harold  Street,  Block  1987,  Lot  282, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


752-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application — October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 95  Joseph  Avenue,  east  side, 
73.04  feet  south  of  Harold  Street,  Block  1987,  Lot  283, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


753-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 93  Joseph  Avenue,  east  side, 
48.84  feet  south  of  Harold  Street,  Block  1987,  Lot  284, 
Willowbrook,  Borough  of  Staten  Island. 

.'  CTION  OF  BOARD— Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


754-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SLBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

1’REMISES  AFFECTED — 91  Joseph  Avenue,  east  side, 
24.64  feet  south  of  Harold  Street,  Block  1987,  Lot  286, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


755-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 89  Joseph  Avenue,  southeast 
corner  of  Harold  Street,  Block  1987,  Lot  287,  Willow¬ 
brook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


756-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — .application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 121  Washington  Avenue,  north¬ 
west  corner  of  Oakville  Street,  Block  1987,  Lot  254, 
Willowbrook,  Eorough  of  Staten  Island. 

.-.CTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


757-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 119  Washington  Avenue,  west 
■side,  26  feet  north  of  Oakville  Street,  Block  1987,  Lot  253, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


758-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 117  Washington  Avenue,  west 
side,  50.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
252,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


759-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 115  Washington  Avenue,  west 
side,  75  feet  north  of  Oakville  Street,  Block  1987,  Lot  251, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


760-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT — Application  October  26,  1977 — -An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  the  disposal  of  storm  water  (Local  Law  #7). 
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PREMISES  AFFECTED — 111  Washington  Avenue,  west 
side,  99.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
249,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


761-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 109  Washington  Avenue,  west 
side,  124.00  feet  north  of  Oakville  Street,  Block  1987,  Lot 
248,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


762-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  # 7 ). 

PREMISES  AFFECTED — 107  Washington  Avenue,  west 
side,  148.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
247,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD- — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


763-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 105  Washington  Avenue,  west 
side,  173.0  feet  north  of  Oakville  Street,  Block  1987,  Lot 
246,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


764-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 101  Washington  Avenue,  west 
side,  197.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
244,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


765-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 99  Washington  Avenue,  west 
side,  222.0  feet  north  of  Oakville  Street,  Block  1987,  Lot  243, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


766-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 99  Washington  Avenue,  west 
side,  246.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
242,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


767-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 93  Washington  Avenue,  west 
side,  271.0  feet  north  of  Oakville  Street,  Block  1987,  Lot  241, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


768-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 91  Washington  Avenue,  west 
side,  295.20  feet  north  of  Oakville  Street,  Block  1987,  Lot 
239,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


769-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 89  Washington  Avenue,  west 
side,  319.4  feet  north  of  Oakville  Street,  Block  1987,  Lot 
238,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


770-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7. 

PREMISES  AFFECTED — 87  Washington  Avenue,  west 
side,  293.94  feet  south  of  Harold  Street,  Block  1987,  Lot 
237,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


771-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 
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PREMISES  AFFECTED — 85  Washington  Avenue,  west 
side,  269.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
236,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


772-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 81  Washington  Avenue,  west 
side,  245.54  feet  south  of  Harold  Street,  Block  1987,  Lot 
234,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


773-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT — Application  October  26,  1977— An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 79  Washington  Avenue,  west 
side,  221.34  feet  south  of  Harold  Street,  Block  1987,  Lot 
233,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


774-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 75  Washington  Avenue,  west 
side,  196.94  feet  south  of  Harold  Street,  Block  1987,  Lot 
232,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


775-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — -73  Washington  Avenue,  west 
side,  172.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
231,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


776-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 69  Washington  Avenue,  west 
side,  148.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
229,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


777-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 67  Washington  Avenue,  west 
side,  124.54  feet  south  of  Harold  Street,  Block  1987,  Lot 
228,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


778-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 63  Washington  Avenue,  west 
side,  100.34  feet  south  of  Harold  Street,  Block  1987,  Lot  227, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


779-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 61  Washington  Avenue,  west 
side,  76.14  feet  south  of  Harold  Street,  Block  1987,  Lot  226, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


780-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 57  Washington  Avenue,  west 
side,  43.14  feet  south  of  Harold  Street,  Block  1987,  Lot  224, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


781-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 55  Washington  Avenue,  south¬ 
west  corner  of  Harold  Street,  Block  1987,  Lot  222,  Willow¬ 
brook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


782-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 


190 


MINUTES 


PREMISES  AFFECTED — 45  Washington  Avenue,  north¬ 
west  corner  of  Harold  Street,  Block  1987,  Lot  220,  Willow- 
brook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


783-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 43  Washington  Avenue,  west 
side,  29.47  feet  north  of  Harold  Street,  Block  1987,  Lof 
218,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


784-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 79  Joseph  Avenue  northeast 
corner  of  Harold  Street,  Block  1987,  Lot  290,  Willow- 
brook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


785-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 77  Joseph  Avenue,  east  side, 
49.25  feet  north  of  Harold  Street,  Block  1987,  Lot  292, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


786-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  for  consideration— An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 80  Joseph  Avenue,  northwest 
corner  of  Harold  Street,  Block  1987,  Lot  353,  Willowbrook, 
Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


787-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 78  Joseph  Avenue,  west  side, 
23.79  feet  north  of  Harold  Street,  Block  1987,  Lot  354, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


788-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 


SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 74  Joseph  Avenue,  west  side, 
48.59  feet  north  of  Harold  Street,  Block  1987,  Lot  355, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


789-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 72  Joseph  Avenue,  west  side, 
73.39  feet  north  of  Harold  Street,  Block  1987,  Lot  356, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


790- 77-A 

APPLICANT — Philip  A.  Hunt  Chemical  Corporation, 
owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  Com¬ 
bustible  mixture  known  as  “Savin  copier  Dispersant”, 
in  32  ounce  round  H.D./P.E.  with  an  Aluminum  Heat  Seal, 
container  not  in  Compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 
APPEARANCES— 

For  Applicant :  Glenn  C.  Knudse  and  Charles  W.  Dole. 
For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978, 
at  2  P.M.,  for  decision,  hearing  closed. 

791- 77-A 

APPLICANT — Philip  A.  Hunt  Chemical  Corporation, 
owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  Com¬ 
bustible  mixture  known  as  “Savin  Electromix”,  in  32 
ounce  round  H.D./P.E.  with  an  Aluminum  Heat  Seal, 
container  not  in  Compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978, 
at  2  P.M.,  for  decision,  hearing  closed. 

792- 77-A 

APPLICANT — Philip  A.  Hunt  Chemical  Corporation, 
owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  Com¬ 
bustible  mixture  known  as  “Hunt  Chemical  Premix”,  in  32 
ounce  round  H.D./P.E.  with  an  aluminum  Heat  Seal,  con¬ 
tainer  not  in  Compliance  with  the  Regulations  of  the  Ad¬ 
ministrative  Code  of  the  City  of  New  York. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


793-77-A 

APPLICANT — Philip  A.  Hunt  Chemical  Corporation, 
owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Hunt  Electrostatic  Dispersant”, 
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in  32  ounce  round  H.D./P.E.  with  an  aluminum  Heat  Seal, 
container  not  in  Compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 

794-77-A 

APPLICANT — Philip  A.  Hunt  Chemical  Corporation, 
owner. 

SLTBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  Com¬ 
bustible  mixture  known  as  “Hunt  NCN  Toner’’,  in  32 
ounce  round  H.D./P.E.  with  an  Aluminum  Heat  Seal, 
container  not  in  Compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


838-77-A 

APPLICANT — William  C.  Major  Consulting  Company  for 
Mt.  Vernon  Energy  Terminals,  Incorporated,  owner. 

SUBJECT — Application  November  14,  1977 — -appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Modification  of  the 
mandatory  requirements  of  Chapter  19-50.0d  of  the  Admin¬ 
istrative  Code  which  requires  certificated  personnel  at  this 
bulk  oil  storage  terminal  24  hours/da,  7  days/week. 

PREMISES  AFFECTED — 7  Edison  Avenue,  west  side,  470 
feet  south  of  Dock  Street,  Block  4974,  Lot  101,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  George  D.  Kelly. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1978,  at 
2  P.M.,  for  decision;  hearing  closed. 


942-77-A 

APPLICANT — McGee  and  Morsellino  for  Albion  55  Com¬ 
pany,  owner,  Save  Way,  lessee. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  gasoline  service  station  to  self  service  gasoline 
service  station. 

PREMISES  AFFECTED— 77-33  Queens  Boulevard,  north¬ 
west  corner  of  Albion  Avenue,  Block  1536,  Lot  101,  Elm- 
lurst,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino,  S.  P.  Russo  and 
D.  De  Benedicts. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1978,  at 
2  P.M.,  for  continued  hearing. 


943-77-A 

APPLICANT — McGee  and  Morsellino  for  Anthony  Heiss, 
owner,  Save  Way,  lessee. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  gasoline  service  station  to  self  service  gasoline 
station. 

PREMISES  AFFECTED — 130  Bruckner  Boulevard,  south 
side,  75  feet  east  of  Brook  Avenue,  Block  2260,  Lot  4, 
Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  S.  P.  Russo  and 
D.  De  Benedictis. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1978,  at 
2  P.M.,  for  continued  hearing. 


944-77-A 

APPLICANT — McGee  and  Morsellino  for  Rock  Oil  Com¬ 
pany,  Incorporated,  owner,  Save  Way,  lessee. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  gasoline  service  station  to  self  service  gasoline 
service  station. 

PREMISES  AFFECTED— 120-128  West  145th  Street, 
south  side,  260  feet  west  of  Lenox  Avenue,  Block  2013, 
Lot  44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  S.  P.  Russo  and 
D.  De  Benedictis. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
2  P.M.,  for  continued  hearing. 

Adjourned  :  3  :50  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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CORRECTION* 

The  resolution  adopted  November  22,  1977  and  printed  in 
Bulletin  No.  48,  Volume  LXII  under  Calendar  Number 
473-77-A  is  hereby  corrected  to  read  as  follows : 

473-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Richmond  Venture 
Corp.,  owner. 

SUBJECT — Application  July  12,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of  dry 
wells  for  disposal  of  storm  water.  (Local  Law  #7) 
PREMISES  AFFECTED— 674  Edgegrove  Avenue,  south 
side,  139.00  feet  east  of  Huguenot  Avenue,  Block  6333,  Lot 
8,  Huguenot,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Lisa  Hohmann. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

TLIE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Fossella  ...  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  11,  1977,  on  N.B.  Applic.  #598/77,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  of 
storm  water  when  no  public  storm  sewers  into  which 
discharge  is  feasible  are  located  within  500'  of  the 
property  is  contrary  to  Section  PI  10.2  (c)  RS-16  of  the 
Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  July  11,  1977  acting  on  N.B.  Applic. 
#598/77  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  volume  of  the  dry  wells  be  of  sufficient  capacity  to  con¬ 
tain  2  inches  of  rain  water  from  the  roofed  area  and  1  inch 
from  the  remainder  of  the  lot;  same  to  be  verified  by  Build¬ 
ing  Department :  that  the  volume  of  voids  of  selected  gravel 
carefully  placed  under  and  to  the  sides  of  the  dry  wells  may 
be  used  to  satisfy  the  required  retained  volume  as  long  as 
it  represents  not  more  than  25%  of  the  volume  required,  a 
minimum  of  75%  of  volume  to  be  within  the  dry  wells;  that 
when  a  storm  sewer  is  constructed  in  the  street  fronting  this 
site,  the  structure  then  will  connect  to  such  sewer;  dry  wells 
are  to  be  located  so  as  to  allow  on-site  runoff  to  occur  as 
close  as  possible  to  the  natural  flow  permitting  the  least 
disruption  of  trees  and  natural  features;  and  that  all  work 
shall  be  substantially  completed  within  one  year  from  the 
date  of  this  resolution;  and  on  further  conditions,  that  the 
building  shall  substantially  conform  to  drawings  marked 
received  “July  12,  1977”,  1  sheet  and  “November  14,  1977”, 
1  sheet  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

*  In  the  Premises  Affected  section  the  resolution  is  cor¬ 
rected  to  read  674  Edgegrove  Avenue,  139.00  feet  east  of 
Huguenot  Avenue  and  Lot  8. 


CORRECTION* 

The  resolution  adopted  November  22,  1977  under  Calendar 
Number  475-77-A  and  printed  in  Bulletin  No.  48,  Volume 
LXII,  is  hereby  corrected  to  read  as  follows : 

475-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Richmond  Venture 
Corporation,  owner. 


SUBJECT — Application  July  12,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED— 664  Edgegrove  Avenue,  south 
side,  260.20  feet  east  of  Huguenot  Avenue,  Block  6333, 
Lot  14,  Huguenot,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Lisa  Hohmann. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Fossella  ...  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  11,  1977,  on  N.B.  Applic.  #600/77  reads: 

“1.  The  proposed  use  of  drywells  for  100%  of  storm 
water  when  no  public  storm  sewers  into  which  discharge 
is  feasible  are  located  within  500'  of  the  property  is 
contrary  to  Section  P110.2(c)  RS-16  of  the  Adminis¬ 
trative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decison  of  the  Borough 
Superintendent,  dated  July  11,  1977,  acting  on  N.B.  Applic. 
#600/77,  Objection  No.  1  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  rain  water  from  the  roofed  area  and  1  inch  from 
the  remainder  of  the  lot;  same  to  be  verified  by  Building 
Department ;  that  the  volume  of  voids  of  selected  gravel  care¬ 
fully  placed  under  and  to  the  sides  of  the  dry  webs  may  be 
used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25%  of  the  volume  required,  a 
minimum  of  75%  of  volume  to  be  within  the  dry  wells;  that 
when  a  storm  sewer  is  constructed  in  the  street  fronting  this 
site,  the  structure  then  will  connect  to  such  sewer ;  dry  wells 
are  to  be  located  so  as  to  allow  on-site  runoff  to  occur  as 
close  as  possible  to  the  natural  flow  permitting  the  least  dis¬ 
ruption  of  trees  and  natural  features  ;  and  that  all  work  shall 
be  substantially  completed  within  one  year  from  the  date  of 
this  resolution;  and  on  further  conditions  that  the  building 
shall  substantially  conform  to  drawings  marked  received 
“July  12,  1977”,  1  sheet  and  “November  14,  1977”,  1  sheet 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 

*  In  the  Premises  Affected  section  the  resolution  is  cor¬ 
rected  to  read  664  Edgegrove  Avenue,  260.20  feet  east  of 
Huguenot  Avenue  and  Lot  14. 


CORRECTION* 

The  resolution  adopted  November  22,  1977  under  Calendar 
Number  476-77-A  and  published  in  Bulletin  No.  48,  Volume 
XLII,  is  hereby  corrected  to  read  as  follows: 

476-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Richmond  Venture 
Corporation,  owner. 

SUBJECT — Application  July  12,  1977 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent — re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 650  Edgegrove  Avenue,  south 
side,  375.96  feet  east  of  Huguenot  Avenue,  Block  6333, 
Lot  19,  Huguenot,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Lisa  Hohmann. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Fossella  . .  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  11,  1977,  on  N.B.  Applic.  #601/77,  reads: 

“1.  The  proposed  use  of  drywells  for  100%  of  storm 
water  when  no  public  storm  sewers  into  which  discharge 
is  feasible  are  located  within  500'  of  the  property  is 
contrary  to  Section  PI  10.2(c)  RS-16  of  the  Administra¬ 
tive  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommends  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  July  11,  1977,  acting  on  N.B.  Applic.  #601/77 
Objection  No.  1  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
volume  of  the  dry  wells  be  of  sufficient  capacity  to  contain 
2  inches  of  rain  water  from  the  roofed  area  and  1  inch  from 
the  remainder  of  the  lot ;  same  to  be  verified  by  Building 
Department ;  that  the  volume  of  voids  of  selected  gravel 
carefully  placed  under  and  to  the  sides  of  the  dry  wells  may 
be  used  to  satisfy  the  required  retained  volume  as  long  as  it 
represents  not  more  than  25%  of  the  volume  required,  a 
minimum  of  75%  of  volume  to  be  within  the  dry  wells;  that 
when  a  storm  sewer  is  constructed  in  the  street  fronting 
this  site,  the  structure  then  will  connect  to  such1  sewer ;  dry 
wells  are  to  be  located  so  as  to  allow  on-site  runoff  to  occur 
as  close  as  possible  to  the  natural  flow  permitting  the  least 
disruption  of  trees  and  natural  features ;  and  that  all  work 
shall  be  substantially  completed  within  one  year  from  the 
date  of  this  resolution ;  and  on  further  conditions  that  the 
building  shall  substantially  conform  to  drawings  marked 
received  “July  12,  1977”,  1  sheet,  and  “November  14,  1977”, 
1  sheet  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 

*  In  the  Premises  Affected  section,  the  resolution  is  cor¬ 
rected  to  read  375.96  feet  east  of  Huguenot  Avenue,  and 
Lot  19. 


CORRECTION* 

The  resolution  adopted  January  10,  1978  and  printed  in 
Bulletin  Nos.  1-3,  Volume  LXIII  under  Calendar  Number 
610-77-BZ  is  hereby  corrected  to  read  as  follows: 

610-77-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Michael  Star- 
haudakes,  owner, Bay  Ridge  Equities,  Ltd.,  doing  business 
as  Ricky’s  Pub,  lessee. 


SUBJECT — Application  September  14,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district  in  an  exist¬ 
ing  four  story  building  the  addition  to  the  uses  of  the  first 
floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 9224/28  4th  Avenue,  northwest 
corner  of  93rd  Street,  Block  6103,  Lot  39,  Borough  of 
Brooklyn.  Community  Board  #10BK. 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition;  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
December  20,  1977,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  10,  1978;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  7,  1977,  acting  on  Alt.  Applic.  #790/1977, 
reads : 

“1.  Proposed  change  of  use,  in  this  case,  from 
restaurant,  bar  and  grill,  Use  Group  6  to  an  eating  and 
drinking  place  without  restrictions  on  entertainment,  Use 
Group  12,  is  not  permitted  as  of  right  under  Section  32- 
21  of  Zoning  Resolution  since  building  is  located  in  a 
C2-2/R6  zone.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-241  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-241  of  the  Zoning  Resolution,  to  permit  in  a 
C2-2  district,  in  an  existing  four-story  building,  the  addition 
to  the  uses  of  the  first  floor  restaurant  to  include  a  cabaret 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application,  marked  “Received  Sep¬ 
tember  14,  1977”,  6  sheets;  and  on  further  condition  that  this 
Special  Permit  shall  be  limited  to  a  term  of  5  years ;  that 
this  Special  Permit  shall  lapse  with  any  change  in  ownership 
or  control ;  that  there  shall  be  no  lewd,  topless,  bottomless  or 
pornographic  performance  of  any  kind ;  that  the  two  exits 
that  are  not  soundlocked  to  be  clearly  labeled  as  emergency 
exit  only;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 

*  In  applicant  section  the  resolution  has  been  corrected 
to  read,  Michael  Starhaudakes,  owner,  Ricky’s  Pub,  lessee. 
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89-27-SR 

[Bracketed]  words  are  deleted. 

Italicized  words  are  added. 

ARTICLE  I— PUBLIC  HEARING 

1.  Regular  sessions  designated  as  public  hearings  of  the 
Board  of  Standards  and  Appeals  shall  be  held  on  Tuesday 
of  each  week  at  10  A.M.  and  2  P.M.,  and  such  additional 
sessions  on  days  to  be  set  by  the  Board  and  as  may  be 
deemed  necessary  to  facilitate  the  work  of  the  Board. 

2.  Sessions  shall  be  devoted  to  hearings  on  applications  for 
variances  of  the  Zoning  Resolution ;  appeals  from  administra¬ 
tive  orders  or  decisions ;  applications  for  variances  of  the 
Labor  Law,  Building  Code,  Multiple  Dwelling  Law  or  [Mul¬ 
tiple  Dwelling  Code]  Housing  and  Maintenance  Code ;  appli¬ 
cations  pursuant  to  the  General  City  Law ;  applications  for 
approval  of  appliances,  materials  and  methods  of  construction 
and  consideration  of  rules  and  such  other  matters  coming 
before  the  Board [.]  in  respect  to  any  subject  matter,  juris¬ 
diction  whereof  as  conferred  upon  the  Board  by  Section  666 
of  the  New  York  City  Charter.  Such  sessions  shall  be  pub¬ 
lished  in  the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

3.  Special  sessions  may  be  called  by  the  Chairman  or  at 
the  request  of  four  Commissioners,  provided  that  notice  is 
given  to  each  Commissioner  at  least  twenty-four  hours 
before  the  time  set  for  such  session. 

4.  All  hearing  sessions  shall  be  open  to  the  public. 

5.  A  quorum  of  the  Board  of  Standards  and  Appeals  shall 
consist  of  four  Commissioners. 

6.  The  Commissioners  of  the  Board  shall  attend  sessions 
in  person,  except  that,  during  absence  or  disability,  a  substi¬ 
tute  may  act  as  provided  by  law. 

ARTICLE  II— CASES  BEFORE  THE  BOARD 

1.  Every  application  under  the  Zoning  Resolution,  every 
administrative  appeal,  every  application  [pursuant  to]  wherein 
the  Board  has  jurisdiction  pursuant  to  Section  666  of  the 
New  York  City  Charter  including,  but  not  limited  to,  General 
City  Law,  [Multiple  Dwelling  Law,  or  Multiple  Dwelling 
Code  or  Labor  Law]  the  Labor  Law,  Building  Code,  Multiple 
Dwelling  Law  or  Housing  and  Maintenance  Code ;  and  every 
application  for  approval  of  any  materials,  appliances  or 
methods  of  construction  shall  be  made  to  the  Board  on  the 
forms  provided,  and  shall  include  the  data  required  in  such 
forms  as  to  supply  all  information  necessary  for  a  clear 
understanding  by  the  Board,  the  Executive  Director  and  the 
staff.  The  statements  of  essential  information  made  by  the 
applicant  and  the  determination  of  the  Board  in  each  case 
will  be  incorporated  in  a  resolution  formally  adopted  and 
published  in  the  Bulletin  of  the  Board.  Officials,  who  are 
charged  with  the  enforcement  of  the  laws,  ordinances  and 
rules  relating  to  buildings  in  the  City  of  New  York  shall  be 
bound  by  resolutions  and,  before  granting  a  permit  or  taking 
any  other  action,  shall  see  that  there  are  no  misstatements 
as  to  facts  and  that  the  conditions  of  the  resolution  are 
observed.  Any  administrative  official  discovering  any  mis¬ 
statement  of  essential  information  is  required  to  notify  the 
Board,  in  order  that  it  may  take  such  actions  as  the  circum¬ 
stances  require. 

2.  Any  communication  purporting  to  be  an  application  or 
appeal  shall  be  regarded  as  a  mere  notice  of  intention  to  seek 
relief  and  shall  have  no  force  or  effect  until  it  is  made  in 
the  form  required,  except  as  provided  in  Article  VI. 

3.  Upon  receipt  of  any  such  communication,  the  writer 
shall  be  supplied  with  the  proper  forms  for  presenting  [his] 
the  application  or  appeal  and  shall  file  the  proper  form  and 
furnish  all  necessary  data  within  thirty  (30)  days  of  the  date 
of  the  order  or  decision  appealed  from,  except  as  provided 
in  Article  VI.  Before  such  appeal  or  application  is  docketed 
and  Calendar  number  assigned,  [he]  the  applicant  shall  pay 
the  prescribed  fee. 


4.  A  copy  of  each  administrative  appeal  form  required 
by  this  article  shall  be  forwarded  by  the  applicant,  im¬ 
mediately  upon  compliance  with  Subdivision  3  of  this 
article,  to  the  administrative  official  from  whose  order  or 
determination  the  appeal  is  made.  When  such  application  is 
filed  pursuant  to  the  General  City  Law,  a  copy  of  each  appli¬ 
cation  and  plans  relative  thereto  shall  simultaneously  be 
served  on  the  President  of  the  Borough  in  which  the 
premises  are  located.  Proof  of  such  service  shall  be  filed 
with  the  Board. 

5.  At  the  public  hearing  of  a  case  before  the  Board,  the 
applicant  shall  first  present  the  argument  in  support  of  the 
case  and  those  in  objection  shall  follow.  To  maintain  orderly 
procedure,  each  side  shall  proceed  without  interruption  by 
the  other.  After  two  persons  have  spoken  in  favor  or  in 
opposition  to  any  matter,  additional  statements  shall  be  limited 
to  three  minutes  each.  At  the  end  of  the  hearing,  additional 
time  to  speak  may  be  permitted  at  the  discretion  of  the 
Chairman. 

6.  Every  person  before  the  rostrum  shall  abide  by  the 
order  and  direction  of  the  Chairman.  Discourteous  or  dis¬ 
orderly  conduct  shall  be  regarded  as  a  breach  of  his 
privileges  and  shall  be  dealt  with  as  the  Chairman  deems 
proper.  Subject  to  the  direction  of  the  Board,  the  Executive 
Director  shall  enforce  these  rules  and  supervise  the  Sergeant 
at  Arms  in  maintaining  order  and  decorum  in  the  hearing 
room  and  lobbies  during  all  public  hearings. 

7.  Commissioners  shall  not  proceed  to  question  or  discuss 
an  issue,  put  a  motion  or  offer  a  resolution  until  they  shall 
have  addressed  the  Chairman  and  shall  have  been  recognized 
by  him.  During  the  progress  of  the  roll  call,  no  Commis¬ 
sioner  shall  leave  his  seat. 

8.  No  member  of  the  Board  shall  pass  upon  any  question 
in  which  he  or  any  corporation  in  which  he,  as  a  stockholder 
or  officer,  director  or  security  holder,  is  interested.  In  addi¬ 
tion,  the  Executive  Director,  Deputy  Director,  Counsel  and 
Examiners  shall  not  review  any  application  in  which  they  or 
any  corporation  in  which  they,  as  a  stockholder  or  officer, 
director  or  security  holder,  is  interested. 

ARTICLE  III— THE  CALENDAR 

1.  Each  case  filed  in  the  proper  form,  with  the  required 
data,  shall  be  numbered  serially  except  that,  when  a  new  case 
is  filed  for  the  same  premises  as  a  disposed-of-case  and  the 
Board  so  directs,  the  original  calendar  number  may  be  used 
and,  in  addition,  the  case  shall  be  termed  Volume  I,  II,  or 
III,  etc.  as  the  case  may  be. 

The  Calendar  numbers  shall  begin  anew  on  January  1st 
of  each  year,  and  shall  be  hyphenated  with  the  number  of 
the  year  and  the  initials  indicating  the  character  of  the  case. 

2.  As  soon  as  a  case  is  filed  and  fee  is  paid,  it  shall  receive 
a  calendar  number,  be  placed  on  the  docket  and  referred 
to  the  examiners  for  review.  When  the  examiners  find  that 
the  applicant  has  properly  completed  his  application  or  ap¬ 
peal,  the  applicant  shall  be  notified  of  the  date  on  which 
his  case  will  be  set  for  public  hearing. 

3.  Each  case  [,  other  than  the  Special  Order  cases,]  shall 
be  listed  by  Calendar  number  and  premises  in  the  Hearing 
Calendar  printed  in  the  Bulletin  of  the  Board,  under  the 
title  of  the  respective  proceedings  and  the  date  for  which 
such  case  has  been  set. 

4.  The  Special  Order  cases  shall  consist  of  applications 
for  any  extension  of  the  time  to  complete  the  work,  for  any 
extension  of  the  term  of  the  variance,  for  the  restoration 
of  a  case  to  the  docket,  by  order  of  the  Supreme  Court  of  the 
State  of  New  York  or  by  the  Board  of  Estimate  of  the  City 
of  New  York,  for  any  amendment  to  the  resolution  or  for  any 
other  action  in  any  matter  coming  before  the  Board. 

5.  Applications  for  amendment  of  variances  pursuant  to 
Sections  11-411,  11-412  and  11-413  of  the  Zoning  Resolution, 
as  well  as  applications  for  amendment  of  variances  or  special 
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permits  granted  after  December  15,  1961,  shall  be  considered 
on  the  Special  Order  Calendar  of  the  Board  at  a  regular 
meeting  unless  the  Board  determines  the  scope  of  the  matter 
being  considered  requires  an  entirely  new  application,  subject 
to  the  regular  procedures  of  the  Board.  Upon  compliance 
with  Article  V,  Section  4  hereof  (compliance  with  Uniform 
Land  Use  Review  Procedures)  the  Board  may  grant  a  change 
of  use  within  the  limitations  of  Sections  52-31  to  52-36  of 
the  Zoning  Resolution  or  an  alteration,  extension  or  enlarge¬ 
ment  on  the  Special  Order  Calendar. 

ARTICLE  IV— DISPOSITION  OF  CASES 

1.  The  final  determination  of  any  zoning  application  or 
administration  appeal  before  the  Board  shall  be  in  the  form 
of  a  resolution.  Such  resolution  shall  either  reverse,  vary  or 
modify  the  order  requirement  or  determination  for  which  the 
appeal  is  made  by  granting  or  denying  the  application  on 
appeal  or  dismissing  the  application  or  appeal  for  lack  of 
jurisdiction  or  prosecution.  The  concurring  vote  of  four 
Commissioners  shall  be  necessary  to  a  decision.  If  a  resolu¬ 
tion  fails  to  receive  four  votes  for  the  application,  the  action 
will  be  deemed  equivalent  to  a  denial  and  a  resolution  denying 
such  application  or  appeal  shall  be  formally  entered  on  the 
record  unless  there  be  a  Commissioner  absent  at  the  roll  call 
or  the  position  vacated  and  the  vote  of  the  absentee  added  to 
the  number  of  votes  for  the  application  would  be  equal  to 
four,  in  which  case  the  matter  will  be  laid  over  for  considera¬ 
tion  and  final  determination. 

2.  With  the  consent  of  the  Board,  any  applicant  may  with¬ 
draw  [his]  the  application  or  appeal  at  any  time  prior  to  de¬ 
termination  thereon,  but,  if  a  motion  has  been  made,  and  be 
pending,  such  motion  shall  have  precedence. 

3.  No  application  or  appeal  which  has  been  dismissed  or 
denied  [can]  may  be  considered  again  except  on  a  motion 
adopted  to  reconsider  the  vote  or  to  restore  to  the  Calendar. 

4.  No  request  for  a  re-hearing  will  be  granted  unless  sub¬ 
stantial  new  evidence  be  submitted  or  an  application  be  filed 
under  a  different  provision  of  the  law.  If,  on  motion  of  a 
Commissioner,  adopted  by  four  affirmative  votes,  the  re¬ 
quest  is  granted,  the  case  shall  be  put  on  the  docket  and 
calendared  for  rehearing. 

In  all  cases  the  request  for  rehearing  shall  be  in  writing, 
reciting  the  reasons  for  the  request,  and  shall  be  accom¬ 
panied  by  the  necessary  data  and  diagrams.  Such  request 
shall  be  filed  with  the  Executive  Director  who  shall  set  a 
date  when  the  request  for  restoration  to  the  Calendar  shall  be 
submitted  to  the  Board,  of  which  date  the  person  making 
the  request  shall  be  notified. 

5.  The  Board  may,  on  the  motion  of  any  Commissioner, 
review  any  decision  that  it  has  made  and  may  reverse  or 
modify  such  decision,  but  no  such  review  shall  prejudice  the 
rights  of  any  person  who  has  in  good  faith  acted  thereon 
before  it  is  reversed  or  modified. 

ARTICLE  V— ZONING  APPLICATIONS 

1.  No  application  for  a  variance  or  modification  of  the 
provisions  of  the  Zoning  Resolution  shall  be  entertained  by 
the  Board  except  in  a  specific  case,  and  from  an  order, 
requirement,  decision  or  determination  made  by  the  Commis¬ 
sioner  of  Buildings  or  any  Borough  Superintendent  of  the 
Department  of  Buildings  [,]  pursuant  to  Section  666  (6)  (a) 
of  the  New  York  City  Charter,  on  the  ground  that  the  pro¬ 
posed  plan  or  use  violates  the  Zoning  Resolution,  except  when 
the  Board  has  original  jurisdiction. 

2.  No  such  application  shall  be  entertained  unless  the 
application  is  filed  within  thirty  f30)  days  from  the  date  of 
the  action  of  the  Commissioner  of  Buildings  or  any  Borough 
Superintendent  of  the  Department  of  Buildings. 

3.  Every  application  shall  be  made  on  Form  BZ  and  shall 
be  accompanied  by  all  the  data  required  by  such  forms,  and 


shall  be  considered  subject  to  such  rules  as  the  Board  has 
adopted  or  may  adopt  under  the  Zoning  Resolution. 

4.  As  soon  as  any  application  is  completed  by  the  filing  of 
the  date  required  in  Form  BZ  and  payment  of  the  prescribed 
fee,  the  case  shall  receive  a  Calendar  Number.  The  Executive 
Director  shall  forward  a  copy  of  all  case  material  to  the  City 
Planning  Commission.  In  addition  a  copy  of  all  case  material 
shall  be  submitted  by  the  applicant  by  certified  mail  or  per¬ 
sonal  service  to  the  Local  Community  Board  which  has 
jurisdiction  within  the  area  affected  by  the  application  or 
when  the  affected  area  is  within  the  district  of  more  than  one 
local  board,  one  copy  each  of  all  such  material  shall  be  sub¬ 
mitted  to  the  two  or  more  Local  Community  Boards  affected 
and  the  appropriate  Borough  Board.  The  applicant  shall 
submit  proof  of  such  service  to  this  Board  within  ten  (10) 
days  of  initial  filing.  The  aforesaid  notice  by  certified  mail 
shall  constitute  the  certification  of  completeness  under  the 
Uniform  Land  Use  Review  Procedure  pursuant  to  Section 
197 -c  of  the  New  York  City  Charter.  Within  sixty  (60) 
calendar  days  after  receipt,  the  community  board  shall  hold 
a  public  hearing  and  submit  a  written  recommendation  con¬ 
cerning  such  application.  For  purposes  of  this  provision,  a 
community  board  shall  be  deemed  to  have  received  an  appli¬ 
cation  three  (3)  calendar  days  after  the  mailing  of  the  notice 
to  the  community  board.  A  community  board  may  waive  in 
limiting  the  holding  of  a  public  hearing  and  the  adoption  of 
a  written  recommendation.  Upon  receipt  of  a  waiver  or  rec¬ 
ommendation  from  each  of  the  concerned  community  boards  or 
borough  boards  or  upon  the  expiration  of  the  time  limit  for 
community  board  or  borough  board  review,  the  board  may 
proceed  to  review  the  application  and  to  make  a  decision.  Any 
public  hearing  scheduled  for  a  date  prior  to  the  expiration 
of  the  time  limits  for  action  by  the  community  or  borough 
boards  shall  be  adjourned  until  the  first  meeting  after  such 
time  limits.  After  review  of  the  application  by  the  Examiner, 
the  applicant  shall  be  notified  by  the  Executive  Director  on 
Form  6CC  of  the  date  set  for  the  public  hearing,  which  shall 
be  at  least  thirty  (30)  days  after  the  mailing  of  said  notice.. 
Simultaneously,  the  Executive  Director  shall  notify  the 
Chairman  of  the  City  Planning  Commission  and  the  Chair¬ 
man  of  the  local  Community  Board  which  has  jurisdiction 
or  in  appropriate  cases  the  Chairmen  of  the  two  or  more 
local  Community  Boards  and  Borough  Board  affected.  With 
this  notice,  the  applicant  shall  be  supplied  with  an  official 
copy  of  Form  7NO,  which  he  or  she  is  required  to  send  by 
certified  mail,  or  by  personal  service  or  by  regular  mail  not 
less  than  twenty  (20)  days  prior  to  the  date  of  such 
hearing  to  every  property  owner  entitled  to  notice  of  the 
application  and  to  the  Chairman  of  the  City  Planning  Com¬ 
mission  and  to  the  Chairman  of  the  Local  Community  Board 
which  has  jurisdiction  or  in  appropriate  cases  the  Chairmen 
of  the  two  or  more  Local  Community  Boards  and  the  Borough 
Board  affected.  The  area  of  notification  to  affected  property 
owners  shall  be  defined  as  a  radius  of  400  feet  from  the  center 
of  the  lot  which  is  the  subject  matter  of  the  application  except 
that  for  lots  of  50,000  square  feet  or  more  in  area  or  having 
a  frontage  of  more  than  300  feet  on  any  one  street,  the 
affected  area  shall  be  within  a  line  running  parallel  to  and 
200  feet  from  all  site  property  lines.  A  radius  of  200  feet  shall 
be  taken  from  corners  of  the  site  property  having  an  interior 
angle  of  less  than  180  degrees.  On  all  applications  for  lots 
containing  separately  owned  one,  two  or  three  family  dwell¬ 
ings,  and  on  applications  for  special  permits,  the  area  of 
notification  to  the  affected  property  owners  shall  be  defined 
as  a  radius  of  200  feet  from  the  center  of  the  lot.  In  addi¬ 
tion,  the  applicant  shall  publish  the  contents  of  Form  7NO, 
or  such  notice  as  may  be  approved  by  the  Secretary  of  the 
Board,  at  his  or  her  own  expense  in  one  newspaper  of  local 
circulation  or  one  newspaper  of  general  circulation,  except, 
that  publication  shall  not  be  required  for  applications  involv¬ 
ing  [area]  bulk  variances  on  separately  owned  one,  two  and 
three  family  dwellings [.]  and  for  applications  involving 
special  permits.  The  publication  of  this  notice  shall  take 
place  in  such  newspaper  on  one  day  of  each  week  for  two  (2) 
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of  the  three  (3)  weeks  prior  to  the  Public  Hearing.  The 
Secretary,  or  such  staff  member  as  the  Chairman  shall 
designate,  shall  notify  the  applicant  in  a  notice  to  accompany 
Form  6CC  in  which  newspaper  the  applicant  shall  place  the 
notice  to  be  published.  Five  (5)  days  prior  to  such  hearing 
date,  the  applicant  shall  file  a  verified  statement  for  each 
property  owner,  the  Chairman  of  the  City  Planning  Com¬ 
mission,  the  Chairman  of  the  Local  Community  Board  having 
jurisdiction  or  in  the  appropriate  case  the  Chairmen  of  the 
two  or  more  Local  Community  Boards  and  the  Borough  Board 
affected  has  been  so  notified,  either  by  personal  service  or  by 
certified  mail[.]  or  by  regular  mail.  If  such  service  has  been 
by  regular  mail,  the  applicant  shall  submit  an  affidavit  of 
mailing  together  with  an  official  Post  Office  Certificate  of 
Mailing.  The  applicant  shall  also  file  a  copy  of  the  published 
notice  with  appropriate  proof  of  publication.  Not  less 
than  fourteen  (14)  days  notice  of  the  said  hearing  shall  be 
given  publication  in  the  Bulletin  of  the  Board. 

5.  On  the  date  set  for  the  Public  Hearing,  the  applicant, 
owner,  his  architect,  engineer,  agent  or  attorney  shall  state 
his  case ;  then  the  opposition  shall  be  heard,  and  both  shall 
have  an  opportunity  for  rebuttal. 

6.  Any  application  that  has  been  denied  after  a  Public 
Hearing  cannot  be  reheard  except  on  new  material  facts 
or  under  a  different  section  of  the  Zoning  Resolution. 

7.  All  persons  directly  and  substantially  affected  by  an 
application  and  who  reside,  lease  or  own  real  property  within 
[a  radius  of  400  feet  of  the  center  of  the  lot  of  the  subject 
matter  of  an  application,  except  that  for  one,  two  and  three 
family  dwellings  the  affected  area  shall  be  defined  as  within 
200  feet  of  the  center  of  the  lot]  the  affected  area  described 
in  section  4  of  this  article  may  appear  at  the  public  hearing 
and  voice  their  objections  or  approval  in  person  or  by  agent 
or  attorney.  In  lieu  of  an  appearance  in  person  or  by  agent  or 
attorney,  such  persons  may  file  their  views  in  writing.  Briefs 
will  be  accepted  only  if  filed  [at  least  five  (5)  days]  before 
or  at  the  public  hearing.  All  persons,  other  than  property 
owners,  directly  and  substantially  affected  by  an  application 
or  described  herein  who  wish  to  be  heard  at  a  Public  Hearing 
on  the  subject  of  the  application  shall  on  or  before  the  time 
of  commencement  of  said  public  hearing  submit  an  affidavit 
attesting  to  their  name,  address  and  length  of  duration  at 
said  premises.  Those  persons  as  described  above  unable  to 
appear  in  person  but  wishing  to  express  a  position  in  favor 
of  or  in  opposition  to  an  application  may  submit  a  similar 
affidavit  in  writing  [at  least  five  (5)  days]  stating  said  posi¬ 
tion  before  or  at  the  Public  Hearing.  Any  person  appearing 
in  a  representative  capacity  shall  present  an  affidavit  of 
authorisation  to  appear. 

8.  All  applications  for  zoning  variances  and  special  permits 
shall  be  accompanied  by  an  environmental  impact  check  list 
which  shall  be  signed  and  stamped  or  impressed  with  the  seal 
of  a  Registered  Architect  or  Licensed  Professional  Engineer. 
The  check  list  shall  indicate  u'hether  or  not  the  application 
involves  any  actions  which  are  subject  to  reviezv  under  Exec¬ 
utive  Order  91/77-  City  Environmental  Quality  Reviezv. 

If  an  application  is  subject  to  such  review,  it  shall  not  be 
accepted  for  filing  by  this  Board  unless  and  until  it  is  accom¬ 
panied  by  a  statement  from  a  lead  agency  (Department  of 
Environmental  Protection  or  the  Department  of  City  Plan¬ 
ning  of  the  City  of  Nezv  York)  that  they  have  satisfactorily 
filed  all  information  required  for  reviezv  or  are  exempt  from 
those  requirements  and  may  proceed  zvith  the  application  at 
this  Board. 

ARTICLE  VI— ADMINISTRATIVE  APPEALS 

1.  No  appeal  from  any  order,  requirement,  decision  or 
determination  of  the  Commissioner  of  Buildings,  or  any 
Borough  Superintendent  of  the  Department  of  Buildings  or 
the  Fire  Commissioner  or  from  any  rule  or  regulation  re¬ 


lating  to  the  construction,  alteration,  demolition,  structural 
changes,  equipment,  fire  protection,  occupancy  or  use  of  any 
building  or  structure  or  premises  under  the  New  York  City 
Charter  or  the  General  City  Law  or  any  other  law  undei 
which  the  Board  has  jurisdiction  shall  be  entertained  unless 
such  appeal  is  filed  on  Form  A  with  all  the  data  required  in 
such  form,  within  thirty  (30)  days  from  the  date  of  the 
order,  requirement,  decision  or  determination,  appealed  from, 
except  that  minor  appeals  from  orders  or  decisions  may  be 
filed  on  Form  A  accompanied  by  a  written  description  of  the 
premises  and  a  copy  of  the  order  or  decision.  What  consti¬ 
tutes  minor  appeals  from  orders  or  decisions  shall  be  deter¬ 
mined  by  the  Executive  Director. 

2.  Appeals  involving  manufacture  or  storage  affected  by 
the  following  sections  of  the  New  York  City  Fire  Prevention 
Code:  Sections  C  19-28.0,  C  19-30.0,  C  19-49.0,  C  19-50.0, 
C  19-50.1,  C  19-53.0,  C  19-58.0,  C19-61.0,  C  19-90.0,  C19-91.0 
and  C19-95.0,  shall  require  notification  to  all  persons  directly 
and  substantially  affected  as  described  in  section  3  below  and 
to  the  local  Community  Board  or  Boards  in  which  the  prop¬ 
erty  is  located. 

3.  As  soon  as  any  appeal  referred  to  in  section  2  of  this 
article,  is  completed  by  the  filing  of  the  data  required  in 
Form  A  and  payment  of  the  prescribed  fee,  the  case  shall 
receive  a  Calendar  Number.  In  addition,  a  copy  of  all  case 
material  shall  be  submitted  by  the  applicant  by  certified  mail 
or  personal  serznee  to  the  local  Community  Board  which  has 
jurisdiction  within  the  area  affected  by  the  appeal  or  zvhen 
the  affected  area  is  within  the  district  of  more  than  one  local 
community  board,  one  copy  of  all  such  material  shall  be 
submitted  to  the  two  or  more  Community  Boards  affected 
and  the  appropriate  Borough  Board.  The  applicant  shall 
submit  proof  of  such  service  to  this  Board  within  ten  days 
of  initial  filing.  After  reviezv  of  the  appeal  by  the  Examiner, 
the  applicant  shall  be  notified  by  the  Director  on  Form  6CC 
of  the  date  set  for  the  Public  Hearing,  which  shall  be  at  least 
thirty  (30)  days  after  the  mailing  of  said  notice.  Simulta¬ 
neously,  the  Director  shall  notify  the  Chairman  of  the  local 
Community  Board  which  has  jurisdiction  or  in  appropriate 
cases  the  Chairmen  of  the  two  or  more  local  Community 
Boards  and  Borough  Board  affected.  With  this  notice,  the 
applicant  shall  be  supplied  with  an  official  copy  of  Form  7NO, 
which  he  is  required  to  send  by  certified  mail  or  by  personal 
service  not  less  than  tzventy  (20)  days  prior  to  the  date  of 
such  hearing  to  every  property  owner  entitled  to  notice  of  the 
appeal  and  to  the  Chairman  of  the  local  Community  Board 
which  has  jurisdiction  or  in  appropriate  cases  the  Chairmen 
of  the  two  or  more  local  Community  Boards  and  the  Borough 
Board  affected. 

The  area  of  notification  to  affected  property  owners  shall 
be  defined  as  a  radius  of  400  feet  from  the  center  of  the  lot 
zvhich  is  the  subject  matter  of  the  appeal,  except  that  for  lots 
of  50,000  square  feet  or  more  in  area  or  having  a  frontage  of 
more  than  300  feet  on  any  one  street,  the  affected  area  shall 
be  zvithin  a  line  running  parallel  to  and  200  feet  from  all  site 
property  lines.  A  radius  of  200  feet  shall  be  taken  from 
corners  of  the  site  property  having  an  interior  angle  of  less 
than  180  degrees.  If  there  are  less  than  ten  (10)  affected 
property  owners  zvithin  said  affected  area,  then  the  area  of 
notification  shall  be  a  radius  of  800  feet  or  for  lots  of  50,000 
square  feet  or  more  in  area  or  having  a  frontage  of  more  than 
300  feet  on  any  one  street,  a  line  running  parallel  to  and  400 
feet  from  all  site  property  lines,  with  a  radius  of  400  feet 
from  corners  as  aforesaid. 

In  addition,  the  applicant  shall  publish  the  contents  of  Form 
7NO,  or  such  notice  as  may  be  approved  by  the  Secretary  of 
the  Board,  at  his  or  her  own  expense  in  one  nezvspaper  of 
local  circulation  and  one  newspaper  of  general  circulation. 
The  publication  of  this  notice  shall  take  place  in  such  nezvs- 
papers  on  one  day  of  each  week  for  tzvo  (2)  of  the  three  (3) 
weeks  prior  to  the  Public  Hearing.  The  Secretary,  or  such 
staff  member  as  the  Chairman  shall  designate,  shall  notify  the 
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applicant  in  a  notice  to  accompany  Form  6CC  in  zvhich  news¬ 
paper  the  applicant  shall  place  the  notice  to  be  published. 
Five  (5)  days  prior  to  such  hearing  date,  the  applicant  shall 
file  a  verified  statement  that  each  property  ozvner,  the  Chair¬ 
man  of  the  local  Community  Board  having  jurisdiction  or  in 
the  appropriate  case  the  Chairmen  of  the  two  or  more  local 
Community  Boards  and  the  Borough  Board  affected  has  been 
notified,  either  by  personal  service  or  by  certified  mail.  The 
applicant  shall  also  file  a  copy  of  the  published  notice  with 
appropriate  proof  of  publication.  Not  less  than  fourteen  (14) 
days  notice  of  the  said  hearing  shall  be  given  publication  in 
Bulletin  of  the  Board. 

4.  Interpretations  of  the  provisions  of  the  Zoning  Resolu¬ 
tion  shall  have  general  application  unless  specifically  limited 
by  the  Board;  and  they  shall  be  considered  by  the  Board  as 
a  Form  A  appeal.  The  Board  shall  determine  what  plans  and 
exhibits  arc  required  to  be  filed  for  interpretative  appeals. 

ARTICLE  VII— LABOR  LAW  VARIANCES 

1.  No  application  for  a  variance  of  the  Labor  Law,  or  of 
any  rule  adopted  thereunder,  affecting  the  demolition,  con¬ 
struction  or  alteration  of  buildings,  exits  therefrom,  the 
installation  of  fixtures  or  apparatus,  as  authorized  by 
Section  666  of  Chapter  27  of  the  New  York  City  Charter, 
shall  be  entertained  unless  it  is  made  on  Form  A,  with  all 
the  data  required  on  such  form  within  thirty  (30)  days  of 
the  date  of  the  administrative  order. 

ARTICLE  VIII— MATERIALS,  APPLIANCES 
AND  METHODS  OF  CONSTRUCTION 

1.  No  application  for  and  approval  oi  a  material,  appliance 
or  method  of  construction  shall  be  entertained  unless  it  is 
filed  on  Form  SA/SM,  with  all  the  data  required.  Unless 
specifically  invited,  it  shall  not  be  necessary  for  manufacturers 
or  their  representatives  to  be  present  at  the  hearings  of  Form 
SA/SM  applications. 

ARTICLE  IX— ADOPTION  OF  RULES 

1.  No  application  for  the  adoption  or  amendment  to  any 
of  the  rules  of  the  Board  shall  be  entertained  unless  the 
application  is  made  in  writing. 

2.  No  proposed  rule  or  regulation  or  amendment  thereto, 
originating  with  the  Board  or  submitted  to  the  Board  for 
adoption,  shall  be  published  in  the  Bulletin,  until  such  publi¬ 
cation  is  authorized  by  at  least  four  (4)  Commissioners. 

3.  No  resolution  of  the  Board  of  Standards  and  Appeals 
adopting  or  amending  any  rule  or  regulation  under  Section 
666  of  the  Charter  or  any  other  law  shall  be  adopted  unless 
such  proposed  rule  or  regulation  shall  have  been  published  in 
the  Bulletin  of  the  Board  for  at  least  ten  days  prior  to  a 
public  hearing  thereon.  Four  (4)  affirmative  votes  of  the 
Board  shall  be  necessary  for  the  adoption  of  such  resolution. 
No  such  rule  shall  become  effective  until  twenty  (20)  days 
after  publication  in  the  Bulletin. 

ARTICLE  X— ADOPTION  OF  GENERAL 
RESOLUTIONS 

1.  Every  decision  of  the  Board  of  Standards  and  Appeals 
adopting  general  resolutions  shall  require  at  least  four  (4) 
affirmative  votes  for  its  adoption.  No  such  resolution  shall 
become  effective  until  twenty  (20)  days  after  publication  in 
the  Bulletin. 

ARTICLE  XI— INSPECTIONS 

1.  In  any  case  in  which  the  Board  may  deem  it  necessary, 
inspection  of  the  premises  in  question  may  be  ordered  by 
the  Board.  Inspection  in  connection  with  zoning  applica¬ 
tions  and  administrative  appeals  shall  be  made  by  a  Commit¬ 
tee  of  not  less  than  two  (2)  Commissioners  and  they  shall 
report  their  findings  to  the  Board  at  any  executive  session, 
prior  to  the  public  hearing  at  which  the  vote  will  be  cast. 
The  committee  may  include  the  Executive  Director  and/or  a 
staff  engineer  as  designated  by  the  Board.  Any  Commissioner 


of  the  Board  shall  be  included  in  the  Committee,  upon  his 
request. 

2.  The  Chairman  or  in  his  absence,  the  Vice  Chairman 
shall,  subject  to  these  rules,  designate  the  Commissioners  of 
the  Board  to  make  inspections  and,  unless  otherwise  directed 
by  the  vote  of  four  (4)  Commissioners  of  the  Board,  shall 
appoint  any  committee  that  may  be  deemed  necessary. 

ARTICLE  XII— TESTS 

1.  The  six  (6)  Commissioners  of  the  Board  shall  consti¬ 
tute  the  Supervisory  Committee  on  materials,  appliances  and 
methods  of  construction.  In  any  case  in  which  a  test  is 
required,  the  Executive  Director  shall  order  such  test  of  any 
material,  appliance  or  method  of  construction.  Such  tests 
shall  be  conducted  according  to  the  rules  adopted  by  the 
Board,  or  directives  of  the  Supervisory  Committee,  and  in 
accordance  with  the  requirements  of  law  for  the  use  of  such 
material,  appliance  or  method  of  construction.  Tests  shall  be 
conducted  in  the  presence  of  such  member  of  the  engineering 
staff  as  the  Executive  Director  may  designate.  In  lieu  of  the 
above,  tests  made  of  the  material,  appliance  or  method  of 
construction,  by  a  recognized  standard  testing  laboratory, 
City  or  State  department,  may  be  acceptable,  but  the  Board 
reserves  the  right  to  be  represented  at  tests  by  a  member  of 
the  Engineering  Staff  or  Board  or  any  other  person  desig¬ 
nated  by  the  Supervisory  Committee.  The  complete  report  of 
such  tests  shall  be  made  to  the  Board  in  writing. 

2.  All  expenses,  including  laboratory  and  traveling  ex¬ 
penses,  of  such  tests  shall  be  borne  by  the  applicant  and  no 
cost  of  such  tests  shall  be  borne  by  the  Board. 

3.  Four  (4)  affirmative  votes  of  the  Board  shall  be 
necessary  for  the  approval  of  such  material,  appliance  or 
method  of  construction. 

ARTICLE  XIII— EXTENSIONS 

1.  Applications  for  extension  of  time  in  which  to  obtain 
permit,  complete  the  work  and/or  obtain  a  Certificate  of 
Occupancy  shall  be  filed  not  more  than  [thirty  (30)]  ninety 
(90)  days  prior  to  nor  more  than  thirty  (30)  days  subsequent 
to  the  expiration  date. 

Applications  for  extension  of  the  term  of  variance  or 
special  permits  shall  be  filed  not  more  than  one  ( 1 )  year 
prior  to  nor  more  than  thirty  (30)  days  subsequent  to  the 
expiration  date  of  each  variance  or  special  permit. 

ARTICLE  XIV— RECORDS 

1.  All  applications  and  appeals  shall  be  on  the  required 
forms,  and  all  communications,  reports,  etc.,  relating  thereto 
shall  be  on  sheets  approximately  8^2  inches  by  11  inches  in 
size.  Plans  shall  be  on  sheets  8[4  inches  by  11  inches  or 
double  thereof  unless  otherwise  accepted  by  the  Executive 
Director.  After  final  disposition,  all  applications  and  appeals 
and  other  papers  appertaining  thereto  shall  be  suitably  bound 
and  indexed  and  filed  numexically  in  cabinets.  All  applications 
and  appeals,  shall  upon  application  to  the  clerk  in  charge,  be 
accessible  to  the  public  at  all  reasonable  hours. 

2.  All  drawings  shall  be  properly  titled,  numbered,  dimen¬ 
sioned,  dated,  and  otherwise  shall  conform  with  the  instruc¬ 
tion  sheet.  No  drawings  shall  be  accepted  unless  they  bear 
the  seal  of  a  registered  architect  or  licensed  professional 
engineer.  Further,  no  such  plans  shall  be  acceptable  which 
are  illegible  or  unreadable  because  of  extremely  reduced 
reproductions  from  large  plans. 

ARTICLE  XV— THE  BULLETIN 

1.  The  Bulletin  of  the  Board  of  Standards  and  Appeals 
shall  be  published  each  week  except  during  recess.  It  shall 
contain : 

(1)  Directory  of  the  Board. 

(2)  Docket  of  cases  filed  since  the  last  publication  of 
the  Bulletin. 

(3)  The  Hearing  Calendar. 
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(4)  Notice  of  Hearing  on  proposed  rules  or  the  amend¬ 
ment  of  rules. 

(5)  An  abstract  of  the  minutes  of  each  meeting,  includ¬ 
ing  a  brief  statement  of  the  action  in  each  case, 
with  the  roll  call  thereon  and  the  full  text  of  the 
resolutions  adopted. 

(6)  Index  of  rules  adopted. 

(7)  Such  other  information  as  may  be  of  value  to  the 
public  and  within  the  scope  of  the  work  of  the 
Board. 

2.  The  preparation  and  editing  of  material  for  the  Bulletin 
shall  be  in  charge  of  such  members  of  the  staff  as  shall  be 
designated  by  the  Executive  Director. 

3.  The  Bulletin  of  the  Board  of  Standards  and  Appeals  is 
the  official  publication  of  the  Board  in  accordance  with  Sec¬ 
tion  665  of  the  New  York  City  Charter.  Notice  of  hearings 
published  in  such  Bulletin  constitutes  required  legal  notice. 

ARTICLE  XVI— OFFICERS 

1.  The  Chairman,  or  in  his  absence,  the  Vice  Chairman 
shall  preside  at  all  sessions.  The  Chairman,  or  in  his  ab¬ 
sence,  the  Vice  Chairman,  may  designate  another  Commis¬ 
sioner  of  the  Board  to  preside  and  perform  the  duties  of 
the  Chair  at  public  sessions  or  hearings.  If  the  Chairman  and 
Vice  Chairman  are  absent  and  a  quorum  is  present,  they 
shall  choose  a  presiding  officer  from  among  their  number. 

2.  The  Chairman,  subject  to  these  rules,  shall  decide  all 
points  of  order  or  procedure,  at  public  hearings,  unless 
otherwise  directed  by  a  majority  of  the  Board  in  session 
at  that  time. 

3.  The  Chairman  shall,  subject  to  these  rules,  designate  the 
Commissioners  of  the  Board  to  make  inspections  and,  unless 
otherwise  directed  by  the  vote  of  four  (4)  Commissioners 
of  the  Board,  shall  appoint  any  committee  that  may  be 
deemed  necessary,  except  as  otherwise  provided  in  Article 
XI. 

4.  The  Chairman,  any  Commissioner  and  the  Executive 
Director  shall  report  at  executive  sessions  all  pertinent  official 
transactions  that  do  not  otherwise  come  to  the  attention  of 
the  Board. 

5.  Under  the  direction  of  the  Board,  administrative  author¬ 
ity  is  vested  in  the  Executive  Director,  who  shall  subject  to 
these  rules,  transact  all  administrative  business  of  the  Board, 
engage  the  necessary  employees  and  direct  the  work  of  the 
office.  Official  correspondence  relating  to  administrative  mat¬ 
ters  shall  be  signed  by  the  Executive  Director.  All  official 


correspondence  relating  to  any  matter  pending  before  the 
Board  on  the  Hearing  Calendar  shall  be  signed  by  the  Chair¬ 
man  or  a  member  of  the  Board  or  staff  designated  by  him. 
Incoming  official  correspondence  may  be  sent  to  the  Chair¬ 
man,  the  Commissioners  and/or  the  Executive  Director. 

6.  Subject  to  these  rules  and  the  supervision  of  the 
Executive  Director,  the  Chief  Clerk  shall  have  charge  of  all 
accounts  and  shall  see  that  the  files  and  indices  are  kept  in 
proper  order  and  up  to  date  and  generally  supervise  the 
clerical  work  of  the  office  force. 

7.  Subject  to  these  rules  and  the  supervision  of  the  Execu¬ 
tive  Director,  the  Engineering  Staff  shall  examine  and  report 
on  all  applications  and  appeals,  prepare  proposed  rules  or 
revised  rules  assigned  to  them  by  the  Executive  Director,  and 
shall  report  on  the  desirability,  reasons  and  necessity  for 
action.  They  shall  supervise  and  witness  the  tests  conducted 
under  the  auspices  of  the  Board. 

8.  A  complete  stenographic  record  of  the  transactions  at 
public  sessions  shall  be  made  for  the  files,  and  there  shall  be 
prepared  after  each  meeting  for  publication  in  the  Bulletin 
the  abstract  of  the  minutes  which  are  to  appear  in  such  Bul¬ 
letin.  Verbatim  transcripts  of  the  record  or  any  part  thereof 
may  be  made  as  directed  by  the  Chairman  or  the  Executive 
Director. 

ARTICLE  XVII— RULES  OF  PROCEDURE 

1.  Amendments  to  these  Rules  of  Procedure  may  be  made 
by  the  Board  of  Standards  and  Appeals  at  any  public  hear¬ 
ing,  provided  notice  of  such  amendment  has  been  given  to 
each  Commissioner  of  the  Board  at  least  three  (3)  days  prior 
to  such  session,  either  in  writing  or  by  publication  in  the 
Bulletin.  Any  Rule  of  Procedure  may  be  suspended  at  any 
session  by  the  concurring  vote  of  four  (4)  Commissioners. 

ARTICLE  XVIII— ADDITIONAL  RULES 
AS  TO  NOTICE 

1.  Names  of  owners  within  the  area  affected  by  a  zoning 
application  entitled  to  notice  of  hearing  may  be  obtained  from 
the  City  Collector’s  Office  upon  forms  provided  by  the  Board, 
or  any  other  Board  approved  source. 

2.  Where  property  within  the  area  of  notification  is  owned 
cooperatively  or  as  a  condominium,  then  notice  of  public 
hearing  shall  be  limited  to  the  business  office  of  the  coopera¬ 
tive  or  the  condominium.  Said  notice  shall  be  promptly 
forzvarded  to  the  respective  condominium  owners  and 
cooperators. 
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NOTICE  TO  THE  PUBLIC 

89-27-SR 

Amendments  to  the  Rules  of  Procedure 

Please  be  advised  that  the  following  changes  in  the  Rules  of  Pro¬ 
cedure  of  the  Board  of  Standards  and  Appeals  have  been  proposed. 
These  changes  include  those  originally  published  in  Bulletins  SI  and  52 
of  1977,  with  some  modification,  and  additional  proposed  changes  sug¬ 
gested  by  the  public  at  the  last  hearing  on  the  Rules  held  on  January 
24,  1978.  The  proposed  changes  to  the  Rules  printed  herein  will  be 
considered  for  adoption  by  the  Board  on  Thursday,  March  9,  1978, 
at  10:00  a.m. 
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Docket. 


Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  Febru- 
4  ary  21,  1978,  Affecting  Calendar  Numbers — 


1 

790-77-A 

115-77-A 

791-77-A 

692-77-A 

• 4 

792-77-A 

693-77-A 

■  ^ 

793-77-A 

694-77-BZ 

794-77-A 

838-77-A 

695-77-A 

COURT  DECISION 

The  Matter  of  Cannizzaro  v.  Klein — On  April  27,  1976,  the 
denied  the  application  based  on  a  decision  of  the  Borough  Super 

tendent,  under  Sections  11-412  and  11-413  of  the  Zoning  Resolution,  w  .  ,  .  _  , 

permit  in  an  R3-2  district,  on  a  plot  previously  before  the  Board,  Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Febru- 


occupied  with  an  automotive  repair  shop  and  dwelling,  the  reduction  in  arv 

lot  area  of  the  auto  repair  shop.  r' -'“--i--  — > —  imo  vn  w~i  tt  “ 


p.  Calendar  Number  1028-46-BZ,  Vol.  II,  £ ijf 
premises  affected  119-33/47  Springfield  Boulevard,  east  side  111.61 
feet  north  of  120th  Avenue,  Block  12775,  Lot  1,  Springfield  Gardens,  . 
Borough  of  Queens. 

At  Queens  County  Supreme  Court,  Special  Term,  Part  I,  Justice 
Durante  rendered  the  following  decision  and  judgement: 

“.  .  .  The  petitioners  having  instituted  this  proceeding  for  a 
judgement  reversing  the  determination  of  the  Board,  denying 
petitioners  application,  to  permit  in  an  R3-2  district  a  change  in  the 
non-conforming  use  and  a  renewal  of  the  expired  term  for  an 
automotive  use,  and  the  proceeding  having  come  on  before  this 
Court. 

Now,  upon  reading  and  filing  the  certiorari  order  issued  out  of 
this  court  on  May  24,  1976,  the  petition  verified  on  May  21,  1976, 
with  exhibits  annexed  thereto,  the  return  of  the  respondents,  veri¬ 
fied  May  4,  1977,  and  the  transcript  of  record  returned  and  certi¬ 
fied  by  Joseph  B.  Klein,  Chairman  of  the  Board,  and  petitioners 
having  appeared  by  Joseph  P.  Morsellino  of  Counsel,  and  the 
respondents  having  appeared  by  James  F.  Mullaney  of  Counsel, 
and  due  deliberation  having  been  had  thereon,  and  the  Court  hav¬ 
ing  rendered  and  filed  its  decision,  it  is 

ORDERED,  that  the  petitioners  application  be  and  the  same 
hereby  is  denied  and  it  is  further 

ORDERED,  that  this  petition  be  and  the  same  hereby  is 
dismissed  on  the  merits  and  it  is  further 

ORDERED  and  ADJUDGED,  that  the  determination  of  the 
Board  of  Standards  and  Appeals  be  and  the  same  hereby  is  in  all 
respects  sustained  and  affirmed  .  .  .” 

(New  York  Law  Journal,  dated  November  28,  1977,  page  14) 


21,  1978,  Affecting  Calendar  Numbers — 


905-51-A 

576-77-BZ 

729-70-A 

660-77-BZ 

848-51-BZ 

670-77-BZ 

38-73-BZ 

671-77-A 

436-74-BZ 

811-77-BZ 

552-75-BZ 

812-77-A 

426-76-BZ 

861-77-BZ 

500-76-BZ 

899-77-BZ 

374-76-A 

938-77-BZ 

593-72-BZ 

939-77-A 

354-75-BZ— Vol.  II 

526-77-BZ 

472-77-BZ 

661-77-BZ 

507-77-BZ 

873-77-BZ 

508-77-BZ 

865-77-BZ 

Rules  of  Procedure — 
89-27-SR 
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docket 

New  Cases  Filed  up  to  February  21,  1978 

Cal.  No.  Dept.  Premises  Affected 

66-78-A — B.B. — 529  Utica  Avenue,  southwest  corner  of 
Rutland  Road,  Block  4604,  Lot  1,  Borough  of  Brooklyn, 
Alt.  #1212/77,  re-  Change  from  automotive  service  sta¬ 
tion  to  self  service  gas  station,  Cont.  to  C19-73-0. 


67-78- A — B.B. — 1130  Pennsylvania  Avenue,  northwest 
corner  of  Flatlands  Avenue,  Block  4412,  Lots  29  and  32, 
Borough  of  Brooklyn,  Alt.  #1073/77,  re-  Change  from 
automotive  service  station  to  self  service  gas  station, 
Cont.  to  C19-73.0  b-2. 


68- 78-A — B.S.I. — 840  West  Fingerboard  Road,  southeast 
corner  of  Woodland  Avenue,  Block  3209,  Lot  1,  Dongan 
Hills,  Borough  of  Staten  Island,  N.B.  #211/75,  re-  Sec¬ 
tion  36,  building  not  fronting  on  a  legal  street,  General 
City  Law. 

69- 78-BZ — B.M. — 112  East  83rd  Street,  south  side,  150 
feet  east  of  Park  Avenue,  Block  1511,  Lot  65,  Borough 
of  Manhattan,  Community  Board  #8M,  Alt.  #996/77, 
re-  Conversion  of  hospital  to  residence,  windows,  lot 
lines,  rear  yard,  inner  courts,  Cont.  to  Sec.  23-851  Z.R. 


70-78-A — B.M. — 112  East  83rd  Street,  south  side,  150 
feet  west  of  Park  Avenue,  Block  1511,  Lot  65,  Borough 
of  Manhattan,  Alt.  #996/77.  re-  Conversion  of  hospital 
to  residence,  yards  and  courts,  Cont.  to  Sec.  26  M.D.L. 


71-78-BZ — B.B. — 1157  53rd  Street,  north  side,  226  feet 
west  of  12th  Avenue,  Block  5661,  Lot  53,  Borough  of 
Brooklyn,  Community  Board  #12BK,  Alt.  #1168/77,  re- 
Two  story  extension  to  existing  residence,  Cont.  to  Sec. 
23-463 (b);  side  yard;  open  space  and  floor  area  ratio. 


72-78-BZ — B.S.I. — 750  Barclay  Avenue,  northwest  corner 
of  Boardwalk  Avenue,  Block  6397,  Lot  12,  Annadale,  Bor¬ 
ough  of  Staten  Island,  Community  Board  #3S.I.,  Alt. 
#94/76,  re-  Change  of  a  portion  of  the  first  floor  from 
residential  use  to  eating  and  drinking  establishment,  Cont. 
to  Sec.  52-40  Z.R. 


73-78-BZ — B.Q. — 102-06  27th  Avenue,  southeast  corner  of 
Humphreys  Street,  Block  1661,  Lot  1,  Corona,  Borough 
of  Queens,  Community  Board  #3Q,  Alt.  #908/77,  re- 
Four  family  dwelling  to  six  family  M.D.,  floor  area  ratio 
and  open  space,  Cont.  to  Sec.  23-141  Z.R.;  lot  area  per 
room,  Cont.  to  Sec.  23-222  Z.R. 


74-78-A — B.Q. — 102-06  27th  Avenue,  southeast  corner  of 
Humphreys  Street,  Block  1661,  Lot  1,  Corona,  Borough 
of  Queens,  Alt.  #908/77  re-  Proposed  enlargement  to 
existing  frame  M.D.  Cont.  to  Sect.  56(5)  M.D.  and 
Sect.  C26-4041  AC  (New  Bldg.  Code);  side  yards. 


75-78-A — F.D. — Packaging  of  flammable  mixture  known 
as  “Great  Balls  of  Fire”,  in  6  lb.  bag — 2  ply  50  lb.  kraft 
inner  bag  laminate  cellophane  and  polyethylene,  not  in 
compliance  with  Administrative  Code. 


76-78-A — F.D. — Foot  of  39th  Street,  Gowanus  Bay,  Bor¬ 
ough  of  Brooklyn,  Block  662,  Lot  100  (230,  115,  150), 
Borough  of  Brooklyn,  Fire  Department  letter  February 
1,  1978,  #E597959. 


77-78-A — F.D. — Packaging  of  combustible  mixture  known 
as  “Mopar  Winter  Anti-Freeze  Summer  Coolant — Part 
No.  4106784”,  in  1  Gallon;  oblong-Polyethelene  with 
Child  Proof  Foil  Seal,  not  in  compliance  with  Adminis¬ 
trative  Code. 


78- 78-A — F.D. — Packaging  of  combustible  mixture  known 
as  “Mopar  Winter  Anti-Freeze  Summer  Coolant — Part 
No.  2932531”,  in  one  gallon  oblong-Polyethelene  with 
Child  Proof  Foil  Seal,  not  in  compliance  with  Adminis¬ 
trative  Code. 

79- 78-SA — TEC  Dryer,  Model  No.  DC8  (used  in  con¬ 
junction  with  printing  presses),  manufactured  by  TEC 
Systems  Incorporated,  Appliance. 

80- 78-BZ — B.M. — 67  West  73rd  Street,  northeast  corner 
of  Columbus  Avenue,  Block  1126,  Lot  1,  Borough  of 
Manhattan,  Community  Board  #7M,  Alt.  #232/77,  re- 
Proposed  additional  zoning  rooms,  Class  A  Multiple 
Dwelling,  Cont.  to  Sec.  23-223  ZR. 

81- 78-A — B.M. — 175  East  73rd  Street,  north  side,  155' 
west  of  Third  Avenue,  Block  1408,  Lot  30,  Borough  of 
Manhattan,  Alt.  #904/77,  re-  Converted  dwelling  increas¬ 
ing  height,  Cont.  to  Sec.  171  (2) (a)  MD1;  increase  in  floor 
area  Cont.  to  Sec.  171  (2)  (f)  MDL. 


82-78-A — B.S.I. — 41  Hillis  Street,  southeast  corner  of 
Summit  Place,  Block  6240,  Lot  1,  Annadale,  Borough  of 
Staten  Island,  NB  #1473/77,  re-  Storm  water  disposal, 
Local  Law  #7. 


83-78- A — B.S.I. — 20  Summit  Place,  south  side,  110.65'  east 
of  Hillis  Street,  Block  6240,  Lot  7,  Annadale,  Borough  of 
Staten  Island,  N.B.  #1474/77,  re-  Storm  water  disposal, 
Local  Law  #7. 


84-78-A — B.S.I. — 30  Summit  Place,  south  side,  210.65'  east 
of  Hollis  Street,  Block  6240,  Lot  12,  Annadale,  Borough 
of  Staten  Island,  N.B.  #1475/77.  Storm  water  disposal, 
Local  Law  #7. 


85-78-A — B.S.I. — 15  Rogers  Place,  north  side,  61.25'  west 
of  Fornes  Place,  Block  6240,  Lot  79,  Annadale,  Borough 
of  Staten  Island  N.B.  #1477/77,  re-  Storm  water  dis¬ 
posal,  Local  Law  #7. 


86-78-A — B.S.I. — 25  Rogers  Place,  north  side,  172.36'  west 
of  Fornes  Place,  Block  6240,  Lot  84,  Annadale,  Borough 
of  Staten  Island,  N.B.  #1478/77,  re-  Storm  water  dis¬ 
posal,  Local  Law  #7. 


87-78-A — B.S.I. — 18  Fornes  Place,  southwest  corner  of 
Rogers  Place,  Block  6240,  Lot  117,  Annadale,  Borough  of 
Staten  Island,  N.B.  #1479/77,  re-  Storm  water  disposal, 
Local  Law  #7. 


88-78-A — B.S.I. — 4945  Amboy  Road,  north  side,  141.25' 
west  of  Fornes  Place,  Block  6240,  Lot  135,  Annadale, 
Borough  of  Staten  Island,  N.B.  #1481/77,  re-  Storm 
water  disposal,  Local  Law  #7. 


89-78-A — B.S.I. — 4933  Amboy  Road,  northwest  corner  of 
Fornes  Place,  Block  6240,  Lot  126,  Annadale,  Borough  of 
Staten  Island,  N.B.  #1482/77,  re-  Storm  water  disposal, 
Local  Law  #7. 


90-78-A — B.S.I. — 22  Rogers  Place,  south  side,  134.35'  east 
of  Hillis  Street,  Block  6240,  Lot  111,  Annadale,  Borough 
of  Staten  Island,  N.B.  #  1484/77,  re-  Storm  water  disposal, 
Local  Law  #7. 


91-78-A — B.S.I. — 451  Pennsylvania  Avenue,  southwest 
corner  of  Rockwell  Avenue,  Block  2998,  Lot  20,  Rosebank, 
Borough  of  Staten  Island,  N.B.  #1452/77,  re-  Storm 
water  disposal,  Local  Law  #7. 


92-78-A — B.S.I. — 453  Pennsylvania  Avenue,  west  side,  24' 
south  of  Rockwell  Avenue,  Block  2998,  Lot  21,  Rosebank, 
Borough  of  Staten  Island,  N.B.  #1453/77,  re-  Section  36, 
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building  not  fronting  on  a  legal  street,  General  City  Law; 
Storm  water  disposal,  Local  Law  #7. 


93-78-A— B.S.I. — 457  Pennsylvania  Avenue,  west  side,  46' 
south  of  Rockwell  Avenue,  Block  2998,  Lot  22,  Rosebank, 
Borough  of  Staten  Island,  N.B.  #1454/77,  re-  Section  36, 
building  not  fronting  on  a  legal  street,  General  City  Law; 
Storm  water  disposal,  Local  Law  #7. 


94-78-A — B.S.I. — 459  Pennsylvania  Avenue,  west  side,  68' 
south  of  Rockwell  Avenue,  Block  2998,  Lot  23,  Rosebank, 
Borough  of  Staten  Island,  N.B.  #1455/77,  re-  Section  36, 
building  not  fronting  on  a  legal  street,  General  City  Law; 
Storm  water  disposal,  Local  Law  #7. 


95-78-A — B.S.I.- — 463  Pennsylvania  Avenue,  west  side,  90' 
south  of  Rockwell  Avenue,  Block  2998,  Lot  26,  Rosebank, 
Borough  of  Staten  Island,  N.B.  #1456/77,  re-  Section  36, 
building  not  fronting  on  a  legal  street,  General  City  Law; 
Storm  water  disposal,  Local  Law  #7. 


96-78-A — B.S.I. — 465  Pennsylvania  Avenue,  west  side, 
112'  south  of  Rockwell  Avenue,  Block  2998,  Lot  27,  Rose¬ 
bank,  Borough  of  Staten  Island,  N.B.  #1457/77,  re- 
Section  36,  building  not  fronting  on  a  legal  street,  General 
City  Law;  Storm  water  disposal,  Local  Law  #7. 


97-78-A— B.S.I. — 200  Kingdom  Avenue,  west  side,  220' 
south  of  Eylandt  Street,  Block  6572,  Lot  46,  Huguenot, 
Borough  of  Staten  Island,  N.B.  #1096/77,  re-  Section  36, 
building  not  fronting  on  a  legal  street,  General  City  Law; 
Storm  water  disposal,  Local  Law  #7. 


98-78-A — B.S.I. — 124  Eylandt  Street,  south  side,  267.01' 
west  of  Holdridge  Avenue,  Block  6377,  Lot  26,  Annadale, 
Borough  of  Staten  Island,  N.B.  #396/76,  re-  Section  36, 
building  not  fronting  on  a  legal  street,  General  City  Law; 
Storm  water  disposal,  Local  Law  #7. 


99-78-A — B.S.I. — 132  Eylandt  Street,  south  side,  287.71' 
east  of  Barclay  Avenue,  Block  6377,  Lot  22,  Annadale, 
Borough  of  Staten  Island,  N.B.  #397/76,  re-  Section  36, 
building  not  fronting  on  a  legal  street,  General  City  Law; 
Storm  water  disposal,  Local  Law  #7. 


100-78-A — B.S.I. — -138  Eylandt  Street,  south  side,  214.38' 
east  of  Barclay  Avenue,  Block  6377,  Lot  18,  Annadale, 
Borough  of  Staten  Island,  N.B.  #398/76,  re-  Section  36, 
building  not  fronting  on  a  legal  street,  General  City  Law; 
Storm  water  disposal,  Local  Law  #7. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I. — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx.- — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MARCH  14,  1978,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  14,  1978,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

552-77-BZ 

APPLICANT — Nathan  Silberman  and  Robert  Marx  for 
Jules  Seiden,  contract  vendee. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  August  17,  1977 — decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R6  district,  the  construction  and 
maintenance  of  a  public  parking  lot  with  entrances  within 
50  feet  of  intersecting  streets. 


PREMISES  AFFECTED — 4903  Fort  Hamilton  Parkway, 
southeast  corner  of  49th  Street,  Block  5630,  Lot  40,  Bor¬ 
ough  of  Brooklyn. 

161-68-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  The  Henry  and 
Lloyd  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  13, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  72-21  of  the  Zoning  Resolution, 
permitting  in  a  C5-2  district,  the  construction  and  main¬ 
tenance  of  a  public  parking  lot. 

PREMISES  AFFECTED— 6-8  East  33rd  Street,  south  side, 
70  feet  east  of  Fifth  Avenue,  Block  862,  Lot  69,  Borough  of 
Manhattan.  Community  Board  #5M. 


295-73-BZ 

APPLICANT — John  Carl  Warmecke  for  City  University  of 
New  York,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  4, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-641  of  the  Zoning 
Resolution,  permitting  in  an  R7-2  district,  at  an  existing 
University,  the  erection  of  an  eight  story  and  basement 
academic  building  that  will  penetrate  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 1519-1605  Amsterdam  Avenue 
and  469-499  West  135th  Street,  northeast  corner,  450-474 
West  140th  Street  and  160-250  Convent  Avenue,  Block 
1957,  Lot  200,  Borough  of  Manhattan. 


257-75-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  Gaetano 
Fontano,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  November  23,  1977 — decision  of  the  Bor¬ 
ough  Superintendent;  previously  granted  on  condition  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  permitting  in 
an  R5  district,  the  erection  of  a  three  story  and  cellar, 
two  family  dwelling  that  encroaches  on  the  required  side 
and  rear  yards. 

PREMISES  AFFECTED— 2267  West  7th  Street,  east  side, 
128.4)4  feet  north  of  86th  Street,  Block  7144,  Lot  60,  Bor¬ 
ough  of  Brooklyn. 


747-76-A 

APPLICANT— Leonard  F.  Rothkrug  for  Julius  Fiorillo, 
Julius  F.  X.  Fiorillo  and  Douglas  P.  Fiorillo,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  1, 
1978 — filed  pursuant  to  Section  35  and  Section  36(2)  of 
the  General  City  Law  re-  proposed  accessory  parking  in 
the  bed  of  a  mapped  street,  waiver  from  requirements  that 
Delafield  Avenue  be  improved  as  a  street 

PREMISES  AFFECTED — 5686  Riverdale  Avenue,  east 
side,  80.50  feet  south  of  west  259th  Street,  Block  5862  and 
5863,  Lots  33,  37,  44,  129,  130,  132,  134,  143,  145,  147  and 
148,  Borough  of  the  Bronx. 


427-74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Charles 
Beshara,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  February  18, 
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1978 — decision  of  the  Borough  Superintendent;  previously- 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  district,  in  an  existing 
two  story  building,  the  addition  to  the  uses  of  the  first 
floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 8219  5th  Avenue,  east  side, 
42.10J4  feet  north  of  83rd  Street,  Block  6009,  Lot  3,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #10BK. 


659-77-BZ 

APPLICANT — John  J.  Tudda  for  John  B.  Ferrandi,  owner. 

SUBJECT— Application  October  12,  1977,  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  an 
enlargement  in  area  of  the  second  floor  of  a  wholesale 
establishment  with  accessory  offices  that  increases  the  de¬ 
gree  of  non-conformity. 

PREMISES  AFFECTED — 1803  Bronxdale  Avenue,  north¬ 
west  corner  of  Morris  Park  Avenue,  Block  4056,  Lot  82, 
Borough  of  The  Bronx.  Community  Board  #11BX. 


828-77-BZ 

APPLICANT — Sheldon  Lobel  for  MTM  Printing  Company, 
Incorporated,  owner. 

SUBJECT — Application  November  9,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R4  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  printing  establishment 
that  increases  the  degree  of  non- conformity. 

PREMISES  AFFECTED — 23-21  College  Point  Boulevard, 
east  side,  181.62  feet  south  of  23rd  Avenue,  Block  4226,  Lot 
17,  College  Point,  Borough  of  Queens.  Community  Board 
#7Q. 


930-77-BZ 

APPLICANT — Kenneth  H.  Koons  for  Bernie  Landau, 
owner. 

SUBJECT — Application  December  6,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  district,  in  an  existing  one 
story  and  basement  building,  the  conversion  of  the  base¬ 
ment  from  accessory  storage  into  an  automobile  repair  shop 
that  creates  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 3272-74  Boston  Road,  southeast 
corner  of  Hering  Avenue,  Block  4615,  Lot  31,  Borough  of 
The  Bronx.  Community  Board  #10BX. 


964- 77-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Louis  Sulzer, 
owner. 

SUBJECT — Application  December  13,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and  72- 
21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
on  a  corner  lot,  the  maintenance  of  an  existing  three  story 
dwelling  that  encroaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 57  Carpenter  Avenue,  east  side, 
110.21  feet  south  of  Glenn  Road,  Block  2015,  Lot  243,  New 
Springville,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

965- 77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Louis  Zulner, 
owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  three 
story  two  family  dwelling  of  Class  4  Construction. 


PREMISES  AFFECTED — 57  Carpenter  Avenue,  east  side, 
110.21  feet  south  of  Glenn  Road,  Block  2015,  Lot  243,  New 
Springville,  Borough  of  Staten  Island. 


546-77-BZ 

APPLICANT — Louis  Lieberman  for  Cong.  Machitze  Ha- 
dasa,  owner. 

SUBJECT — Application  August  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3  district,  the  erection  of  a 
two  story  enlargement  to  a  dwelling  for  use  as  a  synagogue 
that  will  exceed  the  permitted  floor  area  ratio,  have  less 
than  the  required  open  space  ratio  and  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED — 2502  Avenue  M,  southeast  cor¬ 
ner  of  Bedford  Avenue,  Block  7661,  Lot  40,  Borough  of 
Brooklyn.  Community  Board  #14BK. 

Laid  over  from  January  24,  1978,  for  hearing. 


558-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin, 
et  al  for  Parlieb,  Incorporated,  Contract  Vendee. 

SUBJECT — Application  August  19,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  CRT  and  C6-6  CRT  dis¬ 
trict,  the  erection  of  a  46  story  and  penthouse  mixed  build¬ 
ing  that  encroaches  on  the  required  tower  setback  and 
alternate  front  setback. 

PREMISES  AFFECTED— 109-123  West  56th  Street,  north 
side  150  feet  west  of  Avenue  of  the  Americas  and  118  West 
57th  Street,  Block  1009,  Lots  19  and  43,  Borough  of  Man¬ 
hattan.  Community  Board  #5M. 

Laid  over  from  February  14,  1978,  for  hearing. 

796-77-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Children’s  Aid  So¬ 
ciety,  owner. 

SUBJECT — Application  October  27,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district  at  an  existing 
childrens  center,  the  erection  of  a  one  story  non-commercial 
recreational  center  that  creates  non-compliance  on  the  park¬ 
ing  requirements. 

PREMISES  AFFECTED — 306  Prospect  Avenue,  south¬ 
west  corner  of  Clinton  Avenue,  Block  100,  Lot  1,  Goodhue 
Park,  Borough  of  Staten  Island.  Community  Board  #1S.I. 
Laid  over  from  February  14,  1978,  for  hearing. 


797-77-A 

APPLICANT — Frank  A.  Vaccaro  for  Children’s  Aid  So¬ 
ciety,  owner. 

SUBJECT — Application  October  27,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  existing  brook  for  disposal  of  storm  water  is  contrary. 
Proposed  access  to  frontage  space  using  a  ten  (10)  foot 
wide  access  road  is  contrary. 

PREMISES  AFFECTED — 306  Prospect  Avenue,  south¬ 
west  corner  of  Clinton  Avenue,  Block  100,  Lot  1,  Goodhue 
Park,  Borough  of  Staten  Island. 

Laid  over  from  February  14,  1978,  for  hearing. 


861-771-BZ 

APPLICANT— Donald  D.  Fisher  for  Hoysum  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  16,  1977 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
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Zoning  Resolution,  to  permit  in  a  C6-1  district,  in  an 
existing  three  story  building,  the  addition  to  the  uses  of 
the  first  floor  store  to  include  the  manufacture  of  food 
products. 

PREMISES  AFFECTED — 84  Mulberry  Street,  east  side, 
151.5  feet  south  of  Canal  Street,  Block  200,  Lot  9,  Borough 
of  Manhattan.  Community  Board  #3M. 

Laid  over  from  February  21,  1978,  for  hearing. 


670- 77-BZ 

APPLICANT — Wechsler,  Grasso,  Menziuso  for  Lafayette 
Studio,  Corporation,  owner. 

SUBJECT — Application  October  24,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  M1-5B  district,  the  conver¬ 
sion  of  an  existing  six  story  building  from  commercial  use 
into  residential  occupancy. 

PREMISES  AFFECTED— 280/290  Lafayette  Street,  south 
side  of  Jersey  Street  and  115/127  Crosby  Street,  Block  510, 
Lots  6  and  9,  Borough  of  Manhattan.  Community  Board 
#2M. 

Laid  over  from  February  21,  1978,  for  continued  hear¬ 
ing. 

671- 77-A 

APPLICANT — Wechsler,  Grasso,  Menziuso  for  Lafayette 
Studio  Corporation,  owner. 

SUBJECT— Application  October  24,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stair  enclosure, 
corridors,  stairs,  multiple  dwelling  law. 

PREMISES  AFFECTED— 280/290  Lafayette  Street,  south 
side  of  Jersey  Street  and  115/127  Crosby  Street,  Block 
510,  Lots  6  and  9,  Borough  of  Manhattan. 

Laid  over  from  February  21,  1978,  for  continued  hear¬ 
ing. 


472-77-BZ 

APPLICANT — Jerome  L.  Grushkin  for  Tom  Avitable, 
owner. 

SUBJECT — Application  July  12,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  on  a  corner  plot 
with  less  than  the  required  lot  area  and  lot  width,  the 
erection  of  a  one  family  dwelling  that  encroaches  on  the 
required  front  yard,  has  accessory  parking  within  the 
front  yard  and  has  less  than  the  required  lot  area  per 
dwelling  unit. 

PREMISES  AFFECTED — 303  Crystal  Avenue,  southeast 
corner  of  Watchogue  Road,  Block  472,  Lot  149,  Wester- 
leigh,  Borough  of  Staten  Island.  Community  Board  #7S.I. 
Laid  over  from  February  21,  1978,  hearing  closed. 

Alan  D.  Gershuny,  Executive  Director 


MARCH  14,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  March  14,  1978,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

650-77-SA 

APPLICANT — Nalco  Chemical  Company — chemical  pumps. 
63-78-SM 

APPLICANT — The  DeVilbiss  Company — drying  oven. 


545-77-A 

APPLICANT — Allen  B.  Terjesen  for  Northfield  Savings 
Bank,  owner. 

SUBJECT— Application  August  12,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use  of 
dry  wells  for  the  disposal  of  storm  water.  (Local  Law  #7). 

PREMISES  AFFECTED — 1731  Victory  Boulevard,  north¬ 
east  corner  of  Winthrop  Place,  Block  349,  Lot  1,  Four 
Corners,  Borough  of  Staten  Island. 


799-77-A 

APPLICANT — Calvanico  Associates  for  Sol  Lerer,  owner. 

SUBJECT — Application  November  1,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  well  for  disposal  of  storm  water  (Local  Law  # 7 ). 

PREMISES  AFFECTED— 479  Oakdale  Street,  north  side, 
367.68  ft.  West  of  Preston  Avenue,  Block  5324,  Lot  21, 
Annadale,  Borough  of  Richmond. 


800-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Debe  Construc¬ 
tion,  owner. 

SUBJECT — Application  November  1,  1977 — Appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  proposed 
use  of  dry  well  for  disposal  of  storm  water  (Local  Law  # 7 ). 

PREMISES  AFFECTED — 1861  Carlton  Avenue,  southeast 
corner  of  Parkwood  Avenue,  Block  6912,  Lot  45,  Prince’s 
Bay.  Borough  of  Staten  Island. 


993-77-A 

APPLICANT — Frank’s  Fuel,  Incorporated,  owner. 

SUBJECT — Application  December  27,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  use  of 
o\  ersized  tank  trucks  bearing  serial  numbers  906234, 
923160  and  921917,  71305  for  transporting  # 4  and  # 5  fuel 
oil  in  New  York  City. 


14-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dean  L.  Balsa- 
mini,  owner. 

SUBJECT — Application  January  10,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Proposed  use 
of  drywells  for  the  disposal  of  storm  water.  (Local  Law 

#7). 

PREMISES  AFFECTED — 195  Woodvale  Avenue,  north¬ 
east  corner  of  Finlay  Avenue,  Block  6750,  Lot  57,  Pleasant 
Plains,  Borough  of  Staten  Island. 


654-77-A 

APPLICANT — Lama  and  Vassalotti  for  Amoco  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  October  7,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  change 
of  use  from  automotive  service  station  to  self  service  gaso¬ 
line  service  station. 

PREMISES  AFFECTED — 1527  Bedford  Avenue  and  656 
to  668  Lincoln  Place,  southeast  corner,  Block  1260,  Lot  5, 
Borough  of  Brooklyn. 


942-77-A 

APPLICANT — McGee  and  Morsellino  for  Albion  55  Com¬ 
pany,  owner,  Save  Way,  lessee. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
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from  gasoline  service  station  to  self  service  gasoline  service 

station. 

PREMISES  AFFECTED — 77-33  Queens  Boulevard,  north¬ 
west  corner  of  Albion  Avenue,  Block  1536,  Lot  101,  Elm¬ 
hurst,  Borough  of  Queens. 


943-77-A 

APPLICANT — McGee  and  Morsellino  for  Anthony  Heiss, 
owner,  Save  Way,  lessee. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  gasoline  service  station  to  self-service  gasoline  station. 

PREMISES  AFFECTED — 130  Bruckner  Boulevard,  south 
side,  75  feet  east  of  Brook  Avenue,  Block  2260,  Lot  4, 
Borough  of  The  Bronx. 


944-77-A 

APPLICANT— McGee  and  Morsellino  for  Rock  Oil  Com¬ 
pany,  Incorporated,  owner,  Save  Way,  lessee. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  gasoline  service  station  to  self-service  gasoline  service 
station. 

PREMISES  AFFECTED— 120-128  West  145th  Street, 
south  side,  260  feet  west  of  Lenox  Avenue,  Block  2013, 
Lot  44,  Borough  of  Manhattan. 


692-77-A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.,  Jack  Kruger 
(Owner). 

SUBJECT — Application  October  25,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  a  legally  mapped  street. 

PREMISES  AFFECTED — 169  Kinghorn  Street,  north 
side,  175  feet  west  of  Arden  Avenue,  Block  5405,  Lot  11, 
Annadale,  Borough  of  Staten  Island. 


693-77-A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.,  Leotto  Con¬ 
struction  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — appeal  from  a 
decision  of  the  Borough  Supt.  re-  proposed  use  of  dry  wells 
for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 25  Valdemar  Avenue,  north 
side,  302.06  feet  east  of  Queensdale  Street,  Block  6857,  Lot 
26,  Princess  Bay,  Borough  of  Staten  Island. 


694-77- A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.,  Leotto  Con¬ 
struction  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — appeal  from  a 
decision  of  the  Borough  Supt.  re-  proposed  use  of  dry  wells 
for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 31  Valdemar  Avenue,  north 
side,  242.06  feet  east  of  Queensdale  Street,  Block  6857,  Lot 
28,  Princess  Bay,  Borough  of  Staten  Island. 


695-77-A 

APPLICANT — Alphonse  J.  Calvanico,  Leotto  Construction 
Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — appeal  from  a 
decision  of  the  Borough  Supt.  re-  proposed  use  of  dry  wells 
for  the  disposal  of  storm  water  (Local  Law  #7). 


PREMISES  AFFECTED — 19  Valdemar  Avenue,  north 
side,  362.06  feet  east  of  Queensdale  Street,  Block  6857,  Lot 
24,  Princess  Bay,  Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 


MARCH  21,  1978,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  21,  1978,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor  New  York,  N.  Y.  10013  on  the  following 
matters : 

647-77-BZ 

APPLICANT — Architects  Design  Group  by  Greco  and  Far- 
aldo  for  Robert  Haskell,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  September  28,  1977 — decision  of  the  Borough 
Superintendent,  under  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-1  district,  the  conversion  of  an 
existing  five  story  building  into  a  multiple  dwelling  that 
creates  non-compliance  in  floor  area  ratio  open  space  ration, 
lot  area  per  room  and  rear  yard  encroachment. 
PREMISES  AFFECTED — 113  East  11th  Street,  north  side, 
148.9  feet  east  of  4th  Avenue,  Block  556  Lot  49,  Borough 
of  Manhattan. 


648-77-A 

APPLICANT — Architects  Design  Group  by  Greco  and  Far- 
aldo  for  Robert  Haskell,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  September  28,  1977 — Appeal  from  a  decision 
of  the  Borough  Superintendent  re-  multiple  dwelling  law. 

PREMISES  AFFECTED — 113  East  11th  Street,  north  side, 
148.9  feet  east  of  4th  Avenue,  Block  556,  Lot  49,  Borough 
of  Manhattan. 


621-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Qua-Ma  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  30, 
1978 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  permitting  in  an  R5  district,  and 
reduction  in  lot  area  of  an  existing  automotive  service 
station  with  accessory  uses  previously  before  the  Board, 
the  addition  to  the  uses  to  include  auto  body  repairs. 

PREMISES  AFFECTED — 20-24  Jewett  Avenue,  west  side, 
92.51  feet  south  of  Bennett  Street,  Block  1012,  Lot  84,  Port 
Richmond,  Borough  of  Staten  Island.  Community  Board 
#1S.I. 


596-47-BZ 

APPLICANT — Michael  and  Betty  Daniolos,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  11, 
1978— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  21  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  change 
in  occupancy  from  dwelling  to  dwelling  and  store. 

PREMISES  AFFECTED — 219-41  91st  Road,  north  side, 
125  feet  east  of  Springfield  Boulevard,  Block  10719,  Lot  34, 
Queens  Village,  Borough  of  Queens.  Community  Board 
#13Q. 
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441-74-BZ 

APPLICANT — Leonard  I7.  Rothkrug  for  Harold  G.  Wenig, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  22, 
1978 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-3  district,  in  conjunction 
with  the  construction  of  a  shopping  center,  the  increase 
in  the  number  of  accessory  parking  spaces  and  the  location 
of  accessory  loading  area  within  10  feet  of  a  residence 
district. 

PREMISES  AFFECTED— 250  Arden  Avenue,  west  side, 
300  feet  south  of  Hampton  Avenue,  Block  6017,  Lot  3000, 
Village  Greens,  Borough  of  Staten  Island. 


765-76-BZ 

APPLICANT — M.  Milton  Glass  for  The  Summit  Organiza¬ 
tion,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  February  15, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C5-2  district,  the  conversion  of 
an  existing  12  story  commercial  building  from  offices  into 
a  mixed  building  that  creates  non-compliance  in  lot  area 
per  room  and  encroachments  on  the  minimum  distance  be¬ 
tween  windows  and  lot  lines. 

PREMISES  AFFECTED — 153-159  Madison  Avenue  and 
25-27  East  32nd  Street,  southeast  corner,  Block  862,  Lot 
24,  Borough  of  Manhattan. 


662-76-BZ 

APPLICANT — Carl  Levine,  owner. 

SUBJ  ECT — Application  for  consideration- — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  February  1,  1978 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R6  district,  at  an  existing 
motor  vehicle  sales  and  service  establishment  previously 
before  the  Board,  the  enlargement  in  area  of  the  structure 
and  the  use  of  the  open  area  for  accessory  parking. 

PREMISES  AFFECTED— 1837-1849  Linden  Boulevard, 
northeast  corner  of  Malta  Street,  Block  4319,  Lots  42,  47, 
49  and  50  (formerly  Lots  42,  47,  49,  50,  51,  52  and  53), 
Borough  of  Brooklyn. 


374-76-A 

APPLICANT — Consolidated  Edison  Company  of  New  York, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  26, 
1977  and  for  amendment — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  storage  of  bulk  oil,  in  company 
unmanned  barges  at  Pier  98. 

PREMISES  AFFECTED— 600  West  59th  Street  and  850 
12th  Avenue,  west  side,  Pier  98,  Dock  properties,  Blocks 
1106  and  1109,  Lots  1  and  1,  Borough  of  Manhattan. 


612-77-BZ 

APPLICANT — Diflfendale  and  Kubec  for  Mrs.  Rose  Pitch- 
erelli,  owner. 

SUBJECT — Application  September  14,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C8-1  district,  in 
an  existing  three  story  mixed  building.  The  conversion  of 
the  second  and  third  floors  from  two  apartments  into  four 
apartments  that  increase  the  degree  of  non-conformity. 


PREMISES  AFFECTED — 2131  Hylan  Boulevard,  north¬ 
west  corner  of  Bedford  Avenue,  Block  3589,  Lot  63,  Grant 
City,  Borough  of  Staten  Island.  Community  Board  #2S.I. 


665-77-BZ 

APPLICANT — Shael  Shapiro  for  Shapiro  Lawn  Associates 
for  143-5  Owners  Corporation,  owner. 

SUBJECT — Application  October  14,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-5  district,  the  conversion  of 
an  existing  twelve  story  building  from  factories  into  a 
multiple  dwelling  above  the  first  floor  store  and  factory. 

PREMISES  AFFECTED— 143-5  West  20th  Street,  north 
side,  256.3  feet  east  of  Seventh  Avenue,  Block  796,  Lot  13, 
Borough  of  Manhattan.  Community  Board  #4M. 

895-77-BZ 

APPLICANT — Harry  Soled  for  Paolo  and  Maria  Bennici, 
owners. 

SUBJECT — Application  November  23,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  and  R6  district,  the 
enlargement  in  area  of  an  existing  non-transient  parking 
lot  previously  before  the  Board. 

PREMISES  AFFECTED— 219-229  Union  Street,  north 
side,  114.6  feet  east  of  Henry  Street,  Block  338,  Lots  44, 
46,  47  and  49,  Borough  of  Brooklyn.  Community  Board 
#6BK. 


927-77-BZ 

APPLICANT — Harry  Simmons,  Jr.  for  St.  Luke’s  Episcopal 
Church,  owner. 

SUBJECT — Application  December  6,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district  the  enlarge¬ 
ment  in  area  of  an  existing  church  that  increases  the 
degree  of  non-compliance  within  the  front  yard. 

PREMISES  AFFECTED — -777  East  222nd  Street,  north¬ 
west  corner  of  Barnes  Avenue,  Block  4836,  Lot  7  and  12, 
Borough  of  the  Bronx.  Community  Board  #12BX. 

Alan  D.  Gershuny,  Executive  Director 


MARCH  21,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  21,  1978,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 


801-77-A 

APPLICANT — Calvanico  Associates  for  Revac  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  November  1,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposal  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 320  Harold  Avenue,  northwest 
corner  of  Noel  Street,  Block  6361,  Lot  34,  Annadale,  Bor¬ 
ough  of  Staten  Island. 


802-77-A 

APPLICANT — Calvanico  Associates  for  Revac  Construction 
Corporation,  owner. 

SUBJECT — Application  November  1,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  is  contrary. 
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PREMISES  AFFECTED— 169  Noel  Street,  northeast  cor¬ 
ner  of  Holdridge  Avenue,  Block  6363,  Lot  1,  Annadale, 
Borough  of  Staten  Island. 


917-77-A 

APPLICANT — Lichtner  Associates  for  A.  Rokhsar,  owner. 
SUBJECT — Application  November  30,  1977 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street ;  proposed 
use  of  drywells  for  the  disposal  of  storm  water,  Local  Law 

#7. 

PREMISES  AFFECTED — 18  Schubert  Street,  west  side, 
160'  south  of  St.  Johns  Avenue,  Block  3007,  Lot  15,  Rose 
Bank,  Borough  of  Staten  Island. 


918-77-A 

APPLICANT — Lichtner  Associates  for  A.  Rokhsar,  owner. 
SUBJECT — Application  November  30,  1977 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street ;  proposed 
use  of  drywells  for  the  disposal  of  storm  water,  Local  Law 

#7. 

PREMISES  AFFECTED — 20  Schubert  Street,  west  side, 
186.84'  south  of  St.  Johns  Avenue,  Block  3007,  Lot  16, 
Rose  Bank,  Borough  of  Staten  Island. 


919-77-A 

APPLICANT — Lichtner  Associates  for  A.  Rokhsar,  owner. 
SUBJECT — Application  November  30,  1977 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street ;  proposed 
use  of  drywells  for  the  disposal  of  storm  water,  Local  Law 

#7. 

PREMISES  AFFECTED — 24  Schubert  Street,  west  side, 
213.68'  south  of  St.  Johns  Avenue,  Block  3007,  Lot  18,  Rose 
Bank,  Borough  of  Staten  Island. 


920-77-A 

APPLICANT — Lichtner  Associates  for  A.  Rokhsar,  owner. 
SUBJECT — Application  November  30,  1977 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  drywells  for  the  disposal  of  storm  water,  Local  Law 

#7. 

PREMISES  AFFECTED — 26  Schubert  Street,  west  side, 
240.52'  south  of  St.  Johns  Avenue,  Block  3007,  Lot  19,  Rose 
Bank,  Borough  of  Staten  Island. 


941-77-A 

APPLICANT — Louis  Lieberman  for  Frbil  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
motor  vehicle  repair  shop  into  two  story  frame  building. 

PREMISES  AFFECTED — 8664-8666  18th  Avenue,  west 
side,  150  feet  north  of  Benson  Avenue,  Block  6368,  Lot  55, 
Borough  of  Brooklyn. 


991-77-A 

APPLICANT — M.  Milton  Glass  for  William  L.  Morris,  et 
al,  c/o  Adams  and  Company  Real  Estate,  Incorporated, 
owner. 

SUBJECT — Application  December  27,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Elevator  in  readiness. 


PREMISES  AFFECTED — 42-50  West  39th  Street,  south¬ 
east  corner  of  Sixth  Avenue,  Block  840,  Lot  71,  Borough 
of  Manhattan. 


992-77-A 

APPLICANT — M.  Milton  Glass  for  East  Twenty  Sixth 
Joint  Venture  c/o  Adams  and  Company  Real  Estate,  In¬ 
corporated,  owner. 

SUBJECT — Application  December  27,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Elevator  in  readiness. 

PREMISES  AFFECTED— 11-13  East  26th  Street,  north 
side,  157.6  feet  east  of  5th  Avenue,  6-8  East  27th  Street, 
Block  856,  Lot  9,  Borough  of  Manhattan. 


468-77-A 

APPLICANT— Jeremiah  T.  Walsh,  Commissioner  of  Build¬ 
ings. 

OWNER  OF  PREMISES— William  Schmid. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certifi  ate  of  Occupancy  #4467  re-  access  to  fire  escapes, 
and  stairway  enclosure. 

PREMISES  AFFECTED— 25-29  William  Street  and  38-42 
Exchange  Place,  southwest  corner,  Block  25,  Lot  27,  Bor¬ 
ough  of  Manhattan. 


706-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 158  Joseph  Avenue,  northwest 
corner  of  Oakville  Street,  Block  1987,  Lot  320,  Willow- 
brook,  Borough  of  Staten  Island. 


707-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 156  Joseph  Avenue,  west  side, 
26.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  321, 
Willowbrook,  Borough  of  Staten  Island. 


708-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMTSES  AFFECTED — 152  Joseph  Avenue,  west  side, 
50.8  feet  north  of  Oakville  Street,  Block  1987,  Lot  322, 
Willowbrook,  Borough  of  Staten  Island. 


709-77-A 

APPLTCANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  O  tober  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 
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PREMISES  AFFECTED — 150  Joseph  Avenue,  west  side, 
75.6  feet  north  of  Oakville  Street,  Block  1987,  Lot  323, 
Willowbrook,  Borough  of  Staten  Island. 


710-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 146  Joseph  Avenue,  west  side, 
100.0  feet  north  of  Oakville  Street,  Block  1987,  Lot  325, 
Willowbrook,  Borough  of  Staten  Island. 


711-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 144  Joseph  Avenue,  west  side, 
125.2  feet  north  of  Oakville  Street,  Block  1987,  Lot  326, 
Willowbrook,  Borough  of  Staten  Island. 


712-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 140  Joseph  Avenue,  west  side, 
150  feet  north  of  Oakville  Street,  Block  1987,  Lot  327, 
Willowbrook,  Borough  of  Staten  Island. 


713-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 138  Joseph  Avenue,  west  side, 
174.8  feet  north  of  Oakville  Street,  Block  1987,  Lot  328, 
Willowbrook,  Borough  of  Staten  Island. 


714-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 134  Joseph  Avenue,  west  side, 
199.6  feet  north  of  Oakville  Street,  Block  1987,  Lot  330, 
Willowbrook,  Borough  of  Staten  Island. 


715-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 


of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 132  Joseph  Avenue,  west  side, 
224.4  feet  north  of  Oakville  Street,  Block  1987,  Lot  331, 
Willowbrook,  Borough  of  Staten  Island. 


716-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 128  Joseph  Avenue,  west  side, 
249.2  feet  north  of  Oakville  Street,  Block  1987,  Lot  332, 
Willowbrook,  Borough  of  Staten  Island. 


717-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 126  Joseph  Avenue,  west  side, 
274.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  333, 
Willowbrook,  Borough  of  Staten  Island. 


718-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 122  Joseph  Avenue,  west  side, 
302.42  feet  south  of  Harold  Street,  Block  1987,  Lot  335, 
Willowbrook,  Borough  of  Staten  Island. 


719-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 120  Joseph  Avenue,  west  side, 
277.62  feet  south  of  Harold  Street,  Block  1987,  Lot  336, 
Willowbrook,  Borough  of  Staten  Island. 


720-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 116  Joseph  Avenue,  west  side, 
252.82  feet  south  of  Harold  Street,  Block  1987,  Lot  337, 
Willowbrook,  Borough  of  Staten  Island. 


721-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 
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SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 114  Joseph  Avenue,  west  side, 
228.02  feet  south  of  Harold  Street,  Block  1987,  Lot  338, 
Willowbrook,  Borough  of  Staten  Island. 


722-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 110  Joseph  Avenue,  west  side, 

203.22  feet  south  of  Harold  Street,  Block  1987,  Lot  340, 
Willowbrook,  Borough  of  Staten  Island. 


723-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7)- 

PREMISES  AFFECTED — 108  Joseph  Avenue,  west  side, 
178.42  feet  south  of  Harold  Street,  Block  1987,  Lot  342, 
Willowbrook,  Borough  of  Staten  Island. 


724-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 104  Joseph  Avenue,  west  side, 
153.62  feet  south  of  Harold  Street,  Block  1987,  Lot  343, 
Willowbrook,  Borough  of  Staten  Island. 


725-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 102  Joseph  Avenue,  west  side, 
128.82  feet  south  of  Harold  Street,  Block  1987,  Lot  344, 
Willowbrook,  Borough  of  Staten  Island. 


726-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 98  Joseph  Avenue,  west  side, 
104.02  feet  south  of  Harold  Street,  Block  1987,  Lot  346, 
Willowbrook,  Borough  of  Staten  Island. 


727-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 


SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 96  Joseph  Avenue,  west  side 

79.22  feet  south  of  Harold  Street,  Block  1987,  Lot  347, 
Willowbrook,  Borough  of  Staten  Island. 


728-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 92  Joseph  Avenue,  west  side, 

44.22  feet  south  of  Harold  Street,  Block  1987,  Lot  348, 
Willowbrook,  Borough  of  Staten  Island. 


729-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 90  Joseph  Avenue,  southwest 
corner  of  Harold  Street,  Block  1987,  Lot  350,  Willow¬ 
brook,  Borough  of  Staten  Island. 


730-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 159  Joseph  Avenue,  northeast 
corner  of  Oakville  Street,  Block  1987,  Lot  256,  Willow¬ 
brook,  Borough  of  Staten  Island. 


731-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 157  Joseph  Avenue,  east  side, 
26.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  257, 
Willowbrook,  Borough  of  Staten  Island. 


732-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 153  Joseph  Avenue,  east  side, 
50.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  258, 
Willowbrook,  Borough  of  Staten  Island. 


733-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 
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SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 151  Joseph  Avenue,  east  side, 
75.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  259, 
Willowbrook,  Borough  of  Staten  Island. 


734-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 147  Joseph  Avenue,  east  side, 

99.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  261, 
Willowbrook,  Borough  of  Staten  Island. 


735-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 145  Joseph  Avenue,  east  side, 
124.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  262, 
Willowbrook,  Borough  of  Staten  Island. 


736-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 141  Joseph  Avenue,  east  side, 
148.5  feet  north  of  Oakville  Street,  Block  1987,  Lot  263, 
Willowbrook,  Borough  of  Staten  Island. 


737-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 139  Joseph  Avenue,  east  side, 
173.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  264, 
Willowbrook,  Borough  of  Staten  Island. 


738-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drvwell  for  the  disposal  of  storm  water  (Local  Law 

#7)/ 

PREMISES  AFFECTED — 135  Joseph  Avenue,  east  side, 

197.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  266, 
Willowbrook,  Borough  of  Staten  Island. 


739-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 


SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 133  Joseph  Avenue,  east  side, 
222.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  267, 
Willowbrook,  Borough  of  Staten  Island. 


740-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 129  Joseph  Avenue,  east  side, 

246.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  268, 
Willowbrook,  Borough  of  Staten  Island. 


741-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 127  Joseph  Avenue,  east  side, 
271.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  269, 
Willowbrook,  Borough  of  Staten  Island. 


742-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 123  Joseph  Avenue,  east  side, 
295.20  feet  north  of  Oakville  Street,  Block  1987,  Lot  271, 
Willowbrook,  Borough  of  Staten  Island. 


743-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — -Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 121  Joseph  Avenue,  east  side, 
319.40  feet  north  of  Oakville  Street,  Block  1987,  Lot  272, 
Willowbrook,  Borough  of  Staten  Island. 


744-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 117  Joseph  Avenue,  east  side, 
266.64  feet  south  of  Harold  Street,  Block  1987,  Lot  272, 
Willowbrook,  Borough  of  Staten  Island. 


745-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 


211 


CALENDAR 


SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 115  Joseph  Avenue,  east  side, 
242.44  feet  south  of  Harold  Street,  Block  1987,  Lot  274, 
Willowbrook,  Borough  of  Staten  Island. 


746- 7 7- A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 111  Joseph  Avenue,  east  side, 
218.24  feet  south  of  Harold  Street,  Block  1987,  Lot  276, 
Willowbrook,  Borough  of  Staten  Island. 


747-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 109  Joseph  Avenue,  east  side, 
194.04  feet  south  of  Harold  Street,  Block  1987,  Lot  277, 
Willowbrook,  Borough  of  Staten  Island. 


748- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 105  Joseph  Avenue,  east  side, 
169.84  feet  south  of  Harold  Street,  Block  1987,  Lot  278, 
Willowbrook,  Borough  of  Staten  Island. 

749- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 103  Joseph  Avenue,  east  side, 
145.64  feet  south  of  Harold  Street,  Block  1987,  Lot  279, 
Willowbrook,  Borough  of  Staten  Island. 


750-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Joseph  Avenue,  east  side, 
121.44  feet  south  of  Harold  Street,  Block  1987,  Lot  281, 
Willowbrook,  Borough  of  Staten  Island. 


751-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 


SLTBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 97  Joseph  Avenue,  east  side, 
97.24  feet  south  of  Harold  Street,  Block  1987,  Lot  282, 
Willowbrook,  Borough  of  Staten  Island. 


752-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 95  Joseph  Avenue,  east  side, 
73.04  feet  south  of  Llarold  Street,  Block  1987,  283, 
Willowbrook,  Borough  of  Staten  Island. 


753-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT — Application  October  26,  1977 — -Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 93  Joseph  Avenue,  east  side, 
48.84  feet  south  of  Harold  Street,  Block  1987,  Lot  284, 
Willowbrook,  Borough  of  Staten  Island. 


754-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 91  Joseph  Avenue,  east  side, 
24.64  feet  south  of  Harold  Street,  Block  1987,  Lot  286, 
Willowbrook,  Borough  of  Staten  Island. 


755-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 89  Joseph  Avenue,  southeast 
corner  of  Harold  Street,  Block  1987,  Lot  287,  Willowbrook, 
Borough  of  Staten  Island. 


756-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 121  Washington  Avenue,  north¬ 
west  corner  of  Oakville  Street,  Block  1987,  Lot  254,  Wil¬ 
lowbrook,  Borough  of  Staten  Island. 


757-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 
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SUBJECT — Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 119  Washington  Avenue,  west 
side,  26  feet  north  of  Oakville  Street,  Block  1987,  Lot  253, 
Willowbrook,  Borough  of  Staten  Island. 


758-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Asso  iates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 117  Washington  Avenue,  west 
side,  50.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
252,  Willowbrook,  Borough  of  Staten  Island. 


759-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
'  sso  iates,  owner. 

SUBJECT— Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Loci  Law 

#7). 

PREMISES  AFFECTED — 115  Washington  Avenue,  west 
side,  75  feet  north  of  Oak  ille  Street,  Block  1987,  Lot  251, 
Willowbrook,  Borough  of  Staten  Island. 


760- 77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 111  Washington  Avenue,  west 
side,  99.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
249,  Willowbrook,  Borough  of  Staten  Island. 

761- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED— 109  Washington  Avenue,  west 
side,  124.00  feet  north  of  Oakville  Street,  Block  1987,  Lot 
248,  Willowbrook,  Borough  of  Staten  Island. 

762- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 105  Washington  Avenue,  west 
side,  173.0  feet  north  of  Oakville  Street,  Block  1987,  Lot 
246,  Willowbrook,  Borough  of  Staten  Island. 


763-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 


SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 107  Washington  Avenue,  west 
side,  148.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
247,  Willowbrook,  Borough  of  Staten  Island. 


764-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 101  Washington  Avenue,  west 
side,  197.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
244,  Willowbrook,  Borough  of  Staten  Island. 


765-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 99  Washington  Avenue,  west 
side,  222.0  feet  nort  of  Oakville  Street,  Block  1987,  Lot 
243,  Willowbrook,  Borough  of  Staten  Island. 


766-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 99  Washington  Avenue,  west 
side,  246.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
242,  Willowbrook,  Borough  of  Staten  Island. 


767-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 93  Washington  Avenue,  west 
side,  271.0  feet  north  of  Oakville  Street,  Block  1987,  Lot 
241,  Willowbrook,  Borough  of  Staten  Island. 


768-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 91  Washington  Avenue,  west 
side,  295.20  feet  north  of  Oakville  Street,  Block  1987,  Lot 
239,  Willowbrook,  Borough  of  Staten  Island. 


769-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 
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SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 89  Washington  Avenue,  west 
side,  319.4  feet  north  of  Oakville  Street,  Block  1987,  Lot 
238,  Willowbrook,  Borough  of  Staten  Island. 


770-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 87  Washington  Avenue,  west 
side,  293.94  feet  south  of  Harold  Street,  Block  1987,  Lot 
237,  Willowbrook,  Borough  of  Staten  Island. 


771-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 85  Washington  Avenue,  west 
side,  269.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
236,  Willowbrook,  Borough  of  Staten  Island. 


772-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 81  Washington  Avenue,  west 
side,  245.54  feet  south  of  Harold  Street,  Block  1987,  Lot 
234,  Willowbrook,  Borough  of  Staten  Island. 


773-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 79  Washington  Avenue,  west 
side,  221.34  feet  south  of  Harold  Street,  Block  1987,  Lot 
233,  Willowbrook,  Borough  of  Staten  Island. 


774- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 75  Washington  Avenue,  west 
side,  196.94  feet  south  of  Harold  Street,  Block  1987,  Lot 
232,  Willowbrook,  Borough  of  Staten  Island. 

775- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 


SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 73  Washington  Avenue,  west 
side,  172.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
231,  Willowbrook,  Borough  of  Staten  Island. 


776-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 69  Washington  Avenue,  west 
side,  148.74  feet  south  of  Harold  Street,  Blo:k  1987,  Lot 
229,  Willowbrook,  Eorough  of  Staten  Island. 


777-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 67  Washington  Avenue,  west 
side  124.54  feet  south  of  Harold  Street,  Block  1987,  Lot  228, 
Willowbrook,  Borough  of  Staten  Island. 


778-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 63  Washington  Avenue,  west 
side,  100.34  feet  south  of  Harold  Street,  Block  1987,  Lot  227, 
Willowbrook,  Borough  of  Staten  Island. 


779-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 61  Washington  Avenue,  west 
side.  76.14  feet  south  of  Harold  Street,  Block  1987,  Lot  226, 
Willowbrook,  Borough  of  Staten  Island. 


780-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 57  Washington  Avenue,  west 
side,  43.14  feet  south  of  Harold  Street,  Block  1987,  Lot  224, 
Willowbrook,  Borough  of  Staten  Island. 


781-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 
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SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 55  Washington  Avenue,  south¬ 
west  corner  of  Harold  Street,  Block  1987,  Lot  222,  Willow- 
brook,  Borough  of  Staten  Island. 


782-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 45  Washington  Avenue,  north¬ 
west  corner  of  Harold  Street,  Block  1987,  Lot  220,  Willow- 
brook,  Borough  of  Staten  Island. 


783-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 43  Washington  Avenue,  west 
side,  29.47  feet  north  of  Harold  Street,  Block  1987,  Lot  218, 
Willowbrook,  Borough  of  Staten  Island. 


784-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 79  Joseph  Avenue,  northeast 
corner  of  Harold  Street,  Block  1987,  Lot  290,  Willow- 
brook,  Borough  of  Staten  Island. 


785-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 77  Joseph  Avenue,  east  side, 
49.25  feet  north  of  Harold  Street,  Block  1987,  Lot  292, 
Willowbrook,  Borough  of  Staten  Island. 


786-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  for  consideration — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 80  Joseph  Avenue,  northeast 
corner  of  Harold  Street,  Block  1987,  Lot  353,  Willow¬ 
brook,  Borough  of  Staten  Island. 


787-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 


SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 78  Joseph  Avenue,  west  side, 
23.79  feet  north  of  Harold  Street,  Block  1987,  Lot  354, 
Willowbrook,  Borough  of  Staten  Island. 


788-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 74  Joseph  Avenue,  west  side, 
48.59  feet  north  of  Harold  Street,  Block  1987,  Lot  355, 
Willowbrook,  Borough  of  Staten  Island. 


789-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 72  Joseph  Avenue,  west  side, 
73.39  feet  north  of  Harold  Street,  Block  1987,  Lot  356, 
Willowbrook,  Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 


APRIL  11,  1978,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  11,  1978,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 


147-52-BZ 

APPLICANT — Rudolph  Nizza  and  Ronald  Nizza,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  September  11,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district  the  change  in  occupancy  from  restaurant  and 
cabaret  to  existing  factory  use. 

PREMISES  AFFECTED — 88-46  Linden  Boulevard  and 
90-06  Pitkin  Avenue,  southeast  corner,  Block  11401,  Lot  1, 
Ozone  Park,  Borough  of  Queens.  Community  Board  #10Q. 


97-75-BZ 

APPLICANT — M.  Martin  Elkind  for  Nomrah  Company, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  time  to  complete  which 
expired  July  22,  1976;  and  for  amendment — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  a  C2-2  district,  the  change  in  use  of  an  existing  one  story 
building  from  a  market  into  a  clothing  manufacturing 
establishment. 

PREMISES  AFFECTED — 311  St.  Nicholas  Avenue,  north- 

•  east  corner  of  Gates  Avenue,  Block  3447,  Lot  1,  Ridge¬ 
wood,  Borough  of  Queens.  Community  Board  #5Q. 
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439-75-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Scala  Cuffee 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  complete 
which  expired  March  22,  1978 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R7-1  district,  the  erection  of  a  one  story  building  for  use  as 
an  eating  and  drinking  establishment. 

PREMISES  AFFECTED— 2247  Southern  Boulevard,  790- 
798  Garden  Street,  northwest  corner,  Bio  k  3112,  Lots  38 
and  41,  Borough  of  The  Bronx. 


295-75-A 

APPLICANT — Diffendale  and  Kubec  for  J.  R.  C.  Realty 
Corporation,  owner. 

SUBJECT' — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  4, 
1978 — appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  erection  of  canopy  and  the  enlargement  to 
platform  beneath ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 351  Walker  Street,  nort'  east 
corner  of  Lake  Avenue,  Block  1161,  Lot  1,  Mariners  Har¬ 
bor,  Borough  of  Staten  Island. 


414-74-BZ 

APPLICANT — Paul  Gugliotta  for  W25130  Realty  Associ¬ 
ates,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  May  25,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
Ml-5  district,  in  an  existing  16  story  commercial  building, 
the  conversion  of  several  floors  into  residential  use. 

PREMISES  AFFECTED— 251-255  West  30th  Street,  north 
side,  200  feet  east  of  Eighth  Avenue,  Block  780,  Lot  10, 
Borough  of  Manhattan. 


289-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Johnad  Realty 
Corporation,  owner  . 

SUBJECT — Aplication  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  April  30,  1978 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  maintenance  of 
a  parking  lot  for  motor  vehicles. 

PREMISES  AFFECTED — 2487  Belmont  Avenue,  west  side, 
90  feet  north  of  East  189th  Street,  Block  3078,  Lot  65, 
Borough  of  The  Bronx.  Community  Board  #6BX. 


22-52-BZ 

APPLICANT — McGee  and  Morsellino  for  Harrington  Wal¬ 
ters,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  7, 
1977— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  sections  7f,  7i  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  change  in  occupancy  from  sale  and  display  of  more 
than  five  motor  vehicles,  to  permit  the  erection  and  main¬ 
tenance  of  a  gasoline  service,  lubritorium,  car  washing, 
motor  vehicle  repairs  and  office;  and  to  permit  the  parking 
and  storage  of  motor  vehicles  on  unbuilt  upon  portion  of 
lot. 


PREMISES  AFFECTED — 200-15  Northern  Boulevard,  43- 
02  to  43-08  201st  Street,  northwest  corner  and  200-10  to 
200-20  43rd  Avenue,  Block  6261,  Lot  30,  Flushing,  Bor¬ 
ough  of  Queens.  Community  Board  #11Q. 


613-77-BZ 

APPLICANT — Joseph  B.  Raia  for  Ida  Lo  Bue,  owner. 

SUBJECT — Application  September  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
one  family  dwelling  that  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED — 34  Overlook  Avenue,  south  side, 
311.86  feet  west  of  Vista  Avenue,  Block  853,  Lot  27,  Don- 
g  n  Hills,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 


614-77-A 

APPLICANT — Joseph  B.  Raia  for  Ida  Lo  Bue,  owner. 
SUBJECT — Application  September  15,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 34  Overlook  Avenue,  south 
side,  311.86  feet  west  of  Vista  Avenue,  Block  853,  Lot  27, 
Dongan  Hills,  Borough  of  Staten  Island. 


831-77-BZ 

APPLICANT — Alfonso  Duarte  for  Redmont  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  November  9,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  within  an  existing 
shopping  center,  the  enlargement  in  area  of  one  building 
for  use  as  a  theatre. 

PREMISES  AFFECTED — 153-67A  Cross  Island  Parkway, 
north  side,  103.3  feet  west  of  154th  Street,  Block  4717,  Lot 
16,  Whitestone,  Borough  of  Queens.  Community  Board 
#7Q. 


836-77-BZ 

APPLICANT — Shael  Shapiro  for  Shapiro  Lawn  Associates 
Architects  for  147  West  22nd  Street  Corporation,  owner. 

SUBJECT— Application  November  14,  1977— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-5  district,  in  an  existing  Ten 
story  building,  the  conversion  of  the  third  through  tenth 
floors  from  factories  into  apartments. 

PREMISES  AFFECTED — 147-149  West  22nd  Street,  north 
side,  249.6  feet  east  of  Seventh  Avenue,  Block  798,  Lot  17, 
Borough  of  Manhattan.  Community  Board  #4M. 


928-77-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Robert  Ho  Wong 
and  Ping  Shew  Wong,  owner,  U-Haul  Company  of  Metro 
New  York,  Incorporated,  lessee. 

SUBJECT — Application  December  6,  1977— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  previ¬ 
ously  before  the  Board,  the  change  in  occupancy  of  an 
existing  one  story  building  from  store  into  truck  and  trailer 
rental  establishment  with  accessory  motor  repair  and 
storage. 
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PREMISES  AFFECTED— 144-01  Liberty  Avenue,  north 
side,  99.33  feet  east  of  Remington  Street,  Block  10020, 
Lot  137,  Richmond  Hill,  Borough  of  Queens.  Community 
Board  #12Q. 

Alan  D.  Gershuny,  Executive  Director 


APRIL  11,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  11,  1978,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

813-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 161  Eylandt  Street,  northeast 
corner  of  Barclay  Avenue,  Block  6378,  Lot  1,  Annadale, 
Borough  of  Staten  Island. 


814-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street ; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 153  Eylandt  Street,  north  side, 
64.01  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  73, 
Annadale,  Borough  of  Staten  Island. 


815-77- 4 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street ; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 147  Eylandt  Street,  north  side, 
125.51  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  71, 
Annadale,  Borough  of  Staten  Island. 


816-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 134  Tallman  Street,  south  side, 

214.38  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  18, 
Annadale,  Borough  of  Staten  Island. 


817-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 


posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 148  Tallman  Street,  south  side, 

66.38  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  11, 
Annadale,  Borough  of  Staten  Island. 

818-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 158  Tallman  Street,  southeast 
corner  of  Barclay  Avenue,  Block  6378,  Lot  6,  Annadale, 
Borough  of  Staten  Island. 


819-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Agatha  Blois, 
owner. 

SUBJECT — Application  November  4,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 138  Tallman  Street,  south  side, 

174.38  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  16, 
Annadale,  Borough  of  Staten  Island. 


820-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Judy  Tenenbaum, 
owner. 

SUBJECT — Application  November  4,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 142  Tallman  Street,  south  side, 

134.38  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  14, 
Annadale,  Borough  of  Staten  Island. 


948-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Alphonse  J. 
Calvanico,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 635  Darlington  Avenue,  north¬ 
east  corner  of  Lenevar  Avenue,  Block  6914,  Lot  1  Princes 
Bay,  Borough  of  Staten  Island. 


949- 77-A 

APPLICANT — Alphonse  J.  Calvanico,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 623  Darlington  Avenue,  north 
side,  108.84  feet  east  of  Lenevar  Avenue,  Block  6914,  Lot 
96,  Princes  Bay,  Borough  of  Staten  Island. 

950- 77-A 

APPLICANT — Alphonse  J.  Calvanico,  owner. 


217 


CALENDAR 


SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 611  Darlington  Avenue,  north 
side,  208.84  feet  east  of  Lenevar  Avenue,  Block  6914,  Lot 
91,  Princes  Bay,  Borough  of  Staten  Island. 


951-77-A 

APPLICANT — Alphonse  J.  Calvanico,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 


PREMISES  AFFECTED — 1066  Edgegrove  Avenue,  south 
side,  83.20  feet  east  of  Lenevar  Avenue,  Block  6914,  Lot 
12,  Princes  Bay,  Borough  of  Staten  Island. 


952-77-A 

APPLICANT — Alphonse  J.  Calvanico,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 1056  Edgegrove  Avenue,  south 
side,  183.20  east  of  Lenevar  Avenue,  Block  6914,  Lot  14, 
Princes  Bay,  Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  21,  1978,  10  A.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  January  31,  1978  were 
approved  as  printed  in  the  Bulletin  February  9,  1978,  Volume 
63,  Number  6. 

905-51-A 

APPLICANT — M.  Milton  Glass  for  Wellington  Associates, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  elevator  in  readiness ;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 12-14  West  27th  Street,  south 
side,  60  feet,  6%  inches  west  of  Broadway,  Block  828,  Lot 
56,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  M.  Milton  Glass. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  25,  1956,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  25,  1956  as  amended  through  September  7,  1977  by  adding 
thereto : 

“That  the  Board’s  Resolution  adopted  on  September  25, 
1956  as  amended  on  November  12,  1974  shall  be  rein¬ 
stated,  and  that  the  elevators  designated  for  Fire  De¬ 
partment  use  shall  conform  to  revised  drawing  of 
proposed  conditions  marked  ‘Received  December  16, 
1977’ — one  sheet;  that  this  variance  shall  be  for  a  term 
of  ten  years  from  the  date  of  this  amended  resolution; 
on  condition  that  the  records  and  reports  required  by 
the  Fire  Department  shall  be  maintained ;  that  the  serv¬ 
ice  shall  be  maintained  in  accordance  with  the  require¬ 
ments  of  the  general  resolution  adopted  by  the  Board 
under  Calendar  No.  630-56-GR;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  the  term  of  this 
modification  shall  automatically  lapse  if  the  service  is 
discontinued.”  (F.  D.  Decision  dated  December  6,  1951) 


729-70-A 

APPLICANT — Gencorelli  and  Solo  for  Bankers  Trust 
Company,  owner. 

SUBJECT — Application  for  consideration — to  dismiss  for 
lack  of  prosecution  (application  to  reopen  and  amend  the 
resolution) — filed  pursuant  to  Section  35,  Article  3,  Gen¬ 
eral  City  Law  re-  erection  of  building  in  bed  of  a  mapped 
street. 

PREMISES  AFFECTED— 41-22  Bell  Boulevard,  north¬ 
west  corner  of  42nd  Avenue,  Block  6227,  Lots  309  and  311, 
Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 


ACTION  OF  BOARD — Application  to  reopen  and  amend 
the  resolution  dismissed  for  lack  of  prosecution  by  the 
applicant. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 


848-51-BZ 

APPLICANT — Charles  M.  Spindler  Associates  for  Sun  Oil 
Company  of  Pennsylvania,  owner. 

SUBJECT— Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  January  25,  1977 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium,  auto  laundry,  accessory  sales,  motor  vehicle  repairs 
and  office. 

PREMISES  AFFECTED — 2001-2015  Neptune  Avenue, 
north  side,  117  feet  7^2  inches  east  of  West  21st  Street, 
Block  6992,  Lot  41,  Borough  of  Brooklyn.  Community 
Board  #13BK. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  25,  1952,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  21,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  25,  1952  as  amended  through  October  10,  1967  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (M.  &  A.  Decision 
41785-52) 


38-73-BZ 

APPLICANT— The  Reverend  Doctor  O.  B.  J.  Burson  for 
The  Holy  Trinity  Baptist  Church,  owner. 

SUBJECT — Application  for  consideration— request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  May  1,  1975 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R6  district,  the  reconstruction  of  a  Church  that  encroaches 
on  the  required  rear  yard  and  has  less  than  the  required 
accessory  parking. 

PREMISES  AFFECTED — 182  Franklin  Avenue, ^west  side, 
100  feet  south  of  Jefferson  Avenue,  Block  1997,  Lot  28, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  O.  B.  J.  Burson,  Rachel  Martin,  Janet 
Underwood  and  others. 


219 


MINUTES 


ACTION  OF  BOARD— Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


W hereas,  this  application  was  granted  by  the  Board  on 
May  1,  1973,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  1,  1973  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  456-72) 


436-74-BZ 

APPLICANT — Albert  Melniker  for  John  Heiser,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November  16, 
1977- — decision  of  the  Borough  Superintendent:  previously 
granted  on  condition  under  Section  72-21  and  36-55  of  the 
Zoning  Resolution,  permitting  in  a  Cl-1  and  R3-2  district, 
in  conjunction  with  the  erection  of  a  retail  store  building, 
the  expansion  of  the  accessory  parking  area  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED — 19  Mosley  Avenue,  northwest 
corner  of  Richmond  Avenue,  Block  5585,  Lot  30,  Elting- 
ville,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD— Application  reopened  and  time 
extended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  25,  1975,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  November  16,  1976;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend,  the  resolution  adopted  on  March 
25,  1975  as  amended  through  November  16,  1976  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

one  year  from  the  date  of  this  amended  resolution.” 
“that  substantial  construction  shall  be  completed  within 
(N.B.  4076-74) 


552-75-BZ 

APPLICANT — Frank  Vaccaro  for  Helen  Bregulla,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  June  8,  1977 — decision  of  the  Borough 
Superintendent :  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R3-2  district,  the  erection  of  an  enlargement  to  the  first 
and  second  floors  of  an  existing  restaurant  and  cabaret 
establishment  that  increases  the  degree  of  non-conformity. 


PREMISES  AFFECTED — 464  Poillon  Avenue,  northwest 
corner  of  Zephyr  Avenue,  Block  6453,  Lot  13,  Annadale, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  8,  1976,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  8,  1976  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution;  on 
condition  that  the  affidavit  signed  by  the  owners  marked 
received  February  14,  1978,  which  states  that  there  will 
not  be  any  outdoor  activities  of  any  kind,  except  for 
approved  parking  of  motor  vehicles,  which  will  take 
effect  immediately.  (Alt.  44-73) 


426-76-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Clem  Prop¬ 
erties,  owner ;  Clem  Snacks,  lessee. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  December  21, 
1977  and  amendment  of  the  resolution — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition  under 
Section  72-01  (b)  of  the  Zoning  Resolution,  permitting  in 
an  R6  district,  on  an  existing  one  story  storage  warehouse 
with  accessory  offices,  previously  before  the  Board,  the  in¬ 
stallation  of  a  roof  sign. 

PREMISES  AFFECTED— 318-320  54th  Street,  southeast 
corner  of  3rd  Avenue,  Block  822,  Lot  11,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Harriet  R.  Jacobs. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  work  and  resolution  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative :  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  21,  1976,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  21,  1976  by  adding  thereto: 

“that  the  roof  sign  may  be  redesigned  substantially  as 
shown  on  revised  drawings  of  proposed  conditions  marked 
‘Received  December  29,  1977’ — one  sheet  and  February 
17,  1978 — one  sheet”;  and  that  all  work  shall  be  com¬ 
pleted  within  one  year  from  the  date  of  this  amended 
resolution ;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects.”  (E.S.  61-76) 
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500-76-BZ 

APPLICANT — McGee  and  Morsellino  for  Hudleasco,  In¬ 
corporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  November 
30,  1977 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  Cl-2  and  R3-2  dis¬ 
trict,  on  a  plot  with  an  existing  warehouse,  the  use  of  the 
open  area  in  the  residence  district  for  accessory  parking. 
PREMISES  AFFECTED — 142-82  Rockaway  Boulevard, 
southwest  corner  of  143rd  Street,  Block  120S9,  Lot  34, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION—  . 

Whereas,  this  application  was  granted  by  the  Board  on 
November  30,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  30,  1976  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  the  substantial  construction  shall  be  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion.”  (Alt.  502-76) 


374-76-A 

APPLICANT — Consolidated  Edison  Company  of  New  York, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  26, 
1977  and  for  amendment — Appeal  from  a  decision  of  the 
Fire  Commissioner  re-  storage  of  bulk  oil,  in  company  un¬ 
manned  barges  at  Pier  98. 

PREMISES  AFFECTED— 600  West  59th  Street  and  850 
12th  Avenue,  west  side,  Pier  98,  Dock  properties,  Blocks 
1106  and  1109,  Lots  1  and  1,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  William  S.  Bannon  and  T.  Malinowski. 
For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  10 
A.M.,  Special  Order  Calendar,  for  decision;  hearing  closed. 


593-72-BZ 

APPLICANT — Diffendale  and  Kubec  for  Richmond  Memor¬ 
ial  Hospital  and  Health  Center,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  19, 
1977 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  installation 
of  an  accessory  sewage  treatment  plant  for  an  existing  hos¬ 
pital. 

PREMISES  AFFECTED — 360  Seguine  Avenue,  northwest 
corner  of  Kingsland  Street,  Block  6699,  Lot  82,  Princes 
Bay,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  None. 


ACTION  OF  BOARD — Laid  over  to  February  28,  1978,  at 
10  A.M.,  Special  Order  Calendar,  at  the  request  of  the 
applicant,  for  decision;  hearing  closed. 


354-75-BZ — Vol.  II 

APPLICANT— Edwin  Storch  for  Hoover  Realty  Asso¬ 
ciates,  owner. 

SUBJECT— Application  reopened  September  7,  1977  as 
Vol.  II — decision  of  the  Borough  Superintendent  under 
Section  72-21  of  the  Zoning  Resolution  to  permit  in  an  R4 
district,  the  reduction  in  lot  area  of  an  existing  multiple 
dwelling  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 143-50  Hoover  Avenue,  south¬ 
west  corner  of  Smedley  Street,  Block  9738,  Lot  114,  Briar- 
wood,  Borough  of  Queens.  Community  Board  #8Q. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Opposition:  June  Brieiel,  Sylvan  Bloom,  P.  Kiburis, 
Paul  Berger,  Herman  Samnick,  Mortimor  M.  Drucker, 
Henry  Herbst,  Mildred  Gaillard,  Helen  Weiss,  Edward 
J.  Killian  and  Ralphine  Kresky. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 


472-77-BZ 

APPLICANT— Jerome  L.  Grushkin  for  Tom  Avitabile, 
owner. 

SUBJECT — Application  July  12,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  tp  permit  in  an  R2  district,  on  a  corner  plot 
with  less  than  the  required  lot  area  and  lot  width,  the 
erection  of  a  one  family  dwelling  that  encroaches  on  the 
required  front  yard,  has  accessory  parking  within  the  front 
yard  and  has  less  than  the  required  lot  area  per  dwelling 
unit. 

PREMISES  AFFECTED — 303  Crystal  Avenue,  southeast 
corner  of  Watchogue  Road,  Block  472,  Lot  149,  Wester- 
leigh,  Borough  of  Staten  Island.  Community  Board  #1S.I. 

APPEARANCES — 

For  Applicant:  Jerome  L.  Grushkin  and  Thomas  P.  Avit¬ 
abile. 

For  Opposition :  James  Coussoule. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
10  A.M.,  for  decision;  additional  information;  hearing 
closed. 


507-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Di- 
Pietro,  owner. 

SUBJECT — Application  July  28,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement,  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  without  the 
required  side  yard. 

PREMISES  AFFECTED — 1340  East  57th  Street,  west 
side,  323  feet  south  of  Avenue  M,  Block  7881,  Lot  62, 
Borough  of  Brooklyn.  Community  Board  #18BK. 

APPEARANCES— 

For  Applicant:  Harriet  R.  Jacobs. 

For  Opposition :  Tack  Friedman  and  John  L.  Kabak. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  . • .  0 
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ACTION  OF  BOARD — Hearing  reopened  and  application 
laid  over  to  March  7,  1978,  at  10  A.M.,  subject  to  deter¬ 
mination  by  the  Court;  hearing  closed. 

508-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Di- 
Pietro,  owner. 

SUBJECT — Application  July  28,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement,  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 1342  East  57th  Street,  west 
side,  340  feet  south  of  Avenue  M,  Block  7881,  Lot  63, 
Borough  of  Brooklyn.  Community  Board  #18BK. 

APPEARANCES— 

For  Applicant:  Harriet  R.  Jacobs. 

For  Opposition:  Jack  Friedman  and  John  L.  Kabak. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

ACTION  OF  BOARD — Hearing  reopened  and  application 
laid  over  to  March  7,  1978,  at  10  A.M.,  subject  to  deter¬ 
mination  by  the  Court;  hearing  closed. 

576-77-BZ 

APPLICANT — Peter  A.  Williams  for  Bay  Colony  Property 
Company,  owner,  106  Cloverdale  Realty  Corporation,  lessee. 

SUBJECT — Application  August  24,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-4  district,  the  erection  of  two 
additional  stories  on  a  one  story  commercial  structure  and 
the  conversion  into  residential  use. 

PREMISES  AFFECTED— 689,  691  and  693  Washington 
Street,  east  side,  51  feet  north  of  Charles  Street,  Block 
632,  Lots  3,  4  and  5,  Borough  of  Manhattan.  Community 
Board  #2M. 

APPEARANCES— 

For  Applicant :  Peter  Frunzese  and  Doris  Diether,  C.  B. 

#2M. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1978,  at 
10  A.M.,  for  continued  hearing  at  the  request  of  the  appli¬ 
cant  to  submit  financial  statement. 

660-77-BZ 

APPLICANT — Tucciarone  and  AMIN  for  St  Michael’s 
Church  in  the  Village  of  Flushing,  Queens  County,  owner, 
John  J.  Hogan,  Jr.,  contract  vendee. 

SUBJECT — Application  October  12,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-1  district,  the  construction 
and  maintenance  of  an  off-site  parking  facility  for  a  funeral 
establishment 

PREMISES  AFFECTED — 136-50  41st  Avenue,  south  side, 
411.95  feet  east  of  Kissena  Boulevard,  Block  5044,  Lot  32, 
Flushing,  Borough  of  Queens.  Community  Board  #7Q. 

APPEARANCES— 

For  Applicant:  Mario  A.  Tucciarone  and  John  J.  Hogan. 
For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1978,  at  10 
A.M.,  for  decision;  additional  information;  hearing  closed. 

670-77-BZ 

APPLICANT — Wechsler,  Grasso,  Menziuso  for  Lafayette 
Studio,  Corporation,  owner. 


SUBJECT — Application  October  24,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  M1-5B  district,  the  conver¬ 
sion  of  an  existing  six  story  building  from  commercial  use 
into  residential  occupancy. 

PREMISES  AFFECTED— 280/290  Lafayette  Street,  south 
side  of  Jersey  Street  and  115/127  Crosby  Street,  Block  510, 
Lots  6  and  9,  Borough  of  Manhattan.  Community  Board 

#2M. 

APPEARANCES— 

For  Applicant:  Joel  Shapiro,  Wayne  I.  Baden  and  Alfred 
Menziuso. 

For  Opposition:  Doris  Diether,  C.B.  #2M.  and  Rodger 
Parsons,  Soho  Artists  Assoc. 

For  Administration:  John  Steinberg,  Sandy  Harnick  and 
Andrew  Blair/ALEF,  CPC. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at  10 
A.M.,  for  continued  hearing;  additional  information. 


APPLICANT — Wechsler,  Grasso,  Menziuso  for  Lafayette 
Studio  Corporation,  owner. 

SUBJECT — Application  October  24,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stair  enclosure, 
corridors,  stairs,  multiple  dwelling  law. 

PREMISES  AFFECTED— 280/290  Lafayette  Street,  south 
side  of  Jersey  Street  and  115/127  Crosby  Street,  Block 
510,  Lots  6  and  9,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Joel  Shapiro,  Wayne  I.  Baden  and  Alfred 
Menziuso. 

For  Opposition:  Doris  Diether  CB  #2M  and  Rodger 
Parson  Soho  Artists  Assoc. 

For  Administration:  John  Steinberg,  Sandy  Harnick  and 
Andrew  Blair/ALEF,  CPC. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1978,  at 
10  A.M.,  for  continued  hearing;  additional  information. 


APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
Freund  Lewis  and  Cohen  for  Ben  Caiola,  owner. 

SUBJECT — Application  November  2,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C5-2  district, 
the  conversion  of  an  existing  twelve  store  and  penthouse 
structure  from  store  and  factory  in  a  mixed  building  that 
will  have  less  than  the  required  lot  area  per  room,  en¬ 
croaches  on  the  required  rear  yard  and  on  the  distance 
between  windows  and  lot  lines. 

PREMISES  AFFECTED — 31-37  East  31st  Street,  north 
side,  151.5^4  feet  east  of  Madison  Avenue,  Block  861,  Lot 
27,  Borough  of  Manhattan.  Community  Board  #5M. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Howard  A. 

Zipser,  Sy  Churgin  and  Abi  Kalimian. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1978,  at 
10  A.M.,  for  decision;  additional  information;  hearing 
closed. 


APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
Freund,  Lewis  and  Cohen  for  Ben  Caiola,  owner. 

SUBJECT — Application  November  2,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law — rear  yard. 

PREMISES  AFFECTED— 31:37  East  31st  Street,  north 
side,  151.5^2  feet  east  of  Madison  Avenue,  Block  861,  Lot 
27,  Borough  of  Manhattan. 


811-77-BZ 


812-77-A 


671-77-A 
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APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Howard  A.  Zip- 
ser,  Sy  Churgin  and  Abi  Kalimian. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1978,  at 
10  A.M.,  for  decision;  additional  information;  hearing 
closed. 


861-77-BZ 

APPLICANT— Donald  D.  Fisher  for  Hoysum  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  16,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  in  an  existing 
three  story  building,  the  addition  to  the  uses  of  the  first 
floor  store  to  include  the  manufacture  of  food  products. 

PREMISES  AFFECTED— 84  Mulbery  Street,  east  side, 
151 J4  feet  south  of  Canal  Street,  Block  200,  Lot  9,  Bor¬ 
ough  of  Manhattan.  Community  Board  #3M. 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
10  A.M.,  for  hearing  at  the  request  of  the  applicant; 
applicant  to  include  layover  date  in  newspaper  advertise¬ 
ments. 


899-77-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Trinity  Lutheran 
Church  of  Middle  Village,  Long  Island,  owner. 

SUBJECT — Application  November  29,  1977 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  on  a  plot 
with  an  existing  parish  had  the  erection  of  an  enlargement 
for  use  as  a  Church  that  will  encroach  on  the  required 
front  yard. 

PREMISES  AFFECTED — 63-73  81st  Street,  northeast 
corner  of  Penelope  Avenue,  Block  2992,  Lot  48,  Middle 
Village,  Borough  of  Queens.  Community  Board  #5Q. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1978,  at 
10  A.M.,  for  decision;  corrected  plans;  hearing  closed. 


938-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Roseman  Colin 
Freund  Lewis  and  Cohen  for  Abi  Kalimian,  owner. 

SUBJECT— Application  December  8,  1977 — decision  of  the 
Borough  Superintendent  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  a  Ml-5  district 
the  conversion  of  an  existing  twelve  story  building  from 
manufacturing  lofts  into  a  non-conforming  mixed  building. 

PREMISES  AFFECTED— 12-16  East  22nd  Street,  south 
side,  148.514  feet  east  of  Broadway,  Block  850,  Lot  64, 
Borough  of  Manhattan.  Community  Board  #5M. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Howard  A. 

Zipser,  Sy  Churgin  and  Abi  Kalimian. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1978, 
at  10  A.M.,  for  decision;  additional  information;  hearing 
closed. 


939-77-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
Freund,  et  al  for  Abi  Kaliman,  owner. 


SUBJECT — Application  December  6,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple 
dwelling  law. 

PREMISES  AFFECTED— 12-16  East  22nd  Street,  south 
side,  148.5 Li  feet  east  of  Broadway,  Block  850,  Lot  64, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Howard  A.  Zipser, 
Sy  Churgin  and  Abi  Kalimion. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1978, 
at  10  A.M.,  for  decision;  additional  information;  hearing 
closed. 


526-77-BZ 

APPLICANT — Joseph  B.  Raia  for  William  O’Neill,  owner. 
SUBJECT — Application  August  9,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  the  enlargement 
in  area  of  a  two  family  dwelling  that  increases  the  degree 
of  non-compliance  and  non-conformity. 

PREMISES  AFFECTED — 77  Wilson  Terrace,  north  side, 
140  feet  east  of  Madigan  Place,  Block  835,  Lot  350,  Emer¬ 
son  Hill,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

APPEARANCES— 

For  Applicant :  Joseph  B.  Raia. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  31,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  Laid  over  to  February  21,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  26,  1977,  acting  on  Alt.  Applic.  #161/1977,  reads: 
“1.  Proposed  enlargement  of  an  existing  non-com¬ 
plying  building  is  contrary  to  Section  54-311  of  the 
Zoning  Resolution. 

2.  The  proposed  enlargement  of  an  existing  non- 
conforming  building  is  contrary  to  Section  52-41  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  limited  to  the  objection  cited,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  Rl-2  district,  the  enlarge¬ 
ment  in  area  of  a  two-family  dwelling  that  increases  the 
degree  of  nonconformity  and  noncompliance  on  condition 
that  all  work  shall  substantially  conform  to  drawings  as  they 
apply  to  the  objection,  above  noted,  filed  with  this  application, 
marked  ‘‘Received  August  9,  1977”,  6  sheets,  and  “February 
17,  1978”,  2  sheets;  and  on  further  condition  that  a  smoke 
detector  device  be  installed  on  each  floor,  connected  to  the 
electric  power  system ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 
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661-77-BZ 

APPLICANT — John  J.  Tricarico  for  Charles  N.  Guerra, 
owner. 

SUBJECT — Application  October  12,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  in  an  existing  three 
story  building,  the  increase  in  the  number  of  apartments 
from  two  into  four  that  increases  the  degree  of  non-com¬ 
pliance  in  lot  area  per  room  and  the  lot  area  requirements. 
PREMISES  AFFECTED — 80-15  Jamaica  Avenue,  north 
side,  140.27  feet  east  of  80th  Street,  Block  8847,  Lot  152, 
Jamaica,  Borough  of  Queens.  Community  Board  #9Q. 

APPEARANCES— 

For  Applicant:  Jo^n  J.  Tricarico. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  31,  1978,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  February  21,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  12,  1977,  acting  on  Alt.  Applic.  #837/1977, 
reads : 

“1.  Proposed  increase  in  the  number  of  zoning 
rooms  is  contrary  to  Section  23-222,  and  increases  the 
degree  of  non-compliance  in  accordance  with  Section 
54-311  of  the  Zoning  Resolution. 

2.  Proposed  store  and  four  families,  increased  from 
store  and  two  families,  within  a  Cl-2  in  R3-1  Zoning  Dis¬ 
trict  is  not  permitted  for  the  residential  portion  of  the 
building  in  accordance  with  Section  22-12  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  three- 
story  building,  the  increase  in  the  number  of  apartments  from 
two  into  four  that  increases  the  degree  of  noncompliance  in 
lot  area  per  room  and  lot  area  requirements,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  as  they 
apply  to  the  objection,  above  noted,  filed  with  this  application, 
marked  “Received  October  12,  1977”,  7  sheets;  and  on  further 
condition  that  smoke  detection  devices  be  installed  in  each 
apartment,  connected  to  the  electric  power  system;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


873-77-BZ 

APPLICANT — Sheldon  Lobel  for  Adelaide  M.  Brunjes, 
owner,  Reilly’s  Diner,  Incorporated,  lessee. 


SUBJECT — Application  November  22,  1977 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit,  in  an  R5  district  the  erec¬ 
tion  of  a  one  story  enlargement  to  an  existing  diner  that 
increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED— 62-66  Fresh  Pond  Road,  south¬ 
west  corner  of  Metropolitan  Avenue,  Block  3521,  Lots  37, 
42  and  45,  Maspeth,  Borough  of  Queens.  Community 
Board  #5Q. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Opposition  :  N  one. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  7,  1978,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  February  14,  1978 ;  then  to  February 
21,  1978;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  14,  1977,  acting  on  Alt.  Applic.  #916/1977, 
reads : 

“1.  The  proposed  structural  alteration  to  and  en¬ 
largement  of  a  building  occupied  by  a  non-conforming 
use  group  6,  located  within  a  residential  R-5  zone  is 
contrary  to  Sections  22-00,  52-22  and  52-40  Z.  R. 

2.  As  there  are  no  bulk  regulations  for  a  commer¬ 
cial  use  within  a  residential  zone,  the  applicant  is  re¬ 
ferred  to  the  B.  S.  A.  for  their  determination.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  ffiat  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one-story  enlargement  to  an  existing  diner  that  increases 
the  degree  of  nonconformity,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  as  they  apply  to  the 
objection,  above  noted,  filed  with  this  application,  marked 
“Received  November  22,  1977”,  8  sheets,  and  “February 
16,  1978”,  one  sheet;  and  that  all  laws,  rules  and  regula¬ 
tions  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


865-77-BZ 

APPLICANT — Sheldon  Lobel  for  Irving  Feigenbaum, 

owner. 

SUBJECT — Application  November  17,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  conversion 
of  an  existing  two  story  dwelling  with  doctor’s  offices  into 
a  doctor’s  and  professional  offices. 

PREMISES  AFFECTED — 80-04  190th  Street,  southwest 
corner  of  Union  Turnpike,  Block  7267,  Lot  6,  Hollis,  Bor¬ 
ough  of  Queens.  Community  Board  #8Q. 


224 


MINUTES 


APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Opposition :  Evelyn  Goldstein,  Lawrence  Davidson, 
Bernard  Epstein  and  Robert  Harris. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  24,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  7,  1978;  then  to  February 
14,  1978;  then  to  February  21,  1978'  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  10,  1977,  acting  on  Alt.  Applic  #982/19 77, 
reads : 

“1.  Proposed  conversion,  of  an  existing  dwelling, 
with  acessory  doctors  offices,  U.G.  1 ;  to  offices,  doctors 
offices,  U.G.  6;  located  in  an  R-2  zoning  district,  is 
contrary  to  Section  22-00  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the 
record  in  this  case  it  is  unable  to  make  finding  a,  b,  c  and  e 
under  Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  10,  1977,  acting  on  Alt.  Applic.  #982/1977, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 

Adjourned:  3:30  P.M. 

Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  21,  1978,  2  P.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

790-77-A 

APPLICANT — Philip  A.  Hunt  Chemical  Corporation, 
owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  Com¬ 
bustible  mixture  known  as  “Savin  copier  Dispersant”,  in 
32  ounce  round  H.D./P.E.  with  an  Aluminum  Heat  Seal, 
container  not  in  Compliance  with  the  Regulations  of  the 
Administrative  Code  of  tjje  City  of  New  York. 
APPEARANCES— 

For  Applicant :  Glenn  C.  Knudsen. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  29,  1977,  on  Folder  #122-34 73,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  ‘Savin  Copier  Dispersant’  a  Combusti¬ 
ble  Mixture  with  a  Flash  Point  of  112°F  (T.O.C.)  in 


containers  as  follows :  32  oz.  Round  H.D./P.E.  with  an 
Aluminum  Heat  Seal  is  Disapproved.  Such  containers 
are  not  in  compliance  with  our  regulations  to  wit:  Sec. 
09-62. 0b  of  the  New  York  City  Administrative  Code 
requires  that  containers  of  this  type  for  Combustible 
Mixtures  be  of  metal  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  Appeal 
be  granted  under  certain  conditions : 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
September  29,  1977,  acting  on  Folder  number  122-3473,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  container  comply  with  draw¬ 
ing  filed  “October  26,  1977”,  1  sheet;  that  the  modification 
shall  apply  to  “Savin  Copier  Dispersant”  only;  and  on  fur¬ 
ther  condition  that  the  label  on  the  container  be  in  such  style 
and  wording  as  is  satisfactory  to  the  Fire  Commissioner ; 
and  that  in  all  other  respects,  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with. 

791- 77-A 

APPLICANT — Philip  A.  Hunt  Chemical  Corporation, 
owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
derision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Savin  Electromix”,  in  32  ounce 
H.D./P.E.  with  an  Aluminum  Heat  Seal,  container  not  in 
Compliance  with  the  Regulations  of  the  Administrative 
Code  of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant :  Glenn  C.  Knudsen. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  29,  1977,  on  Folder  #122-3473,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Savin  Electromix’  a  Combustible 
Mixture  with  a  flash  point  of  112°F  (T.O.C.)  in  con¬ 
tainers  as  follows :  32  oz.  Round  H.D./P.E.  with  an 
Aluminum  Heat  Seal  is  disapproved.  Such  containers 
are  not  in  compliance  with  our  regulations  to  wit :  Sec. 
C19-62.0.b  of  the  New  York  City  Administrative  Code 
requires  that  containers  of  this  type  for  Combustible 
Mixtures  be  of  metal  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions : 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
September  29,  1977,  acting  on  Folder  Number  122-3473,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  container  comply  with  draw¬ 
ing  filed  “October  26,  1977”,  1  sheet;  that  the  modification 
shall  apply  to  “Savin  Electromix”  only;  and  on  further  con¬ 
dition  that  the  label  on  the  container  be  in  such  style  and 
wording  as  is  satisfactory  to  the  Fire  Commissioner ;  and 
that  in  all  other  respects,  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with. 

792- 77-A 

APPLICANT — Philip  A.  Hunt  Chemical  Corporation, 
owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  corn- 
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bustible  mixture  known  as  “Hunt  Chemical  Premix”,  in  32 
ounce  round  H.D./P.E.  with  an  Aluminum  Heat  Seal, 
container  not  in  Compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant:  Glenn  C.  Knudsen. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

THE  RESOLUTION—  .  . 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  29,  1977,  on  Folder  #122-3473,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Hunt  General  Premix’  a  Com¬ 
bustible  Mixture  with  a  flash  point  of  110°F  (T.O.C.) 
in  containers  as  follows:  32  ounce  Round  H.D./P.E. 
with  a  Aluminum  Heat  Seal  is  Disapproved.  Such  con¬ 
tainers  are  not  in  compliance  with  our  regulations  to 
wit:  Section  C19-62.0.b  of  the  New  York  City  Ad¬ 
ministrative  Code  requires  that  containers  of  this  type 
for  Combustible  Mixtures  be  of  metal  with  replaceable 
tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the:  container  were 
reviewed  by  the  Board,  and  it  was.  determined  that  the 
appeal  be  granted  under  certain  conditions : 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  September  29,  1977,  acting  on  Folder  Number  122- 
3473,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  container  comply 
with  drawing  filed  “October  26,  1977”,  1  sheet;  that  the 
modification  shall  apply  to  “Hunt  General  Premix’’  only; 
and  on  further  condition  that  the  label  on  the  container  be 
in  such  style  and  wording  as  is  satisfactory  to  the  Fire 
Commissioner;  and  that  in  all  other  respects,  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with. 


793-77-A 

APPLICANT— Philip  A.  Hunt  Chemical  Corporation, 
owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Hunt  Electrostatic  Dispersant”, 
in  32  ounce  round  H.D./P.E.  with  an  Aluminum  Heat  Seal, 
container  not  in  Compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 

APPEARANCES— 

For  Applicant :  Glenn  C.  Knudsen. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  ocndition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf - 6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 

September  29,  1977,  on  Folder  #122-3473,  reads: 

“We  regret  to  inform  you  that  your  application  to  register 
your  product  ‘Hunt  Electrostatic  Dispersant’  a  Com¬ 
bustible  Mixture  with  a  flash  point  of  116°F  (T.O.C.) 
in  containers  as  follows :  32  oz.  Round  H.D./P.E.  with 
an  Aluminum  Heat  Seal  is  DISAPPROVED.  Such  con¬ 
tainers  are  not  in  compliance  with  our  regulations  to 
wit:  Sec.  C19-62.0.b  of  the  New  York  City  Administra¬ 
tive  Code  requires  that  containers  of  this  type  for  Com¬ 


bustible  Mixtures  be  of  metal  with  replaceable  tops  or 
caps.” 

and 

Resolved ,  that  the  decision  of  the  Fire  Commissioner,  dated 
September  29,  1977,  acting  on  Folder  Number  122-34 73,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  container  comply  with  draw¬ 
ing  filed  “October  26,  1977”,  1  sheet;  that  the  modification 
shall  apply  to  “Hunt  Electrostatic  Dispersant”  only;  and 
on  further  condition  that  the  label  on  the  container  be  in  such 
style  and  wording  as  is  satisfactory  to  the  Fire  Commissioner ; 
and  that  in  all  other  respects,  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with. 

794-77-A 

APPLICANT — Philip  A.  Hunt  Chemical  Corporation, 
owners. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  Com¬ 
bustible  mixture  known  as  “Hunt  NCN  Toner”,  in  32 
ounce  round  H.D./P.E.  with  an  Aluminum  Heat  Seal,  con¬ 
tainer  not  in  Compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 
APPEARANCES— 

For  Applicant:  Glen  C.  Knudsen. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  29,  1977,  on  Folder  #122-3473,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Hunt  NCN  Toner’  a  Combustible 
Mixture  with  a  flash  point  of  114°F  (T.O.C.)  in  con¬ 
tainers  as  follows :  32  oz.  Round  H.D./P.E.  with  an 
Aluminum  Heat  Seal  is  disapproved.  Such  containers 
are  not  in  compliance  with  our  regulations  to  wit:  Sec. 
C-19-62.0.b  of  the  New  York  City  Administrative  Code 
requires  that  containers  of  this  type  for  Combustible 
Mixtures  be  of  metal  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions : 

Resolved  that  the  decision  of  the  Fire  Commissioner,  dated 
September  29,  1977,  acting  on  Folder  number  122-3473,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  comply  with  drawing 
filed  “October  26,  1977”,  1  sheet;  that  the  modification  shall 
apply  to  “Hunt  NCN  Toner”  only;  and  on  further  condition 
that  the  label  on  the  container  be  in  such  style  and  wording 
as  is  satisfactory  to  the  Fire  Commissioner,  and  that  in  all 
other  respects,  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with. 


838-77-A 

APPLICANT — William  G.  Major  Consulting  Company  for 
Mt.  Vernon  Energy  Terminals,  Incorporated,  owner. 

SUBJECT— Application  November  14,  1977 — Appeal  from 
a  decision  of  the  Fire  Commissioner  re-  Modification  of 
the  mandatory  requirements  of  Chapter  19-50.0d  of  the 
Administrative  Code  which  requires  certificated  personnel 
at  this  bulk  oil  storage  terminal  24  hours/day,  7  days/week. 

PREMISES  AFFECTED —  7  Edison  Avenue,  west  side, 
470  feet  south  of  Dock  Street,  Block  4974,  Lot  101,  Bor¬ 
ough  of  The  Bronx. 
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APPEARANCES— 

For  Applicant:  George  D.  Kelly. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
November  4,  1977,  on  Acct.  #  W801331,  reads: 

“This  is  to  acknowledge  receipt  of  your  letter  dated 
October  11th,  1977. 

Your  request  to  provide  Fire  Department  certifi¬ 
cated  personnel  at  the  above  bulk  oil  storage  terminal 
8:00  A.M.  to  5:00  P.M.,  Monday  to  Friday  or  when 
repairs  are  being  made  or  when  deliveries  are  being  made 
at  this  terminal  is  denied.  The  Fire  Commissioner  cannot 
modify  the  mandatory  requirements  of  Chapter  19-50.0.d 
of  the  Administrative  Code  which  requires  certificated 
personnel  at  this  bulk  oil  storage  terminal  24  hours/day, 
7  days/week.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
November  4,  1977,  acting  on  Acct.  #  W801331  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  watchman  service  or  patrol 
shall  be  by  a  recognized  security  agency  and  the  method  of 
supervision  and  inspection  shall  be  conducted  in  a  procedure 
acceptable  to  the  Fire  Department ;  and  on  further  condi¬ 
tions  that  the  site  shall  substantially  conform  to  a  drawing 
marked  received  “November  14,  1977”,  1  sheet;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


115-77-A 

APPLICANT — Fr.  Paul  Kueynda  for  SS  Cosmas  and 
Damian  Human  Services  Center,  Incorporated,  owner. 

SUBJECT — Application  March  2,  1977 — filed  pursuant  to 
Section  36  of  the  General  City  Law  and  Section  230  of 
the  New  York  City  Charter  re-  street  abutting  building 
must  be  improved. 

PREMISES  AFFECTED — 155  Bruckner  Avenue,  east 
side,  100  feet  north  of  Forest  Avenue,  Block  1234,  Lot  52, 
Mariner’s  Harbor,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1978,  at 
2  P.M.,  for  decision;  hearing  closed. 


692-77-A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.,  Jack  Kruger 
(Owner). 

SUBJECT — Application  October  25,  1977 — Filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 


PREMISES  AFFECTED— 169  Kinghorn  Street,  north 
side,  175  feet  west  of  Arden  Avenue,  Block  5405,  Lot  11, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1978,  at  2 
P.M.,  for  decision ;  hearing  closed. 


693- 77-A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.,  Leotto  Con¬ 
struction  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water.  Local  Law 

#7. 

PREMISES  AFFECTED — 25  Valdemar  Avenue,  north 
side,  302.06  feet  east  of  Queensdale  Street,  Block  6857,  Lot 
26,  Princes  Bay,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at  2 
P.M.,  for  decision;  hearing  closed. 

694- 77-A 

APPLICANT — Alphonse  J.  Calvanico,  B.  E.  Leotto  Con¬ 
struction  Corp.,  owner. 

SUBJECT — Application  October  25,  1977 — appeal  from  a 
decision  of  the  Borough  Supt.  re-  proposed  use  of  dry  wells 
for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 31  Valdemar  Avenue,  north 
side,  242.06'  east  of  Queensdale  Street,  Block  6857,  Lot  28, 
Princess  Bay,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
2  P.M.,  for  decision;  hearing  closed. 


695-77-A 

APPLICANT — Alphonse  J.  Calvanico,  Leotto  Construction 
Corp.,  owner. 

SUBJECT — Application  October  25,  1977 — appeal  from  a 
decision  of  the  Borough  Supt.  re-  proposed  use  of  dry  wells 
for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 19  Valdemar  Avenue,  north 
side,  362.06  feet  east  of  Queensdale  Street,  Block  6857,  Lot 
24,  Princess  Bay,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
2  P.M.,  for  decision;  hearing  closed. 

Adjourned:  3:50  P.M. 

Alan  D.  Gershuny, 

Executive  Director 
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89-27-SR 

[Bracketed]  words  are  deleted. 

Italicised  words  are  added. 

ARTICLE  I— PUBLIC  HEARING 

1.  Regular  sessions  designated  as  public  hearings  of  the 
Board  of  Standards  and  Appeals  shall  be  held  on  Tuesday 
of  each  week  at  10  A.M.  and  2  P.M.,  and  such  additional 
sessions  on  days  to  be  set  by  the  Board  and  as  may  be 
deemed  necessary  to  faciliiate  the  work  of  the  Board. 

2.  Sessions  shall  be  devoted  to  hearings  on  applications  for 
variances  of  the  Zoning  Resolution ;  appeals  from  administra¬ 
tive  orders  or  decisions ;  applications  for  variances  of  the 
Labor  Law,  Building  Code,  Multiple  Dwelling  Law  or  [Mul¬ 
tiple  Dwelling  Code]  Housing  and  Maintenance  Code ;  appli¬ 
cations  pursuant  to  the  General  City  Law ;  applications  for 
approval  of  appliances,  materials  and  methods  of  construction 
and  consideration  of  rules  and  such  other  matters  coming 
before  the  Board  [.]  in  respect  to  any  subject  matter,  juris¬ 
diction  whereof  as  conferred  upon  the  Board  by  Section  666 
of  the  New  York  City  Charter.  Such  sessions  shall  be  pub¬ 
lished  in  the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

3.  Special  sessions  may  be  called  by  the  Chairman  or  at 
the  request  of  four  Commissioners,  provided  that  notice  is 
given  to  each  Commissioner  at  least  twenty-four  hours 
before  the  time  set  for  such  session. 

4.  All  hearing  sessions  shall  be  open  to  the  public. 

5.  A  quorum  of  the  Board  of  Standards  and  Appeals  shali 
consist  of  four  Commissioners. 

6.  The  Commissioners  of  the  Board  shall  attend  sessions 
in  person,  except  that,  during  absence  or  disability,  a  substi¬ 
tute  may  act  as  provided  by  law. 

ARTICLE  II— CASES  BEFORE  THE  BOARD 

1.  Every  application  under  the  Zoning  Resolution,  every 
administrative  appeal,  every  application  [pursuant  to]  wherein 
the  Board  has  jurisdiction  pursuant  to  Section  666  of  the 
New  York  City  Charter  including,  but  not  limited  to,  General 
City  Law,  [Multiple  Dwelling  Law,  or  Multiple  Dwelling 
Code  or  Labor  Law]  the  Labor  Lazo,  Building  Code,  Midtiple 
Dwelling  Lazo  or  Housing  and  Maintenance  Code;  and  every 
application  for  approval  of  any  materials,  appliances  or 
methods  of  construction  shall  be  made  to  the  Board  on  the 
forms  provided,  and  shall  include  the  data  required  in  such 
forms  as  to  supply  all  information  necessary  for  a  clear 
understanding  by  the  Board,  the  Executive  Director  and  the 
staff.  The  statements  of  essential  information  made  by  the 
applicant  and  the  determination  of  the  Board  in  each  case 
will  be  incorporated  in  a  resolution  formally  adopted  and 
published  in  the  Bulletin  of  the  Board.  Officials,  who  are 
charged  with  the  enforcement  of  the  laws,  ordinances  and 
rules  relating  to  buildings  in  the  City  of  New  York  shall  be 
bound  by  resolutions  and,  before  granting  a  permit  or  taking 
any  other  action,  shall  see  that  there  are  no  misstatements 
as  to  facts  and  that  the  conditions  of  the  resolution  are 
observed.  Any  administrative  official  discovering  any  mis¬ 
statement  of  essential  information  is  required  to  notify  the 
Board,  in  order  that  it  may  take  such  actions  as  the  circum¬ 
stances  require. 

2.  Any  communication  purporting  to  be  an  application  or 
appeal  shall  be  regarded  as  a  mere  notice  of  intention  to  seek 
relief  and  shall  have  no  force  or  effect  until  it  is  made  in 
the  form  required,  except  as  provided  in  Article  VI. 

3.  Upon  receipt  of  any  such  communication,  the  writer 
shall  be  supplied  with  the  proper  forms  for  presenting  [his] 
the  application  or  appeal  and  shall  file  the  proper  form  and 
furnish  all  necessary  data  within  thirty  (30)  days  of  the  date 
of  the  order  or  decision  appealed  from,  except  as  provided 
in  Article  VI.  Before  such  appeal  or  application  is  docketed 
and  Calendar  number  assigned,  [he]  the  applicant  shall  pay 
the  prescribed  fee. 


4.  A  copy  of  each  administrative  appeal  form  required 
by  this  article  shall  be  forwarded  by  the  applicant,  im¬ 
mediately  upon  compliance  with  Subdivision  3  of  this 
article,  to  the  administrative  official  from  whose  order  or 
determination  the  appeal  is  made.  When  such  application  is 
filed  pursuant  to  the  General  City  Law,  a  copy  of  each  appli¬ 
cation  and  plans  relative  thereto  shall  simultaneously  be 
served  on  the  President  of  the  Borough  in  which  the 
premises  are  located.  Proof  of  such  service  shall  be  filed 
with  the  Board. 

5.  At  the  public  hearing  of  a  case  before  the  Board,  the 
applicant  shall  first  present  the  argument  in  support  of  the 
case  and  those  in  objection  shall  follow.  To  maintain  orderly 
procedure,  each  side  shall  proceed  without  interruption  by 
the  other.  After  tzvo  persons  have  spoken  in  favor  or  in 
opposition  to  any  matter,  additional  statements  shall  be  limited 
to  three  minutes  each.  At  the  end  of  the  hearing,  additional 
time  to  speak  may  be  permitted  at  the  discretion  of  the 
Chairman. 

6.  Every  person  before  the  rostrum  shall  abide  by  the 
order  and  direction  of  the  Chairman.  Discourteous  or  dis¬ 
orderly  conduct  shall  be  regarded  as  a  breach  of  his 
privileges  and  shall  be  dealt  with  as  the  Chairman  deems 
proper.  Subject  to  the  direction  of  the  Board,  the  Executive 
Director  shall  enforce  these  rules  and  supervise  the  Sergeant 
at  Arms  in  maintaining  order  and  decorum  in  the  hearing 
room  and  lobbies  during  all  public  hearings. 

7.  Commissioners  shall  not  proceed  to  question  or  discuss 
an  issue,  put  a  motion  or  offer  a  resolution  until  they  shall 
have  addressed  the  Chairman  and  shall  have  been  recognized 
by  him.  During  the  progress  of  the  roll  call,  no  Commis¬ 
sioner  shall  leave  his  seat. 

8.  No  member  of  the  Board  shall  pass  upon  any  question 
in  zt'hich  he  or  any  corporation  in  which  he,  as  a  stockholder 
or  officer,  director  or  security  holder,  is  interested.  In  addi¬ 
tion,  the  Executive  Director,  Deputy  Director,  Counsel  and 
Examiners  shall  not  review  any  application  in  which  they  or 
any  corporation  in  which  they,  as  a  stockholder  or  officer, 
director  or  security  holder,  is  interested, 

ARTICLE  III— THE  CALENDAR 

1.  Each  case  filed  in  the  proper  form,  with  the  required 
data,  shall  be  numbered  serially  except  that,  when  a  new  case 
is  filed  for  the  same  premises  as  a  disposed-of-case  and  the 
Board  so  directs,  the  original  calendar  number  may  be  used 
and.  in  addition,  the  case  shall  be  termed  Volume  I,  II,  or 
III,  etc.  as  the  case  may  be. 

The  Calendar  numbers  shall  begin  anew  on  January  1st 
of  each  year,  and  shall  be  hyphenated  with  the  number  of 
the  year  and  the  initials  indicating  the  character  of  the  case. 

2.  As  soon  as  a  case  is  filed  and  fee  is  paid,  it  shall  receive 
a  calendar  number,  be  placed  on  the  docket  and  referred 
to  the  examiners  for  review.  When  the  examiners  find  that 
the  applicant  has  properly  completed  his  application  or  ap¬ 
peal,  the  applicant  shall  be  notified  of  the  date  on  which 
bis  case  will  be  set  for  public  hearing. 

3.  Each  case  [,  other  than  the  Special  Order  cases,]  shall 
be  listed  by  Calendar  number  and  premises  in  the  Hearing 
Calendar  printed  in  the  Bulletin  of  the  Board,  under  the 
title  of  the  respective  proceedings  and  the  date  for  which 
such  case  has  been  set. 

4.  The  Special  Order  cases  shall  consist  of  applications 
for  any  extension  of  the  time  to  complete  the  work,  for  any 
extension  of  the  term  of  the  variance,  for  the  restoration 
of  a  case  to  the  docket,  by  order  of  the  Supreme  Court  of  the 
State  of  New  York  or  by  the  Board  of  Estimate  of  the  City 
of  New  York,  for  any  amendment  to  the  resolution  or  for  any 
other  action  in  any  matter  coming  before  the  Board. 

5.  Applications  for  amendment  of  variances  pursuant  to 
Sections  11-411,  11-412  and  11-413  of  the  Zoning  Resolution, 
as  zi'cll  as  applications  for  amendment  of  variances  or  special 
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permits  granted  after  December  15,  1961,  shall  be  considered 
on  the  Special  Order  Calendar  of  the  Board  at  a  regular 
meeting  unless  the  Board  determines  the  scope  of  the  matter 
being  considered  requires  an  entirely  new  application,  subject 
to  the  regular  procedures  of  the  Board.  Upon  compliance 
zvith  Article  V,  Section  4  hereof  (compliance  with  Uniform 
Land  Use  Review  Procedures)  the  Board  may  grant  a  change 
of  use  within  the  limitations  of  Sections  52-31  to  52-36  of 
the  Zoning  Resolution  or  an  alteration,  extension  or  enlarge¬ 
ment  on  the  Special  Order  Calendar. 

ARTICLE  IV— DISPOSITION  OF  CASES 

1.  The  final  determination  of  any  zoning  application  or 
administration  appeal  before  the  Board  shall  be  in  the  form 
of  a  resolution.  Such  resolution  shall  either  reverse,  vary  or 
modify  the  order  requirement  or  determination  for  which  the 
appeal  is  made  by  granting  or  denying  the  application  on 
appeal  or  dismissing  the  application  or  appeal  for  lack  of 
jurisdiction  or  prosecution.  The  concurring  vote  of  four 
Commissioners  shall  be  necessary  to  a  decision.  If  a  resolu¬ 
tion  fails  to  receive  four  votes  for  the  application,  the  action 
will  be  deemed  equivalent  to  a  denial  and  a  resolution  denying 
such  application  or  appeal  shall  be  formally  entered  on  the 
record  unless  there  be  a  Commissioner  absent  at  the  roll  call 
or  the  position  vacated  and  the  vote  of  the  absentee  added  to 
the  number  of  votes  for  the  application  would  be  equal  to 
four,  in  which  case  the  matter  will  be  laid  over  for  considera¬ 
tion  and  final  determination. 

2.  With  the  consent  of  the  Board,  any  applicant  may  with¬ 
draw  fhisl  the  application  or  appeal  at  any  time  prior  to  de¬ 
termination  thereon,  but,  if  a  motion  has  been  made,  and  be 
pending,  such  motion  shall  have  precedence. 

3.  No  application  or  appeal  which  has  been  dismissed  or 
denied  [can]  may  be  considered  again  except  on  a  motion 
adopted  to  reconsider  the  vote  or  to  restore  to  the  Calendar. 

4.  No  request  for  a  re-hearing  will  be  granted  unless  sub¬ 
stantial  new  evidence  be  submitted  or  an  application  be  filed 
under  a  different  provision  of  the  law.  If.  on  motion  of  a 
Commissioner,  adopted  by  four  affirmative  votes,  the  re¬ 
quest  is  granted,  the  case  shall  be  put  on  the  docket  and 
calendared  for  rehearing. 

In  all  cases  the  request  for  rehearing  shall  be  in  writing, 
reciting  the  reasons  for  the  request,  and  shall  be  accom¬ 
panied  by  the  necessary  data  and  diagrams.  Such  request 
shall  be  filed  with  the  Executive  Director  who  shall  set  a 
date  when  the  request  for  restoration  to  the  Calendar  shall  be 
submitted  to  the  Board,  of  which  date  the  person  making 
the  request  shall  be  notified. 

5.  The  Board  may,  on  the  motion  of  any  Commissioner, 
review  any  decision  that  it  has  made  and  may  reverse  or 
modify  such  decision,  but  no  such  review  shall  prejudice  the 
rights  of  any  person  who  has  in  good  faith  acted  thereon 
before  it  is  reversed  or  modified. 

ARTICLE  V— ZONING  APPLICATIONS 

1.  No  application  for  a  variance  or  modification  of  the 
provisions  of  the  Zoning  Resolution  shall  be  entertained  by 
the  Board  except  in  a  specific  case,  and  from  an  order, 
requirement,  decision  or  determination  made  by  the  Commis¬ 
sioner  of  Buildings  or  any  Borough  Superintendent  of  the 
Department  of  Buildings  [,]  pursuant  to  Section  666  (6)  (a) 
of  the  New  York  City  Charter,  on  the  ground  that  the  pro¬ 
posed  plan  or  use  violates  the  Zoning  Resolution,  except  when 
the  Board  has  original  jurisdiction. 

2.  No  such  application  shall  be  entertained  unless  the 
application  is  filed  within  thirty  (30)  days  from  the  date  of 
the  action  of  the  Commissioner  of  Buildings  or  any  Borough 
Superintendent  of  the  Department  of  Buildings. 

3.  Every  application  shall  be  made  on  Form  BZ  and  shall 
be  accompanied  by  all  the  data  required  by  such  forms,  and 


shall  be  considered  subject  to  such  rules  as  the  Board  has 
adopted  or  may  adopt  under  the  Zoning  Resolution. 

4.  As  soon  as  any  application  is  completed  by  the  filing  of 
the  date  required  in  Form  BZ  and  payment  of  the  prescribed 
fee,  t  e  c:  se  shall  receive  a  Calendar  Number.  The  Executive 
Director  shall  forward  a  copy  of  all  case  material  to  the  City 
Planning  Commission.  In  addition  a  copy  of  all  case  material 
shall  be  submitted  by  the  applicant  by  certified  mail  or  per¬ 
sonal  service  to  the  Local  Community  Board  which  has 
jurisdiction  within  the  area  affected  by  the  application  or 
when  the  affected  area  is  within  the  district  of  more  than  one 
local  board,  one  copy  each  of  all  such  material  shall  be  sub¬ 
mitted  to  the  two  or  more  Local  Community  Boards  affected 
and  the  appropriate  Borough  Board.  The  applicant  shall 
submit  proof  of  such  service  to  this  Board  within  ten  (10) 
days  of  initial  filing.  The  aforesaid  notice  by  certified  mail 
shall  constitute  the  certification  of  completeness  under  the 
Uniform  Land  Use  Review  Procedure  pursuant  to  Section 
197-c  of  the  New  York  City  Charter.  Within  sixty  (60) 
calendar  days  after  receipt,  the  community  board  shall  hold 
a  public  hearing  and  submit  a  written  recommendation  con¬ 
cerning  such  application.  For  purposes  of  this  provision,  a 
community  board  shall  be  deemed  to  have  received  an  appli¬ 
cation  three  (3)  calendar  days  after  the  mailing  of  the  notice 
to  the  community  board.  A  community  board  may  waive  in 
limiting  the  holding  of  a  public  hearing  and  the  adoption  of 
a  ivrittcn  recommendation.  Upon  receipt  of  a  waiver  or  rec¬ 
ommendation  from  each  of  the  concerned  community  boards  or 
borough  boards  or  upon  the  expiration  of  the  time  limit  for 
community  board  or  borough  board  review,  the  board  may 
proceed  to  review  the  application  and  to  make  a  decision.  Any 
public  hearing  scheduled  for  a  date  prior  to  the  expiration 
of  the  time  limits  for  action  by  the  community  or  borough 
boards  shall  be  adjourned  until  the  first  meeting  after  such 
time  limits.  After  review  of  the  application  by  the  Examiner, 
the  applicant  shall  be  notified  by  the  Executive  Director  on 
Form  6CC  of  the  date  set  for  the  public  hearing,  which  shall 
be  at  least  thirty  (30)  days  after  the  mailing  of  said  notice. 
Simultaneously,  the  Executive  Director  shall  notify  the 
Chairman  of  the  City  Planning  Commission  and  the  Chair¬ 
man  of  the  local  Community  Board  which  has  jurisdiction 
or  in  appropriate  cases  the  Chairmen  of  the  two  or  more 
local  Community  Boards  and  Borough  Board  affected.  With 
this  notice,  the  applicant  shall  be  supplied  with  an  official 
copy  of  Form  7NO,  which  he  or  she  is  required  to  send  by 
certified  mail,  or  by  personal  service  or  by  regular  mail  not 
less  than  twenty  (20)  days  prior  to  the  date  of  such 
hearing  to  every  property  owner  entitled  to  notice  of  the 
application  and  to  the  Chairman  of  the  City  Planning  Com¬ 
mission  and  to  the  Chairman  of  the  Local  Community  Board 
which  ;ias  jurisdiction  or  in  appropriate  cases  the  Chairmen 
of  the  two  or  more  Local  Community  Boards  and  the  Borough 
Board  affected.  The  area  of  notification  to  affected  property 
owners  shall  be  defined  as  a  radius  of  400  feet  from  the  center 
of  the  lot  which  is  the  subject  matter  of  the  application  except 
that  for  lots  of  50,000  square  feet  or  more  in  area  or  having 
a  frontage  of  more  than  300  feet  on  any  one  street,  the 
affected  area  shall  be  within  a  line  running  parallel  to  and 
200  feet  from  all  site  property  lines.  A  radius  of  200  feet  shall 
be  taken  from  corners  of  the  site  property  having  an  interior 
angle  of  less  than  180  degrees.  On  all  applications  for  lots 
containing  separately  owned  one,  two  or  three  family  dwell¬ 
ings,  and  on  applications  for  special  permits,  the  area  of 
notification  to  the  affected  property  owners  shall  be  defined 
as  a  radius  of  200  feet  from  the  center  of  the  lot.  In  addi¬ 
tion,  the  applicant  shall  publish  the  contents  of  Form  7NO, 
or  such  notice  as  may  be  approved  by  the  Secretary  of  the 
Board,  at  his  or  her  own  expense  in  one  newspaper  of  local 
circulation  or  one  newspaper  of  general  circulation,  except, 
that  publication  shall  not  be  required  for  applications  involv¬ 
ing  [area]  bulk  variances  on  separately  owned  one,  two  and 
three  family  dwellings [.]  and  for  applications  involving 
special  permits.  The  publication  of  this  notice  shall  take 
place  in  such  newspaper  on  one  day  of  each  week  for  two  (2) 
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of  the  three  (3)  weeks  prior  to  the  Public  Hearing.  The 
Secretary,  or  such  staff  member  as  the  Chairman  shall 
designate,  shall  notify  the  applicant  in  a  notice  to  accompany 
Form  6CC  in  which  newspaper  the  applicant  shall  place  the 
notice  to  be  published.  Five  (5)  days  prior  to  such  hearing 
date,  the  applicant  shall  file  a  verified  statement  for  each 
property  owner,  the  Chairman  of  the  City  Planning  Com¬ 
mission,  the  Chairman  of  the  Local  Community  Board  having 
jurisdiction  or  in  the  appropriate  case  the  Chairmen  of  the 
two  or  more  Local  Community  Boards  and  the  Borough  Board 
affected  has  been  so  notified,  either  by  personal  service  or  by 
certified  mail[.]  or  by  regular  mail.  If  such  service  has  been 
by  regular  mail,  the  applicant  shall  submit  an  affidavit  of 
mailing  together  with  an  official  Post  Office  Certificate  of 
Mailing.  The  applicant  shall  also  file  a  copy  of  the  published 
notice  with  appropriate  proof  of  publication.  Not  less 
than  fourteen  (14)  days  notice  of  the  said  hearing  shall  be 
given  publication  in  the  Bulletin  of  the  Board. 

5.  On  the  date  set  for  the  Public  Hearing,  the  applicant, 
owner,  his  architect,  engineer,  agent  or  attorney  shall  state 
his  case ;  then  the  opposition  shall  be  heard,  and  both  shall 
have  an  opportunity  for  rebuttal. 

6.  Any  application  that  has  been  denied  after  a  Public- 
Hearing  cannot  be  reheard  except  on  new  material  facts 
or  under  a  different  section  of  the  Zoning  Resolution. 

7.  All  persons  directly  and  substantially  affected  by  an 
application  and  who  reside,  lease  or  own  real  property  within 
[a  radius  of  400  feet  of  the  center  of  the  lot  of  the  subject 
matter  of  an  application,  except  that  for  one,  two  and  three 
family  dwellings  the  affected  area  shall  be  defined  as  within 
200  feet  of  the  center  of  the  lot]  the  affected  area  described 
in  section  4  of  this  article  may  appear  at  the  public  hearing 
and  voice  their  objections  or  approval  in  person  or  by  agent 
or  attorney,  fn  lieu  of  an  appearance  in  person  or  by  agent  or 
attorney,  such  persons  may  file  their  views  in  writing.  Briefs 
will  be  accepted  only  if  filed  [at  least  five  (5)  days]  before 
or  at  the  public  hearing.  All  persons,  other  than  property 
owners,  directly  and  substantially  affected  by  an  application 
or  described  herein  who  wish  to  be  heard  at  a  Public  Hearing 
on  the  subject  of  the  application  shall  on  or  before  the  time 
of  commencement  of  said  public  hearing  submit  an  affidavit 
attesting  to  their  name,  address  and  length  of  duration  at 
said  premises.  Those  persons  as  described  above  unable  to 
appear  in  person  but  wishing  to  express  a  position  in  favor 
of  or  in  opposition  to  an  application  may  submit  a  similar 
affidavit  in  writing  [at  least  five  (5)  days]  stating  said  posi¬ 
tion  before  or  at  the  Public  Hearing.  Any  person  appearing 
in  a  representative  capacity  shall  present  an  affidavit  of 
authorisation  to  appear. 

8.  All  applications  for  zoning  variances  and  special  permits 
shall  be  accompanied  by  an  environmental  impact  check  list 
which  shall  be  signed  and  stamped  or  impressed  with  the  seal 
of  a  Registered  Architect  or  Licensed  Professional  Engineer. 
The  check  list  shall  indicate  whether  or  not  the  application 
involves  any  actions  xvhich  are  subject  to  review  under  Exec¬ 
utive  Order  91/77-  City  Environmental  Quality  Review. 

If  an  application  is  subject  to  such  review,  it  shall  not  be 
accepted  for  filing  by  this  Board  unless  and  until  it  is  accom¬ 
panied  by  a  statement  from  a  lead  agency  (Department  of 
Environmental  Protection  or  the  Department  of  City  Plan¬ 
ning  of  the  City  of  Nciv  York)  that  they  have  satisfactorily 
filed  all  information  required  for  review  or  are  exempt  from 
those  requirements  and  may  proceed  with  the  application  at 
this  Board. 

ARTICLE  VI— ADMINISTRATIVE  APPEALS 

1.  No  appeal  from  any  order,  requirement,  decision  or 
determination  of  the  Commissioner  of  Buildings,  or  any 
Borough  Superintendent  of  the  Department  of  Buildings  or 
the  Fire  Commissioner  or  from  any  rule  or  regulation  re¬ 


lating  to  the  construction,  alteration,  demolition,  structural 
changes,  equipment,  fire  protection,  occupancy  or  use  of  any 
building  or  structure  or  premises  under  the  Next)  York  City 
Charter  or  the  General  City  Law  or  any  other  law  under 
which  the  Board  has  jurisdiction  shall  be  entertained  unless 
such  appeal  is  filed  on  Form  A  with  all  the  data  required  in 
such  form,  within  thirty  (30)  days  from  the  date  of  the 
order,  requirement,  decision  or  determination,  appealed  from, 
except  that  minor  appeals  from  orders  or  decisions  may  be 
filed  on  Form  A  accompanied  by  a  written  description  of  the 
premises  and  a  copy  of  the  order  or  decision.  What  consti¬ 
tutes  minor  appeals  from  orders  or  decisions  shall  be  deter¬ 
mined  by  the  Executive  Director. 

2.  Appeals  involving  manufacture  or  storage  affected  by 
the  following  sections  of  the  New  York  City  Fire  Prevention 
Code:  Sections  C  19-28.0,  C  19-30.0,  C  19-49.0,  C  19-50.0, 
C  19-50.1,  C  19-53.0,  C  19-58.0,  C19-61.0,  C19-90.0,  C19-91.0 
and  C19-95.0,  shall  require  notification  to  all  persons  directly 
and  substantially  affected  as  described  in  section  3  below  and 
to  the  local  Community  Board  or  Boards  in  which  the  prop¬ 
erty  is  located. 

3.  As  soon  as  any  appeal  referred  to  in  section  2  of  this 
article,  is  completed  by  the  filing  of  the  data  required  in 
Form  A  and  payment  of  the  prescribed  fee,  the  case  shall 
receive  a  Calendar  Number.  In  addition,  a  copy  of  all  case 
material  shall  be  submitted  by  the  applicant  by  certified  mail 
or  personal  service  to  the  local  Community  Board  which  has 
jurisdiction  within  the  area  affected  by  the  appeal  or  xvhen 
the  affected  area  is  xvithin  the  district  of  more  than  one  local 
community  board,  one  copy  of  all  such  material  shall  be 
submitted  to  the  two  or  more  Community  Boards  affected 
and  the  appropriate  Borough  Board.  The  applicant  shall 
submit  proof  of  such  service  to  this  Board  within  ten  days 
of  initial  filing.  After  review  of  the  appeal  by  the  Examiner, 
the  applicant  shall  be  notified  by  the  Director  on  Form  6CC 
of  the  date  set  for  the  Public  Hearing,  which  shall  be  at  least 
thirty  (30)  days  after  the  mailing  of  said  notice.  Simulta¬ 
neously,  the  Director  shall  notify  the  Chairman  of  the  local 
Community  Board  which  has  jurisdiction  or  in  appropriate 
cases  the  Chairmen  of  the  two  or  more  local  Community 
Boards  and  Borough  Board  affected.  With  this  notice,  the 
applicant  shall  be  supplied  with  an  official  copy  of  Form  7NO, 
xvhich  he  is  required  to  send  by  certified  mail  or  by  personal 
service  not  less  than  txventy  (20)  days  prior  to  the  date  of 
such  hearing  to  every  property  oxvner  entitled  to  notice  of  the 
appeal  and  to  the  Chairman  of  the  local  Community  Board 
xvhich  has  jurisdiction  or  in  appropriate  cases  the  Chairmen 
of  the  txvo  or  more  local  Community  Boards  and  the  Borough 
Board  affected. 

The  area  of  notification  to  affected  property  owners  shall 
be  defined  as  a  radius  of  400  feet  from  the  center  of  the  lot 
xvhich  is  the  subject  matter  of  the  appeal,  except  that  for  lots 
of  50,000  square  feet  or  more  in  area  or  having  a  frontage  of 
more  than  300  feet  on  any  one  street,  the  affected  area  shall 
be  xvithin  a  line  running  parallel  to  and  200  feet  from  all  site 
property  lines.  A  radius  of  200  feet  shall  be  taken  from 
corners  of  the  site  property  having  an  interior  angle  of  less 
than  180  degrees.  If  there  are  less  than  ten  (10)  affected 
property  oxvners  within  said  affected  area,  then  the  area  of 
notification  shall  be  a  radius  of  800  feet  or  for  lots  of  50,000 
square  feet  or  more  in  area  or  having  a  frontage  of  more  than 
300  feet  on  any  one  street,  a  line  running  parallel  to  and  400 
feet  from  all  site  property  lines,  ivith  a  radius  of  400  feet 
from  corners  as  aforesaid. 

In  addition,  the  applicant  shall  publish  the  contents  of  Form 
7NO,  or  such  notice  as  may  be  approved  by  the  Secretary  of 
the  Board,  at  his  or  her  own  expense  in  one  nexvspaper  of 
local  circulation  and  one  newspaper  of  general  circulation. 
The  publication  of  this  notice  shall  take  place  in  such  news¬ 
papers  on  one  day  of  each  week  for  two  (2)  of  the  three  (3) 
weeks  prior  to  the  Public  Hearing.  The  Secretary,  or  such 
staff  member  as  the  Chairman  shall  designate,  shall  notify  the 
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applicant  in  a  notice  to  accompany  Form  6CC  in  zvhich  news¬ 
paper  the  applicant  shall  place  the  notice  to  be  published. 
Five  (5)  days  prior  to  such  hearing  date,  the  applicant  shall 
file  a  verified  statement  that  each  property  owner,  the  Chair¬ 
man  of  the  local  Community  Board  having  jurisdiction  or  in 
the  appropriate  case  the  Chairmen  of  the  two  or  more  local 
Community  Boards  and  the  Borough  Board  affected  has  been 
notified,  either  by  personal  service  or  by  certified  mail.  The 
applicant  shall  also  file  a  copy  of  the  published  notice  with 
appropriate  proof  of  publication.  Not  less  than  fourteen  (14) 
days  notice  of  the  said  hearing  shall  be  given  publication  in 
Bulletin  of  the  Board. 

4.  Interpretations  of  the  provisions  of  the  Zoning  Resolu¬ 
tion  shall  have  general  application  unless  specifically  limited 
by  the  Board ;  and  they  shall  be  considered  by  the  Board  as 
a  Form  A  appeal.  The  Board  shall  determine  what  plans  and 
exhibits  are  required  to  be  filed  for  interpretative  appeals. 

ARTICLE  VII— LABOR  LAW  VARIANCES 

1.  No  application  for  a  variance  of  the  Labor  Law,  or  of 
any  rule  adopted  thereunder,  affecting  the  demolition,  con¬ 
struction  or  alteration  of  buildings,  exits  therefrom,  the 
installation  of  fixtures  or  apparatus,  as  authorized  by 
Section  666  of  Chapter  27  of  the  New  York  City  Charter, 
shall  be  entertained  unless  it  is  made  on  Form  A,  with  all 
the  data  required  on  such  form  within  thirty  (30)  days  of 
the  date  of  the  administrative  order. 

ARTICLE  VIII— MATERIALS,  APPLIANCES 
AND  METHODS  OF  CONSTRUCTION 

1.  No  application  for  and  approval  ol  a  material,  appliance 
or  method  of  construction  shall  be  entertained  unless  it  is 
filed  on  Form  SA/SM,  with  all  the  data  required.  Unless 
specifically  invited,  it  shall  not  be  necessary  for  manufacturers 
or  their  representatives  to  be  present  at  the  hearings  of  Form 
SA/SM  applications. 

ARTICLE  IX— ADOPTION  OF  RULES 

1.  No  application  for  the  adoption  or  amendment  to  any 
of  the  rules  of  the  Board  shall  be  entertained  unless  the 
application  is  made  in  writing. 

2.  No  proposed  rule  or  regulation  or  amendment  thereto, 
originating  with  the  Board  or  submitted  to  the  Board  for 
adoption,  shall  be  published  in  the  Bulletin,  until  such  publi¬ 
cation  is  authorized  by  at  least  four  (4)  Commissioners. 

3.  No  resolution  of  the  Board  of  Standards  and  Appeals 
adopting  or  amending  any  rule  or  regulation  under  Section 
666  of  the  Charter  or  any  other  law  shall  be  adopted  unless 
such  proposed  rule  or  regulation  shall  have  been  published  in 
the  Bulletin  of  the  Board  for  at  least  ten  days  prior  to  a 
public  hearing  thereon.  Four  (4)  affirmative  votes  of  the 
Board  shall  be  necessary  for  the  adoption  of  such  resolution. 
No  such  rule  shall  become  effective  until  twenty  (20)  days 
after  publication  in  the  Bulletin. 

ARTICLE  X— ADOPTION  OF  GENERAL 
RESOLUTIONS 

1.  Every  decision  of  the  Board  of  Standards  and  Appeals 
adopting  general  resolutions  shall  require  at  least  four  (4) 
affirmative  votes  for  its  adoption.  No  such  resolution  shall 
become  effective  until  twenty  (20)  days  after  publication  in 
the  Bulletin. 

ARTICLE  XI— INSPECTIONS 

1.  In  any  case  in  which  the  Board  may  deem  it  necessary, 
inspection  of  the  premises  in  question  may  be  ordered  by 
the  Board.  Inspection  in  connection  with  zoning  applica¬ 
tions  and  administrative  appeals  shall  be  made  by  a  Commit¬ 
tee  of  not  less  than  two  (2)  Commissioners  and  they  shall 
report  their  findings  to  the  Board  at  any  executive  session, 
prior  to  the  public  hearing  at  which  the  vote  will  be  cast. 
The  committee  may  include  the  Executive  Director  and/or  a 
staff  engineer  as  designated  by  the  Board.  Any  Commissioner 


of  the  Board  shall  be  included  in  the  Committee,  upon  his 
request. 

2.  The  Chairman  or  in  his  absence,  the  Vice  Chairman 
shall,  subject  to  these  rules,  designate  the  Commissioners  of 
the  Board  to  make  inspections  and,  unless  otherwise  directed 
by  the  vote  of  four  (4)  Commissioners  of  the  Board,  shall 
appoint  any  committee  that  may  be  deemed  necessary. 

ARTICLE  XII— TESTS 

1.  The  six  (6)  Commissioners  of  the  Board  shall  consti¬ 
tute  the  Supervisory  Committee  on  materials,  appliances  and 
methods  of  construction.  In  any  case  in  which  a  test  is 
required,  the  Executive  Director  shall  order  such  test  of  any 
material,  appliance  or  method  of  construction.  Such  tests 
shall  be  conducted  according  to  the  rules  adopted  by  the 
Board,  or  directives  of  the  Supervisory  Committee,  and  in 
accordance  with  the  requirements  of  law  for  the  use  of  such 
material,  appliance  or  method  of  construction.  Tests  shall  be 
conducted  in  the  presence  of  such  member  of  the  engineering 
staff  as  the  Executive  Director  may  designate.  In  lieu  of  the 
above,  tests  made  of  the  material,  appliance  or  method  of 
construction,  by  a  recognized  standard  testing  laboratory, 
City  or  State  department,  may  be  acceptable,  but  the  Board 
reserves  the  right  to  be  represented  at  tests  by  a  member  of 
the  Engineering  Staff  or  Board  or  any  other  person  desig¬ 
nated  by  the  Supervisory  Committee.  The  complete  report  of 
such  tests  shall  be  made  to  the  Board  in  writing. 

2.  All  expenses,  including  laboratory  and  traveling  ex¬ 
penses,  of  such  tests  shall  be  borne  by  the  applicant  and  no 
cost  of  such  tests  shall  be  borne  by  the  Board. 

3.  Four  (4)  affirmative  votes  of  the  Board  shall  be 
necessary  for  the  approval  of  such  material,  appliance  or 
method  of  construction. 

ARTICLE  XIII— EXTENSIONS 

1.  Applications  for  extension  of  time  in  which  to  obtain 
permit,  complete  the  work  and/or  obtain  a  Certificate  of 
Occupancy  shall  be  filed  not  more  than  [thirty  (30)]  ninety 
(90)  days  prior  to  nor  more  than  thirty  (30)  days  subsequent 
to  the  expiration  date. 

Applications  for  extension  of  the  term  of  variance  or 
special  permits  shall  be  filed  not  more  than  one  (1)  year 
prior  to  nor  more  than  thirty  (30)  days  subsequent  to  the 
expiration  date  of  each  variance  or  special  permit. 

ARTICLE  XIV— RECORDS 

1.  All  applications  and  appeals  shall  be  on  the  required 
forms,  and  all  communications,  reports,  etc.,  relating  thereto 
shall  be  on  sheets  approximately  8l/i  inches  by  11  inches  in 
size.  Plans  shall  be  on  sheets  8 V*  inches  by  11  inches  or 
double  thereof  unless  otherwise  accepted  by  the  Executive 
Director.  After  final  disposition,  all  applications  and  appeals 
and  other  papers  appertaining  thereto  shall  be  suitably  bound 
and  indexed  and  filed  numexically  in  cabinets.  All  applications 
and  appeals,  shall  upon  application  to  the  clerk  in  charge,  be 
accessible  to  the  public  at  all  reasonable  hours. 

2.  All  drawings  shall  be  properly  titled,  numbered,  dimen¬ 
sioned,  dated,  and  otherwise  shall  conform  with  the  instruc¬ 
tion  sheet.  No  drawings  shall  be  accepted  unless  they  bear 
the  seal  of  a  registered  architect  or  licensed  professional 
engineer.  Further,  no  such  plans  shall  be  acceptable  which 
are  illegible  or  unreadable  because  of  extremely  reduced 
reproductions  from  large  plans. 

ARTICLE  XV— THE  BULLETIN 

1.  The  Bulletin  of  the  Board  of  Standards  and  Appeals 
shall  be  published  each  week  except  during  recess.  It  shall 
contain : 

(1)  Directory  of  the  Board. 

(2)  Docket  of  cases  filed  since  the  last  publication  of 

the  Bulletin. 

(3)  The  Hearing  Calendar. 
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(4)  Notice  of  Hearing  on  proposed  rules  or  the  amend¬ 
ment  of  rules. 

(5)  An  abstract  of  the  minutes  of  each  meeting,  includ¬ 
ing  a  brief  statement  of  the  action  in  each  case, 
with  the  roll  cal!  thereon  and  the  full  text  of  the 
resolutions  adopted. 

(6)  Index  of  rules  adopted. 

(7)  Such  other  information  as  may  be  of  value  to  the 
public  and  within  the  scope  of  the  work  of  the 
Board. 

2.  The  preparation  and  editing  of  material  for  the  Bulletin 
shall  be  in  charge  of  such  members  of  the  staff  as  shall  be 
designated  by  the  Executive  Director. 

3.  The  Bulletin  of  the  Board  of  Standards  and  Appeals  is 
the  official  publication  of  the  Board  in  accordance  with  Sec¬ 
tion  665  of  the  New  York  City  Charter.  Notice  of  hearings 
published  in  such  Bulletin  constitutes  required  legal  notice. 

ARTICLE  XVI— OFFICERS 

1.  The  Chairman,  or  in  his  absence,  the  Vice  Chairman 
shall  preside  at  all  sessions.  The  Chairman,  or  in  his  ab¬ 
sence,  the  Vice  Chairman,  may  designate  another  Commis¬ 
sioner  of  the  Board  to  preside  and  perform  the  duties  of 
the  Chair  at  public  sessions  or  hearings.  If  the  Chairman  and 
Vice  Chairman  are  absent  and  a  quorum  is  present,  they 
shall  choose  a  presiding  officer  from  among  their  number. 

2.  The  Chairman,  subject  to  these  rules,  shall  decide  all 
points  of  order  or  procedure,  at  public  hearings,  unless 
otherwise  directed  by  a  majority  of  the  Board  in  session 
at  that  time. 

3.  The  Chairman  shall,  subject  to  these  rules,  designate  the 
Commissioners  of  the  Board  to  make  inspections  and,  unless 
otherwise  directed  by  the  vote  of  four  (4)  Commissioners 
of  the  Board,  shall  appoint  any  committee  that  may  be 
deemed  necessary,  except  as  otherwise  provided  in  Article 
XI. 

4.  The  Chairman,  any  Commissioner  and  the  Executive 
Director  shall  report  at  executive  sessions  all  pertinent  official 
transactions  that  do  not  otherwise  come  to  the  attention  of 
the  Board. 

5.  Under  the  direction  of  the  Board,  administrative  author¬ 
ity  is  vested  in  the  Executive  Director,  who  shall  subject  to 
these  rules,  transact  all  administrative  business  of  the  Board, 
engage  the  necessary  employees  and  direct  the  work  of  the 
office.  Official  correspondence  relating  to  administrative  mat¬ 
ters  shall  be  signed  by  the  Executive  Director.  All  official 


correspondence  relating  to  any  matter  pending  before  the 
Board  on  the  Hearing  Calendar  shall  be  signed  by  the  Chair¬ 
man  or  a  member  of  the  Board  or  staff  designated  by  him. 
Incoming  official  correspondence  may  be  sent  to  the  Chair¬ 
man,  the  Commissioners  and/or  the  Executive  Director. 

6.  Subject  to  these  rules  and  the  supervision  of  the 
Executive  Director,  the  Chief  Clerk  shall  have  charge  of  all 
accounts  and  shall  see  that  the  files  and  indices  are  kept  in 
proper  order  and  up  to  date  and  generally  supervise  the 
clerical  work  of  the  office  force. 

7.  Subject  to  these  rules  and  the  supervision  of  the  Execu¬ 
tive  Director,  the  Engineering  Staff  shall  examine  and  report 
on  all  applications  and  appeals,  prepare  proposed  rules  or 
revised  rules  assigned  to  them  by  the  Executive  Director,  and 
shall  report  on  the  desirability,  reasons  and  necessity  for 
action.  They  shall  supervise  and  witness  the  tests  conducted 
under  the  auspices  of  the  Board. 

8.  A  complete  stenographic  record  of  the  transactions  at 
public  sessions  shall  be  made  for  the  files,  and  there  shall  be 
prepared  after  each  meeting  for  publication  in  the  Bulletin 
the  abstract  of  the  minutes  which  are  to  appear  in  such  Bul¬ 
letin.  Verbatim  transcripts  of  the  record  or  any  part  thereof 
may  be  made  as  directed  by  the  Chairman  or  the  Executive 
Director. 

ARTICLE  XVII— RULES  OF  PROCEDURE 

1.  Amendments  to  these  Rules  of  Procedure  may  be  made 
by  the  Board  of  Standards  and  Appeals  at  any  public  hear¬ 
ing,  provided  notice  of  such  amendment  has  been  given  to 
each  Commissioner  of  the  Board  at  least  three  f3)  days  prior 
to  such  session,  either  in  writing  or  by  publication  in  the 
Bulletin.  Any  Rule  of  Procedure  mav  be  suspended  at  any 
session  by  the  concurring  vote  of  four  (4)  Commissioners. 

ARTICLE  XVIII —ADDITIONAL  RULES 
AS  TO  NOTICE 

1.  Names  of  owners  within  the  area  affected  by  a  zoning 
application  entitled  to  notice  of  hearing  may  be  obtained  from 
the  City  Collector’s  Office  upon  forms  provided  by  the  Board, 
or  any  other  Board  approved  source. 

2.  Where  property  within  the  area  of  notification  is  owned 
cooperatively  or  as  a  condominium,  then  notice  of  public 
hearing  shall  be  limited  to  the  business  office  of  the  coopera¬ 
tive  or  the  condominium.  Said  notice  shall  be  promptly 
forzvarded  to  the  respective  condominium  owners  and 
cooperators. 
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DOCKET 

New  Cases  Filed  up  to  February  28,  1978 

Cal.  No.  Dept.  Premises  Affected 

101-78-A — B.S.I. — 268  Bennett  Avenue,  south  side,  229.66' 
east  of  Lexa  Place,  Block  6324,  Lot  95,  Annadale,  Bor¬ 
ough  of  Staten  Island,  N.B.  1260/77,  re-  Storm  water 
disposal,  Local  Law  #7. 


102-78-A — B.S.I. — 278  Bennett  Avenue,  south  side,  129.66' 
east  of  Lexa  Place,  Block  6324,  Lot  90,  Annadale,  Bor¬ 
ough  of  Staten  Island,  N.B.  #1261/77,  re-  Storm  water 
disposal,  Local  Law  #7. 


103-78-A — B.S.I. — 290  Bennett  Avenue,  southeast  corner 
of  Lexa  Place,  Block  6324,  Lot  84,  Annadale,  Borough 
of  Staten  Island,  N.B.  #1262/77,  re-  Storm  water  dis¬ 
posal,  Local  Law  #7. 


104-78-A — B.S.I. — 75  Lexa  Place,  east  side,  66.75'  south 
of  Bennett  Avenue,  Block  6324,  Lot  79,  Annadale,  Bor¬ 
ough  of  Staten  Island,  N.B.  1263/77,  re-  Storm  water 
disposal,  Local  Law  #7. 


105-78-A — B.S.I. — 115  Collyer  Avenue,  northeast  corner 
of  Lexa  Place,  Block  6324,  Lot  75,  Annadale,  Borough 
of  Staten  Island,  N.B.  #1264/77,  re-  Storm  water  dis¬ 
posal,  Local  Law  #7. 


106-78-A — B.S.I. — 105  Collyer  Avenue,  north  side,  103.78' 
east  of  Lexa  Place,  Block  6324,  Lot  67,  Annadale,  Bor¬ 
ough  of  Staten  Island,  N.B.  #1265/77,  re-  Storm  water 
disposal,  Local  Law  #7. 


107-78-A — B.S.I. — 93  Collyer  Avenue,  north  side,  203.78' 
east  of  Lexa  Place,  Block  6324,  Lot  62,  Annadale,  Bor¬ 
ough  of  Staten  Island,  N.B.  #1266/77,  re-  Storm  water 
disposal,  Local  Law  #7. 


108-78-A — F.D.— Packaging  of  flammable  mixture  known 
as,  “DuPont  Drive  and  Clean  Gasoline  Detergent”  in 
12  oz.  metal  containers,  with  child-resistant  tab,  not  in 
compliance  with  the  Administrative  Code. 


109-78-A — B.S.I. — 888  Huguenot  Avenue,  west  side, 
129.17'  north  of  Amboy  Road,  Block  6815,  Lot  58,  Hugue¬ 
not,  Borough  of  Staten  Island,  Alt.  #323/76,  re-  Change 
of  use  of  portion  of  frame  building  from  residential  to 
commercial,  Cont.  to  Sec.  C26-248.0(4)  A.C. 


110-78-BZ — B.S.I. — 1288  Victory  Boulevard,  southwest 
corner  of  Logan  Avenue,  Block  672,  Lot  8,  Clove  Lake, 
Borough  of  Staten  Island,  Community  Board  #1M,  Alt! 
#4/78,  re-  Conversion  of  one  family  dwelling  into  office 
Cont.  to  Sec.  22-10-ZR. 


B.M. — 127-133  West  17th  Street,  north  side, 
oa' V,  west  of  Avenue  of  the  Americas,  Block  793,  Lot 
20,  Borough  of  Manhattan,  Community  Board  #4M, 
Alt.  #975/77,  re-  Alteration  and  conversion  of  vacant 
manufacturing  building,  in  manufacturing  district  to 
Class  A  M.D.;  Windows  and  walls. 


B.M. — 127-133  West  17th  Street,  north  side, 
321.8  west  of  Avenue  of  the  Americas,  Block  793,  Lot 
20,  Borough  of  Manhattan,  Alt.  #975/77,  re-  bulk  or 
parking  regulations;  windows  and  walls. 


113-78-SA— Bug  Eye  Series,  Perfect  36  Series,  Stay  Lite 
Series,  Exit  Light  Series  and  Centropac,  Various 
Models,  manufactured  by  Radian  Industries,  Appliance. 


114-78-A — F.D. — Packaging  of  combustible  mixture 
known  as  “Multi-Purpose  Spray”,  in  8  oz.  plastic  bottle 
with  plastic  pump  spray  and  overcap,  container  not  in 
compliance  with  the  Administrative  Code. 


115-78-BZ — B.B. — -244  Flatbush  Avenue  Extension, 
southwest  corner  of  Gold  Street,  Block  2060,  Lots  8  and 
12,  Borough  of  Brooklyn,  Community  Board  #2BK. 
Alt.  #346/72,  re-  Auto  laundry,  reservoir  spaces  per 
washing  lane,  Cont.  to  Sec.  32-25  Z.R. ;  Proposed  rein¬ 
statement  of  permit  and  issuance  of  C  of  O. 


116-78-A — B.B. — 957-959  Ocean  Parkway,  east  side,  260' 
north  of  Avenue  J,  Block  6519,  Lot  61,  Borough  of 
Brooklyn,  Alt.  #  30/78,  re-  Proposed  synagogue  in 
frame  building,  Cont.  to  Sec.  C26-254.  O.B.C. 


117-78-A — B.S.I. — 100  St.  George  Drive,  southwest  cor¬ 
ner  of  Romer  Road,  Block  871,  Lot  68,  Todt  Hill,  Bor¬ 
ough  of  Staten  Island,  N.B.  #1533/77,  re-  Section  36, 
building  not  fronting  legal  street,  General  City  Law. 


118-78- A — B.S.I. — 102  Ridgewood  Avenue,  west  side, 
107.46'  north  of  Lamoka  Avenue,  Block  5513,  Lot  155, 
Eltingville,  Borough  of  Staten  Island,  N..B.  #2224/74, 
re-  Storm  water  disposal,  Local  Law  #7. 


119-78-A — B.S.I. — 104  Ridgewood  Avenue,  west  side, 
132.46'  north  of  Lamoka  Avenue,  Block  5513,  Lot  154, 
Eltingville,  Borough  of  Staten  Island,  N.B.  #2225/74, 
re-  Storm  water  disposal,  Local  Law  #7. 


120-78-A — B.S.I. — 403  Getz  Avenue,  east  side,  168.13' 
north  of  Lamoka  Avenue,  Block  5513,  Lot  92,  Eltingville 
Borough  of  Staten  Island,  N.B.  #2234/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


121-78-A — B.S.I. — 407  Getz  Avenue,  east  side,  141.71' 
north  of  Lamoka  Avenue,  Block  5513,  Lot  91,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #2235/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


122-78-A — B.S.I. — 409  Getz  Avenue,  east  side,  115.28' 
north  of  Lamoka  Avenue,  Block  5513,  Lot  89,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #2236/74  re-  Storm 
water  disposal,  Local  Law  #7. 


123-78- A — -B.S.I. — 411  Getz  Avenue,  east  side,  88.85' 
north  of  Lamoka  Avenue,  Block  5513,  Lot  88,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #2237/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


124-78-A — B.S.I. — 415  Getz  Avenue,  east  side,  62.43' 
north  of  Lamoka  Avenue,  Block  5513,  Lot  87,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #2238/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


125-78-A — B.S.I. — 415  Getz  Avenue,  east  side,  36'  north 
of  Lamoka  Avenue,  Block  5513,  Lot  86,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #2239/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


126-78-A — B.S.I. — 401  Getz  Avenue,  east  side,  194.6' 
north  of  Lamoka  Avenue,  Block  5513,  Lot  93,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #2255/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


127-78-A — B.S.I. — 385  Lamoka  Avenue,  northeast  cor¬ 
ner  of  Getz  Avenue,  Block  5513,  Lot  84,  Eltingville,  Bor¬ 
ough  of  Staten  Island,  N.B.  #2256/74,  re-  Storm  water 
disposal,  Local  Law  #7. 
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128-78-A — B.S.I. — 375  Lamoka  Avenue,  northwest  corner 
of  Ridgewood  Avenue,  Block  5513,  Lot  160,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #2257/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


129-78-A — B.S.I. — 150  Ridgewood  Avenue,  west  side,  93' 
south  of  Katan  Avenue,  Block  5513,  Lot  128,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #2222/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


130-78-A — B.S.I. — 156  Ridgewood  Avenue,  west  side,  24' 
south  of  Katan  Avenue,  Block  5513,  Lot  124,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #2250/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


131-78-A — B.S.I. — 158  Ridgewood  Avenue,  southwest  cor¬ 
ner  of  Katan  Avenue,  Block  5513,  Lot  123,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #2251/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


132-78-A — B.S.I. — 152  Ridgewood  Avenue,  west  side,  70' 
south  of  Katan  Avenue,  Block  5513,  Lot  126,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #2248/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


133-78-A — B.S.I. — 154  Ridgewood  Avenue,  west  side,  47' 
south  of  Katan  Avenue,  Block  5513,  Lot  125,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #2249/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


134-78-A — B.S.I. — 120  Ridgewood  Avenue,  west  side, 
393.25'  south  of  Katan  Avenue,  Block  5513,  Lot  145,  Elt¬ 
ingville,  Borough  of  Staten  Island,  N.B.  #2226/74,  re- 
Storm  water  disposal,  Local  Law  #7. 


135-78-A — B.S.I. — 122  Ridgewood  Avenue,  west  side, 
367.50'  south  of  Katan  Avenue,  Block  5513,  Lot  144,  Elt¬ 
ingville,  Borough  of  Staten  Island,  N.B.  #2227/74,  re- 
Storm  water  disposal,  Local  Law  #7. 


136-78-A — B.S.I. — 124  Ridgewood  Avenue,  west  side 
341.75'  south  of  Katan  Avenue,  Block  5513,  Lot  142,  Elt¬ 
ingville,  Borough  of  Staten  Island,  N.B.  #2228/74,  re- 
Storm  water  disposal,  Local  Law  #7. 


137-38-A — B.S.I. — 126  Ridgewood  Avenue,  west  side,  316' 
south  of  Katan  Avenue,  Block  5513,  Lot  140,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #2229/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


138-78-A — B.S.I. — 132  Ridgewood  Avenue,  west  side, 
290.25'  south  of  Katan  Avenue,  Block  5513,  Lot  139, 
Eltingville,  Borough  of  Staten  Island,  N.B.  #2230/74.  re- 
Storm  water  disposal,  Local  Law  #7. 


139-78-A — B.S.I. — 134  Ridgewood  Avenue,  west  side, 
264.50'  south  of  Katan  Avenue,  Block  5513,  Lot  138, 
Eltingville,  Borough  of  Staten  Island,  N.B.  #2231/74,  re- 
Storm  water  disposal,  Local  Law  #7. 


140-78-A — B.S.I. — 136  Ridgewood  Avenue,  west  side, 
238.75'  south  of  Katan  Avenue,  Block  5513,  Lot  137, 
Eltingville,  Borough  of  Staten  Island,  N.B.  #2232/74, 
re-  Storm  water  disposal,  Local  Law  #7. 


141-78-A — B.S.I.- — 138  Ridgewood  Avenue,  west  side,  213' 
south  of  Katan  Avenue,  Block  5513,  Lot  136,  Elting¬ 
ville,  Borough  of  Staten  Island,  N.B.  #2233/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


142-78-A — B.S.I. — 373  Getz  Avenue,  east  side,  473.81' 
north  of  Lamoka  Avenue,  Block  5513,  Lot  107,  Elt¬ 
ingville,  Borough  of  Staten  Island,  N.B.  #2240/74,  re- 
Storm  water  disposal,  Local  Law  #7. 


143-78-A — B.S.I. — 375  Getz  Avenue,  east  side,  448.06' 
north  of  Lamoka  Avenue,  Block  5513,  Lot  106,  Elting¬ 
ville,  Borough  of  Staten  Island,  N.B.  #2241/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


144-78-A — -B.S.I. — 379  Getz  Avenue,  east  side,  422.31' 
north  of  Lamoka  Avenue,  Block  5513,  Lot  105,  Elting¬ 
ville,  Borough  of  Staten  Island,  N.B.  #2242/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


145-78-A — B.S.I. — 381  Getz  Avenue,  east  side,  396.56' 
north  of  Lamoka  Avenue,  Block  5513,  Lot  103,  Elting¬ 
ville,  Borough  of  Staten  Island,  N.B.  #2243/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


146-78-A — B.S.I. — 383  Getz  Avenue,  west  side,  370.81' 
north  of  Lamoka  Avenue,  Block  5513,  Lot  102,  Elting¬ 
ville,  Borough  of  Staten  Island,  N.B.  #2244/74,  re- 
Storm  water  disposal,  Local  Law  #7. 


147-78-A — B.S.I. — 385  Getz  Avenue,  east  side,  345.06' 
north  of  Lamoka  Avenue,  Block  5513,  Lot  101,  Elting¬ 
ville,  Borough  of  Staten  Island,  N.B.  #2245/74,  re- 
Storm  water  disposal,  Local  Law  #7. 


148-78-A — B.S.I. — 389  Getz  Avenue,  east  side,  293.56' 
north  of  Lamoka  Avenue,  Block  5513,  Lot  98,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #2254/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


149-78-A — B.S.I. — 76  Ridgewood  Avenue,  west  side,  42' 
south  of  Lamoka  Avenue,  Block  5507,  Lot  184,  Elting¬ 
ville,  Borough  of  Staten  Island,  N.B.  #2218/74,  re- 
Storm  water  disposal,  Local  Law  #7. 


150-78-A — B.S.I. — 80  Ridgewood  Avenue,  southwest 
corner  of  Lamoka  Avenue.  Block  5507,  Lot  182,  Elting¬ 
ville,  Borough  of  Staten  Island,  N.B.  #2219/74,  re- 
Storm  water  disposal,  Local  Law  #7. 


151-78-A — B.S.I. — 427  Getz  Avenue  southeast  corner  of 
Lamoka  Avenue,  Block  5507,  Lot  152,  Eltingwille,  Bor¬ 
ough  of  Staten  Island,  N.B.  #2220/74,  re-  Storm  water 
disposal,  Local  Law  #7. 


152-78-A — B.S.I. — 431  Getz  Avenue,  east  side,  43.90' 
south  of  Lamoka  Avenue,  Block  5507,  Lot  150,  Elting¬ 
ville,  Borough  of  Staten  Island,  N.B.  #2221/74,  re- 
Storm  water  disposal,  Local  Law  #7. 


153-78-A — B.S.I. — 70  Ridgewood  Avenue,  west  side, 
105.27'  south  of  Lamoka  Avenue,  Block  5507,  Lot  187, 
Eltingwille,  Borough  of  Staten  Island,  N.B.  #2246/74, 
re-  Storm  water  disposal,  Local  Law  #7. 


154-78-A— B.S.I.— 74  Ridgewood  Avenue,  west  side, 
82.00'  south  of  Lamoka  Avenue,  Block  5507,  Lot  186, 
Eltingville,  Borough  of  Staten  Island,  N.B.  #2247/74, 
re-  Storm  water  disposal,  Local  Law  #7.  , 


155-78-A — B.S.I. — 435  Getz  Avenue,  east  side,  83.90'  south 
of  Lamoka  Avenue,  Block  5507,  Lot  148,  Eltingville, 
Borough  of  Staten  Island,  N.B.  #2252/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


156-78-A — B.S.I. — 437  Getz  Avenue,  east  side,  107.17' 
south  of  Lamoka  Avenue,  Block  5507.  Lot  147,  Elting¬ 
ville,  Borough  of  Staten  Island,  N.B.  #2253/74,  re-  Storm 
water  disposal,  Local  Law  #7. 
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157-78-A — B.S.I. — 210  Melba  Street,  west  side,  252'  north 
of  Westwood  Avenue,  Block  752,  Lot  355,  Willowbrook, 
Borough  of  Staten  Island,  N.B,  543/77,  re-  Storm  water 
disposal,  Local  Law  #7. 


158-78-A — B.S.I. — 208  Melba  Street,  west  side,  276'  north 
of  Westwood  Avenue,  Block  752,  Lot  353,  Willowbrook, 
Borough  of  Staten  Island,  N.B.  #544/77,  re-  Storm  water 
disposal,  Local  Law  #7. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I. — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MARCH  21,  1978,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  21,  1978,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor  New  York,  N.  Y.  10013  on  the  following 
matters : 

647-77-BZ 

APPLICANT — Architects  Design  Group  by  Greco  and  Far- 
aldo  for  Robert  Haskell,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  September  28;  1977 — decision  of  the  Borough 
Superintendent,  under  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-1  district,  the  conversion  of  an 
existing  five  story  building  into  a  multiple  dwelling  that 
creates  non-compliance  in  floor  area  ratio  open  space  ration, 
lot  area  per  room  and  rear  yard  encroachment. 
PREMISES  AFFECTED— 113  East  11th  Street,  north  side, 
148.9  feet  east  of  4th  Avenue,  Block  556  Lot  49,  Borough 
of  Manhattan. 


648-77-A 

APPLICANT — Architects  Design  Group  by  Greco  and  Far- 
aldo  for  Robert  Haskell,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  September  28,  1977 — Appeal  from  a  decision 
of  the  Borough  Superintendent  re-  multiple  dwelling  law. 

PREMISES  AFFECTED— 113  East  11th  Street,  north  side, 
148.9  feet  east  of  4th  Avenue,  Block  556,  Lot  49,  Borough 
of  Manhattan. 


621-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Qua-Ma  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration- — reopening  for 
extension  of  term  of  variance  which  expired  January  30, 
1978 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  permitting  in  an  R5  district,  and 
reduction  in  lot  area  of  an  existing  automotive  service 
station  with  accessory  uses  previously  before  the  Board, 
the  addition  to  the  uses  to  include  auto  body  repairs. 

PREMISES  AFFECTED — 20-24  Jewett  Avenue,  west  side, 
92.51  feet  south  of  Bennett  Street,  Block  1012,  Lot  84,  Port 
Richmond,  Borough  of  Staten  Island.  Community  Board 
#1S.I. 


596-47-BZ 

APPLICANT — Michael  and  Betty  Daniolos,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  11, 
1978— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  and  21  of  the  Zoning 


Resolution,  permitting  in  a  residence  use  district,  the  change 
in  occupancy  from  dwelling  to  dwelling  and  store. 
PREMISES  AFFECTED— 219-41  91st  Road,  north  side, 
125  feet  east  of  Springfield  Boulevard,  Block  10719,  Lot  34, 
Queens  Village,  Borough  of  Queens.  Community  Board 
#13Q. 


441-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Harold  G.  Wenig, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  22, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-3  district,  in  conjunction 
with  the  construction  of  a  shopping  center,  the  increase 
in  the  number  of  accessory  parking  spaces  and  the  location 
of  accessory  loading  area  within  10  feet  of  a  residence 
district. 

PREMISES  AFFECTED — 250  Arden  Avenue,  west  side, 
300  feet  south  of  Hampton  Avenue,  Block  6017,  Lot  3000, 
Village  Greens,  Borough  of  Staten  Island. 


765-76-BZ 

APPLICANT— M.  Milton  Glass  for  The  Summit  Organiza¬ 
tion,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  February  15, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C5-2  district,  the  conversion  of 
an  existing  12  story  commercial  building  from  offices  into 
a  mixed  building  that  creates  non-compliance  in  lot  area 
per  room  and  encroachments  on  the  minimum  distance  be¬ 
tween  windows  and  lot  lines. 

PREMISES  AFFECTED— 153-159  Madison  Avenue  and 
25-27  East  32nd  Street,  southeast  corner,  Block  862,  Lot 
24,  Borough  of  Manhattan. 

662-76-BZ 

APPLICANT — Carl  Levine,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  February  1,  1978 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R6  district,  at  an  existing 
motor  vehicle  sales  and  service  establishment  previously 
before  the  Board,  the  enlargement  in  area  of  the  structure 
and  the  use  of  the  open  area  for  accessory  parking. 

PREMISES  AFFECTED— 1837-1849  Linden  Boulevard, 
northeast  corner  of  Malta  Street,  Block  4319,  Lots  42,  47, 
49  and  50  (formerly  Lots  42,  47,  49,  50,  51,  52  and  53), 
Borough  of  Brooklyn. 


374-76-A 

APPLICANT — Consolidated  Edison  Company  of  New  York, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  26, 
1977  and  for  amendment — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  storage  of  bulk  oil,  in  company 
unmanned  barges  at  Pier  98. 

PREMISES  AFFECTED— 600  West  59th  Street  and  850 
12th  Avenue,  west  side,  Pier  98,  Dock  properties,  Blocks 
1106  and  1109,  Lots  1  and  1,  Borough  of  Manhattan. 


143-58-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Aquila  Realty 
Company,  Incorporated,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  5, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  district,  at  an  existing 
automotive  service  station  with  accessory  uses  previously 
before  the  Board,  the  enlargement  in  area  of  the  accessory 
building  and  the  erection  of  a  canopy  and  sign  over  the 
pump  islands. 

PREMISES  AFFECTED— 1574-1596  Hutchinson  River 
Parkway,  southeast  corner  of  Middletown  Road,  Block 
5386,  Lots  1,  2,  3,  6,  7  and  8,  Borough  of  the  Bronx.  Com¬ 
munity  Board  #10BX. 


593-72-BZ 

APPLICANT — Diffendale  and  Kubec  for  Richmond  Me¬ 
morial  Hospital  and  Health  Center,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  October  19, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  installation 
of  an  accessory  sewage  treatment  plant  for  an  existing 
hospital. 

PREMISES  AFFECTED— 360  Seguine  Avenue,  northwest 
corner  of  Kingsland  Street,  Block  6699,  Lot  82,  Princes 
Bay,  Borough  of  Staten  Island. 


612-77-BZ 

APPLICANT — Diffendale  and  Kubec  for  Mrs.  Rose  Pitch- 
erelli,  owner. 

SUBJECT — Application  September  14,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C8-1  district,  in 
an  existing  three  story  mixed  building.  The  conversion  of 
the  second  and  third  floors  from  two  apartments  into  four 
apartments  that  increase  the  degree  of  non-conformity. 

PREMISES  AFFECTED — 2131  Hylan  Boulevard,  north¬ 
west  corner  of  Bedford  Avenue,  Block  3589,  Lot  63,  Grant 
City,  Borough  of  Staten  Island.  Community  Board  #2S.I. 


61-78-A 

APPLICANT — Diffendale  and  Kubec  for  Mrs.  Rose  Pitch- 
erelli,  owner. 

SUBJECT — Application  February  3,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED — 2131  Hylan  Boulevard,  north¬ 
west  corner  of  Bedford  Avenue,  Block  3589,  Lot  63,  Grant 
City,  Borough  of  Staten  Island. 


665-77-BZ 

APPLICANT — Shael  Shapiro  for  Shapiro  Lawn  Associates 
for  143-5  Owners  Corporation,  owner. 

SUBJECT — Application  October  14,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml -5  district,  the  conversion  of 
an  existing  twelve  story  building  from  factories  into  a 
multiple  dwelling  above  the  first  floor  store  and  factory. 

PREMISES  AFFECTED— 143-5  West  20th  Street,  north 
side,  256.3  feet  east  of  Seventh  Avenue,  Block  796,  Lot  13, 
Borough  of  Manhattan.  Community  Board  #4M. 


895-77-BZ 

APPLICANT— Harry  Soled  for  Paolo  and  Maria  Bennici, 
owners. 

SUBJECT — Application  November  23,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 


ing  Resolution,  to  permit  in  a  Cl-3  and  R6  district,  the 
enlargement  in  area  of  an  existing  non-transient  parking 
lot  previously  before  the  Board. 

PREMISES  AFFECTED— 219-229  Union  Street,  north 
side,  1 14.6  feet  east  of  Henry  Street,  Block  338,  Lots  44, 
46,  47  and  49,  Borough  of  Brooklyn.  Community  Board 
#6BK. 


927-77-BZ 

APPLICANT — Harry  Simmons,  Jr.  for  St.  Luke’s  Episcopal 
Church,  owner. 

SUBJECT — Application  December  6,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  73-641  of  the 
Zoning  Resolution,  to  permit  in  a  R5  district  the  enlarge¬ 
ment  in  area  of  an  existing  church  that  increases  the 
degree  of  non-compliance  within  the  front  yard. 

PREMISES  AFFECTED — 777  East  222nd  Street,  north¬ 
west  corner  of  Barnes  Avenue,  Block  4836,  Lot  7  and  12, 
Borough  of  the  Bronx.  Community  Board  #12BX. 


461-77-BZ 

APPLICANT — Stanley  Shapiro  for  Equitable  Funding  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  1,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
two  story  enlargement  to  a  two  family  dwelling  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
encroachment  into  the  required  rear  yard. 

PREMISES  AFFECTED— 494  State  Street,  south  side, 
120.3  feet  west  of  Third  Avenue,  Block  179,  Lot  22,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #2BK. 

Laid  over  from  February  28,  1977  for  continued  hear¬ 
ing. 


604-77-BZ 

APPLICANT — Weinberg  and  Kirshenbaum  for  Bernard 
Wolff,  owner. 

SUBJECT — Application  September  7,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  (op)  district,  the  mainte¬ 
nance  of  an  enlargement  to  an  existing  warehouse  and 
catering  establishment  that  encroaches  on  the  required 
yard  along  a  district  boundary. 

PREMISES  AFFECTED— 2421  McDonald  Avenue,  east 
side,  205.1 1  ^  feet  south  of  Village  Road  South,  Block  7150, 
Lot  48,  Borough  of  Brooklyn.  Community  Board  #I5BK. 
Laid  over  from  February  28,  1978,  hearing  closed. 

Alan  D.  Gershuny,  Executive  Director 


MARCH  21,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  21,  1978,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

801-77-A 

APPLICANT — Cqlvanico  Associates  for  Revac  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  November  1,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposal  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 320  Harold  Avenue,  northwest 
corner  of  Noel  Street,  Block  6361,  Lot  34,  Annadale,  Bor¬ 
ough  of  Staten  Island. 
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802-77-A 

APPLICANT — Calvanico  Associates  for  Revac  Construction 
Corporation,  owner. 

SUBJECT— Application  November  1,  1977— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  is  contrary. 

PREMISES  AFFECTED — 169  Noel  Street,  northeast  cor¬ 
ner  of  Holdridge  Avenue,  Block  6363,  Lot  1,  Annadale, 
Borough  of  Staten  Island. 


917-77-A 

APPLICANT — Lichtner  Associates  for  A.  Rokhsar,  owner. 
SUBJECT — Application  November  30,  1977 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  drywells  for  the  disposal  of  storm  water,  Local  Law 

#7. 

PREMISES  AFFECTED — 18  Schubert  Street,  west  side, 
160'  south  of  St.  Johns  Avenue,  Block  3007,  Lot  15,  Rose 
Bank,  Borough  of  Staten  Island. 


918-77-A 

APPLICANT — Lichtner  Associates  for  A.  Rokhsar,  owner. 
SUBJECT — Application  November  30,  1977 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street ;  proposed 
use  of  drywells  for  the  disposal  of  storm  water,  Local  Law 

#7. 

PREMISES  AFFECTED — 20  Schubert  Street,  west  side, 
186.84'  south  of  St.  Johns  Avenue,  Block  3007,  Lot  16, 
Rose  Bank,  Borough  of  Staten  Island. 


919-77-A 

APPLICANT — Lichtner  Associates  for  A.  Rokhsar,  owner. 
SUBJECT — Application  November  30,  1977 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  drywells  for  the  disposal  of  storm  water,  Local  Law 

#7. 

PREMISES  AFFECTED— 24  Schubert  Street,  west  side, 
213.68'  south  of  St.  Johns  Avenue,  Block  3007,  Lot  18,  Rose 
Bank,  Borough  of  Staten  Island. 


920-77-A 

APPLICANT — Lichtner  Associates  for  A.  Rokhsar,  owner. 
SUBJECT — Application  November  30,  1977 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street ;  proposed 
use  of  drywells  for  the  disposal  of  storm  water,  Local  Law 

#7. 

PREMISES  AFFECTED — 26  Schubert  Street,  west  side, 
240.52'  south  of  St.  Johns  Avenue,  Block  3007,  Lot  19,  Rose 
Bank,  Borough  of  Staten  Island. 


941-77-A 

APPLICANT — Louis  Lieberman  for  Frbil  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
motor  vehicle  repair  shop  into  two  story  frame  building. 

PREMISES  AFFECTED — 8664-8666  18th  Avenue,  west 
side,  150  feet  north  of  Benson  Avenue,  Block  6368,  Lot  55, 
Borough  of  Brooklyn. 


991-77-A 

APPLICANT — M.  Milton  Glass  for  William  L.  Morris,  et 
al,  c/o  Adams  and  Company  Real  Estate,  Incorporated, 
owner. 

SUBJECT — Application  December  27,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Elevator  in  readiness. 

PREMISES  AFFECTED— 42-50  West  39th  Street,  south¬ 
east  corner  of  Sixth  Avenue,  Block  840,  Lot  71,  Borough 
of  Manhattan. 


992-77-A 

APPLICANT — M.  Milton  Glass  for  East  Twenty  Sixth 
Joint  Venture  c/o  Adams  and  Company  Real  Estate,  In¬ 
corporated,  owner. 

SUBJECT — Application  December  27,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Elevator  in  readiness. 

PREMISES  AFFECTED— 11-13  East  26th  Street,  north 
side,  157.6  feet  east  of  5th  Avenue,  6-8  East  27th  Street, 
Block  856,  Lot  9,  Borough  of  Manhattan. 


468-77-A 

APPLICANT — Jeremiah  T.  Walsh,  Commissioner  of  Build¬ 
ings. 

OWNER  OF  PREMISES— William  Schmid. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #4467  re-  access  to  fire  escapes, 
and  stairway  enclosure. 

PREMISES  AFFECTED— 25-29  William  Street  and  38-42 
Exchange  Place,  southwest  corner,  Block  25,  Lot  27,  Bor¬ 
ough  of  Manhattan. 


706-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 158  Joseph  Avenue,  northwest 
corner  of  Oakville  Street,  Block  1987,  Lot  320,  Willow- 
brook,  Borough  of  Staten  Island. 


707-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 156  Joseph  Avenue,  west  side, 
26.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  321, 
Willowbrook,  Borough  of  Staten  Island. 


708-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 152  Joseph  Avenue,  west  side, 
50.8  feet  north  of  Oakville  Street,  Block  1987,  Lot  322, 
Willowbrook,  Borough  of  Staten  Island. 
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709-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 150  Joseph  Avenue,  west  side, 
75.6  feet  north  of  Oakville  Street,  Block  1987,  Lot  323, 
Willowbrook,  Borough  of  Staten  Island. 


710-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 146  Joseph  Avenue,  west  side, 
100.0  feet  north  of  Oakville  Street,  Block  1987,  Lot  325, 
Willowbrook,  Borough  of  Staten  Island. 


711-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 144  Joseph  Avenue,  west  side. 
125.2  feet  north  of  Oakville  Street,  Block  1987,  Lot  326, 
Willowbrook,  Borough  of  Staten  Island. 


712-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 140  Joseph  Avenue,  west  side, 
150  feet  north  of  Oakville  Street,  Block  1987,  Lot  327, 
Willowbrook,  Borough  of  Staten  Island. 


713-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED- — 138  Joseph  Avenue,  west  side, 
174.8  feet  north  of  Oakville  Street,  Block  1987,  Lot  328, 
Willowbrook,  Borough  of  Staten  Island. 


714-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 134  Joseph  Avenue,  west  side, 
199.6  feet  north  of  Oakville  Street,  Block  1987,  Lot  330, 
Willowbrook,  Borough  of  Staten  Island. 


715-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 132  Joseph  Avenue,  west  side, 
224.4  feet  north  of  Oakville  Street,  Block  1987,  Lot  331, 
Willowbrook,  Borough  of  Staten  Island. 


716-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 128  Joseph  Avenue,  west  side, 
249.2  feet  north  of  Oakville  Street,  Block  1987,  Lot  332, 
Willowbrook,  Borough  of  Staten  Island. 


717-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 126  Joseph  Avenue,  west  side, 
274.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  333, 
Willowbrook,  Borough  of  Staten  Island. 


718-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 122  Joseph  Avenue,  west  side, 
302.42  feet  south  of  Harold  Street,  Block  1987,  Lot  335, 
Willowbrook,  Borough  of  Staten  Island. 


719-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 120  Joseph  Avenue,  west  side, 
277.62  feet  south  of  Harold  Street,  Block  1987,  Lot  336, 
Willowbrook,  Borough  of  Staten  Island. 


720-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 116  Joseph  Avenue,  west  side, 
252.82  feet  south  of  Harold  Street,  Block  1987,  Lot  337, 
Willowbrook,  Borough  of  Staten  Island. 
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721-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 114  Joseph  Avenue,  west  side, 
228.02  feet  south  of  Harold  Street,  Block  1987,  Lot  338, 
Willowbrook,  Borough  of  Staten  Island. 


722-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 110  Joseph  Avenue,  west  side, 

203.22  feet  south  of  Harold  Street,  Block  1987,  Lot  340, 
Willowbrook,  Borough  of  Staten  Island. 


723-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 108  Joseph  Avenue,  west  side, 
178.42  feet  south  of  Harold  Street,  Block  1987,  Lot  342, 
Willowbrook,  Borough  of  Staten  Island. 


724-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 104  Joseph  Avenue,  west  side, 
153.62  feet  south  of  Harold  Street,  Block  1987,  Lot  343, 
Willowbrook,  Borough  of  Staten  Island. 


725-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 102  Joseph  Avenue,  west  side, 
128.82  feet  south  of  Harold  Street,  Block  1987,  Lot  344, 
Willowbrook,  Borough  of  Staten  Island. 


726-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Sunerintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 98  Joseph  Avenue,  west  side, 
104.02  feet  south  of  Harold  Street,  Block  1987,  Lot  346, 
Willowbrook,  Borough  of  Staten  Island. 


727-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 96  Joseph  Avenue,  west  side 

79.22  feet  south  of  Harold  Street,  Block  1987,  Lot  347, 
Willowbrook,  Borough  of  Staten  Island. 


728-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 92  Joseph  Avenue,  west  side, 

44.22  feet  south  of  Harold  Street,  Block  1987,  Lot  348, 
Willowbrook,  Borough  of  Staten  Island. 


729-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 90  Joseph  Avenue,  southwest 
corner  of  Harold  Street,  Block  1987,  Lot  350,  Willow¬ 
brook,  Borough  of  Staten  Island. 


730-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 159  Joseph  Avenue,  northeast 
corner  of  Oakville  Street,  Block  1987,  Lot  256,  Willow¬ 
brook,  Borough  of  Staten  Island. 


731-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 157  Joseph  Avenue,  east  side, 
26.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  257, 
Willowbrook,  Borough  of  Staten  Island. 


732-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 153  Joseph  Avenue,  east  side, 
50.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  258, 
Willowbrook,  Borough  of  Staten  Island. 
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733-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 151  Joseph  Avenue,  east  side, 
75.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  259, 
Willow'brook,  Borough  of  Staten  Island. 


734-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 147  Joseph  Avenue,  east  side, 

99.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  261, 
Willowbrook,  Borough  of  Staten  Island. 


735-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 145  Joseph  Avenue,  east  side, 
124.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  262, 
Willowbrook,  Borough  of  Staten  Island. 


736-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 141  Joseph  Avenue,  east  side, 
148.5  feet  north  of  Oakville  Street,  Block  1987,  Lot  263, 
Willowbrook,  Borough  of  Staten  Island. 


737-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — -Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 139  Joseph  Avenue,  east  side, 
173.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  264, 
Willowbrook,  Borough  of  Staten  Island. 


738-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 135  Joseph  Avenue,  east  side, 

197.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  266, 
Willowbrook,  Borough  of  Staten  Island. 


739-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 133  Joseph  Avenue,  east  side, 
222.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  26 7, 
Willowbrook,  Borough  of  Staten  Island. 


740-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 129  Joseph  Avenue,  east  side, 

246.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  268, 
Willowbrook,  Borough  of  Staten  Island. 


741-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 127  Joseph  Avenue,  east  side, 
271.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  269, 
Willowbrook,  Borough  of  Staten  Island. 


742-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 123  Joseph  Avenue,  east  side, 
295.20  feet  north  of  Oakville  Street,  Block  1987,  Lot  271, 
Willowbrook,  Borough  of  Staten  Island. 


743-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 121  Joseph  Avenue,  east  side, 
319.40  feet  north  of  Oakville  Street,  Block  1987,  Lot  272, 
Willowbrook,  Borough  of  Staten  Island. 


744-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 117  Joseph  Avenue,  east  side, 
266.64  feet  south  of  Harold  Street,  Block  1987,  Lot  272, 
Willowbrook,  Borough  of  Staten  Island. 
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745-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 115  Joseph  Avenue,  east  side, 
242.44  feet  south  of  Harold  Street,  Block  1987,  Lot  274, 
Willowbrook,  Borough  of  Staten  Island. 


746-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 111  Joseph  Avenue,  east  side, 
218.24  feet  south  of  Harold  Street,  Block  1987,  Lot  276, 
Willowbrook,  Borough  of  Staten  Island. 


747-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 109  Joseph  Avenue,  east  side, 
194.04  feet  south  of  Harold  Street,  Block  1987,  Lot  277, 
Willowbrook,  Borough  of  Staten  Island. 


748-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 105  Joseph  Avenue,  east  side, 
169.84  feet  south  of  Harold  Street,  Block  1987,  Lot  278, 
Willowbrook,  Borough  of  Staten  Island. 


749-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 103  Joseph  Avenue,  east  side, 
145.64  feet  south  of  Harold  Street,  Block  1987,  Lot  279, 
Willowbrook,  Borough  of  Staten  Island. 


750-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Joseph  Avenue,  east  side, 
121.44  feet  south  of  Harold  Street,  Block  1987,  Lot  281, 
Willowbrook,  Borough  of  Staten  Island. 


751-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 97  Joseph  Avenue,  east  side, 
97.24  feet  south  of  Harold  Street,  Block  1987,  Lot  282, 
Willowbrook,  Borough  of  Staten  Island. 


752-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 95  Joseph  Avenue,  east  side, 
73.04  feet  south  of  Harold  Street,  Block  1987,  283, 
Willowbrook,  Borough  of  Staten  Island. 


753-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 93  Joseph  Avenue,  east  side, 
48.84  feet  south  of  Harold  Street,  Block  1987,  Lot  284, 
Willowbrook,  Borough  of  Staten  Island. 


754-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 91  Joseph  Avenue,  east  side, 
24.64  feet  south  of  Harold  Street,  Block  1987,  Lot  286, 
Willowbrook,  Borough  of  Staten  Island. 


755-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 89  Joseph  Avenue,  southeast 
corner  of  Harold  Street,  Block  1987,  Lot  287,  Willowbrook, 
Borough  of  Staten  Island. 


756-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 121  Washington  Avenue,  north¬ 
west  corner  of  Oakville  Street,  Block  1987,  Lot  254,  Wil¬ 
lowbrook,  Borough  of  Staten  Island. 
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757-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 119  Washington  Avenue,  west 
side,  26  feet  north  of  Oakville  Street,  Block  1987,  Lot  253, 
Willowbrook,  Borough  of  Staten  Island. 


758-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 117  Washington  Avenue,  west 
side,  50.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
252,  Willowbrook,  Borough  of  Staten  Island. 


759-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 115  Washington  Avenue,  west 
side,  75  feet  north  of  Oakville  Street,  Block  1987,  Lot  251, 
Willowbrook,  Borough  of  Staten  Island. 


760-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 111  Washington  Avenue,  west 
side,  99.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
249,  Willowbrook,  Borough  of  Staten  Island. 


761-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 109  Washington  Avenue,  west 
side,  124.00  feet  north  of  Oakville  Street,  Block  1987,  Lot 
248,  Willowbrook,  Borough  of  Staten  Island. 


762-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 105  Washington  Avenue,  west 
side,  173.0  feet  north  of  Oakville  Street,  Block  1987,  Lot 
246,  Willowbrook,  Borough  of  Staten  Island. 


763-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 107  Washington  Avenue,  west 
side,  148.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
247,  Willowbrook,  Borough  of  Staten  Island. 


764-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 101  Washington  Avenue,  west 
side,  197.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
244,  Willowbrook,  Borough  of  Staten  Island. 


765-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Washington  Avenue,  west 
side,  222.0  feet  north  of  Oakville  Street,  Block  1987,  Lot 
243,  Willowbrook,  Borough  of  Staten  Island. 


766-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Washington  Avenue,  west 
side,  246.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
242,  Willowbrook,  Borough  of  Staten  Island. 


767-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 93  Washington  Avenue,  west 
side,  271.0  feet  north  of  Oakville  Street,  Block  1987,  Lot 
241,  Willowbrook,  Borough  of  Staten  Island. 


768-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 91  Washington  Avenue,  west 
side,  295.20  feet  north  of  Oakville  Street,  Block  1987,  Lot 
239,  Willowbrook,  Borough  of  Staten  Island. 
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769-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 89  Washington  Avenue,  west 
side,  319.4  feet  north  of  Oakville  Street,  Block  1987,  Lot 
238,  Willowbrook,  Borough  of  Staten  Island. 


770-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 87  Washington  Avenue,  west 
side,  293.94  feet  south  of  Harold  Street,  Block  1987,  Lot 
237,  Willowbrook,  Borough  of  Staten  Island. 


771-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 85  Washington  Avenue,  west 
side,  269.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
236,  Willowbrook,  Borough  of  Staten  Island. 


772-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 81  Washington  Avenue,  west 
side,  245.54  feet  south  of  Harold  Street,  Block  1987,  Lot 
234,  Willowbrook,  Borough  of  Staten  Island. 


773-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 79  Washington  Avenue,  west 
side,  221.34  feet  south  of  Harold  Street,  Block  1987,  Lot 
233,  Willowbrook,  Borough  of  Staten  Island. 


774-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 75  Washington  Avenue,  west 
side,  196.94  feet  south  of  Harold  Street,  Block  1987,  Lot 
232,  Willowbrook,  Borough  of  Staten  Island. 


775-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 73  Washington  Avenue,  west 
side,  172.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
231,  Willowbrook,  Borough  of  Staten  Island. 


776-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 69  Washington  Avenue,  west 
side,  148.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
229,  Willowbrook,  Borough  of  Staten  Island. 


777-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 67  Washington  Avenue,  west 
side  124.54  feet  south  of  Harold  Street,  Block  1987,  Lot  228, 
Willowbrook,  Borough  of  Staten  Island. 


778-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 63  Washington  Avenue,  west 
side,  100.34  feet  south  of  Harold  Street,  Block  1987,  Lot  227, 
Willowbrook,  Borough  of  Staten  Island. 


779-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 61  Washington  Avenue,  west 
side.  76.14  feet  south  of  Harold  Street,  Block  1987,  Lot  226, 
Willowbrook,  Borough  of  Staten  Island. 


780-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 57  Washington  Avenue,  west 
side,  43.14  feet  south1  of  Harold  Street,  Block  1987,  Lot  224, 
Willowbrook,  Borough  of  Staten  Island. 
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781-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 55  Washington  Avenue,  south¬ 
west  corner  of  Harold  Street,  Block  1987,  Lot  222,  Willow- 
brook,  Borough  of  Staten  Island. 


782-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 45  Washington  Avenue,  north¬ 
west  corner  of  Harold  Street,  Block  1987,  Lot  220,  Willow- 
brook,  Borough  of  Staten  Island. 


783-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 43  Washington  Avenue,  west 
side,  29.47  feet  north  of  Harold  Street,  Block  1987,  Lot  218, 
Willowbrook,  Borough  of  Staten  Island. 


784-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 79  Joseph  Avenue,  northeast 
corner  of  Harold  Street,  Block  1987,  Lot  290,  Willow- 
brook,  Borough  of  Staten  Island. 


785-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 77  Joseph  Avenue,  east  side, 
49.25  feet  north  of  Harold  Street,  Block  1987,  Lot  292, 
Willowbrook,  Borough  of  Staten  Island. 


786-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  for  consideration — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 80  Joseph  Avenue,  northeast 
corner  of  Harold  Street,  Block  1987,  Lot  353,  Willow¬ 
brook,  Borough  of  Staten  Island. 


787-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 78  Joseph  Avenue,  west  side, 
23.79  feet  north  of  Harold  Street,  Block  1987,  Lot  354, 
Willowbrook,  Borough  of  Staten  Island. 


788-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 74  Joseph  Avenue,  west  side, 
48.59  feet  north  of  Harold  Street,  Block  1987,  Lot  355, 
Willowbrook,  Borough  of  Staten  Island. 


789-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 72  Joseph  Avenue,  west  side, 
73.39  feet  north  of  Harold  Street,  Block  1987,  Lot  356, 
Willowbrook,  Borough  of  Staten  Island. 


916-77-A 

APPLICANT — Tucciarone  and  Amin  for  150th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  November  30,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  sub¬ 
division  of  zoning  lot. 

PREMISES  AFFECTED— 29-33  215th  Place,  east  side, 
205.05  feet  south  of  29th  Avenue,  Block  6058,  Lot  18, 
Bayside,  Borough  of  Queens. 

Alan  D.  Gershuny,  Executive  Director 


APRIL  11,  1978,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  11,  1978,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 


147-52-BZ 

APPLICANT — Rudolph  Nizza  and  Ronald  Nizza,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  September  11,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district  the  change  in  occupancy  from  restaurant  and 
cabaret  to  existing  factory  use. 

PREMISES  AFFECTED — 88-46  Linden  Boulevard  and 
90-06  Pitkin  Avenue,  southeast  corner,  Block  11401,  Lot  1, 
Ozone  Park,  Borough  of  Queens.  Community  Board  #10Q. 
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97-75-BZ 

APPLICANT — M.  Martin  Elkind  for  Nomrah  Company, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  time  to  complete  which 
expired  July  22,  1976;  and  for  amendment — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  a  C2-2  district,  the  change  in  use  of  an  existing  one  story 
building  from  a  market  into  a  clothing  manufacturing 
establishment. 

PREMISES  AFFECTED — 311  St.  Nicholas  Avenue,  north¬ 
east  corner  of  Gates  Avenue,  Block  3447,  Lot  1,  Ridge¬ 
wood,  Borough  of  Queens.  Community  Board  #5Q. 


439-75-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Scala  Cuffee 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  complete 
which  expired  March  22,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R7-1  district,  the  erection  of  a  one  story  building  for  use  as 
an  eating  and  drinking  establishment. 

PREMISES  AFFECTED — 2247  Southern  Boulevard,  790- 
798  Garden  Street,  northwest  corner,  Block  3112,  Lots  38 
and  41,  Borough  of  The  Bronx. 


295-75-A 

APPLICANT — Diffendale  and  Kubec  for  J.  R.  C.  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  January  4, 
1978 — appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  erection  of  canopy  and  the  enlargement  to 
platform  beneath ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 351  Walker  Street,  northeast 
corner  of  Lake  Avenue,  Block  1161,  Lot  1,  Mariners  Har¬ 
bor,  Borough  of  Staten  Island. 

414-74-BZ 

APPLICANT — Paul  Gugliotta  for  W25130  Realty  Associ¬ 
ates,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  May  25,  1977 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
Ml -5  district,  in  an  existing  16  story  commercial  building, 
the  conversion  of  several  floors  into  residential  use. 

PREMISES  AFFECTED— 251-255  West  30th  Street,  north 
side,  200  feet  east  of  Eighth  Avenue,  Block  780,  Lot  10, 
Borough  of  Manhattan. 


289-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Johnad  Realty 
Corporation,  owner  . 

SUBJECT — Aplication  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  April  30,  1978 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  maintenance  of 
a  parking  lot  for  motor  vehicles. 

PREMISES  AFFECTED — 2487  Belmont  Avenue,  west  side, 
90  feet  north  of  East  189th  Street,  Block  3078,  Lot  65, 
Borough  of  The  Bronx.  Community  Board  #6BX. 


22-52-BZ 

APPLICANT — McGee  and  Morsellino  for  Harrington  Wal¬ 
ters,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  7, 
1977 — .decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  sections  7f,  7i  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  change  in  occupancy  from  sale  and  display  of  more 
than  five  motor  vehicles,  to  permit  the  erection  and  main¬ 
tenance  of  a  gasoline  service,  lubritorium,  car  washing, 
motor  vehicle  repairs  and  office;  and  to  permit  the  parking 
and  storage  of  motor  vehicles  on  unbuilt  upon  portion  of 
lot. 

PREMISES  AFFECTED — 200-15  Northern  Boulevard,  43- 
02  to  43-08  201st  Street,  northwest  corner  and  200-10  to 
200-20  43rd  Avenue,  Block  6261,  Lot  30,  Flushing,  Bor¬ 
ough  of  Queens.  Community  Board  #11Q. 

187-53-BZ 

APPLICANT — Harry  Levy  for  Colgate  Realty  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  21,  1978 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7e  and  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  motor  vehicle  repair  shop,  painting, 
welding  and  office ;  and  permitting  the  parking  and  storage 
of  motor  vehicles  on  the  unbuilt  upon  portion  of  the  lot. 

PREMISES  AFFECTED — 970  Colgate  Avenue,  east  side, 
142.84  feet  south  of  Bruckner  Boulevard,  Block  3649,  Lot 
27,  Borough  of  the  Bronx.  Community  Board  #9BX. 

613- 77-BZ 

APPLICANT — Joseph  B.  Raia  for  Ida  Lo  Bue,  owner. 

SUBJECT — Application  September  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
one  family  dwelling  that  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED — 34  Overlook  Avenue,  south  side, 
311.86  feet  west  of  Vista  Avenue,  Block  853,  Lot  27,  Don- 
gan  Hills,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

614- 77-A 

APPLICANT — Joseph  B.  Raia  for  Ida  Lo  Bue,  owner. 

SUBJECT — Application  September  15,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 34  Overlook  Avenue,  south 
side,  311.86  feet  west  of  Vista  Avenue,  Block  853,  Lot  27, 
Dongan  Hills,  Borough  of  Staten  Island. 

831-77-BZ 

APPLICANT — Alfonso  Duarte  for  Redmont  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  November  9,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  within  an  existing 
shopping  center,  the  enlargement  in  area  of  one  building 
for  use  as  a  theatre. 

PREMISES  AFFECTED — 153-67A  Cross  Island  Parkway, 
north  side,  103.3  feet  west  of  154th  Street,  Block  4717,  Lot 
16,  Whitestone,  Borough  of  Queens.  Community  Board 

#7Q. 
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836-77-BZ 

APPLICANT — Shael  Shapiro  for  Shapiro  Lawn  Associates 
Architects  for  147  West  22nd  Street  Corporation,  owner. 

SUBJECT — Application  November  14,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml -5  district,  in  an  existing  Ten 
story  building,  the  conversion  of  the  third  through  tenth 
floors  from  factories  into  apartments. 

PREMISES  AFFECTED— 147-149  West  22nd  Street,  north 
side,  249.6  feet  east  of  Seventh  Avenue,  Block  798,  Lot  17, 
Borough  of  Manhattan.  Community  Board  #4M. 


928-77-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Robert  Ho  Wong 
and  Ping  Shew  Wong,  owner,  U-Haul  Company  of  Metro 
New  York,  Incorporated,  lessee. 

SUBJECT — Application  December  6,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  previ¬ 
ously  before  the  Board,  the  change  in  occupancy  of  an 
existing  one  story  building  from  store  into  truck  and  trailer 
rental  establishment  with  accessory  motor  repair  and 
storage. 

PREMISES  AFFECTED — 144-01  Liberty  Avenue,  north 
side,  99.33  feet  east  of  Remington  Street,  Block  10020, 
Lot  137,  Richmond  Hill,  Borough  of  Queens.  Community 
Board  #12Q. 

73- 77-BZ 

APPLICANT— Paul  Gugliotta  for  22nd  Street  Loft  Enter¬ 
prises,  owner. 

SUBJECT — Application  February  10,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-6  district,  in  an  existing 
twelve  story  building,  the  conversion  of  the  second  through 
floors  from  lofts  into  joint  living/working  quarters. 

PREMISES  AFFECTED — 40  West  22nd  Street  south  side, 
279.75  feet  east  of  Avenue  of  the  Americas,  Block  823,  Lot 
65,  Borough  of  Manhattan.  Community  Board  #5M. 
Laid  over  from  February  14,  1978,  for  hearing. 

74- 77-A 

APPLICANT — Paul  Gugliotta  for  22nd  Street  Loft  Enter¬ 
prises,  owner. 

SUBJECT — Application  February  10,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED — 40  West  22nd  Street  south  side, 
279.75  feet  east  of  Avenue  of  the  Americas,  Block  823,  Lot 
65,  Borough  of  Manhattan. 

Laid  over  from  February  14,  1978,  for  hearing. 

Alan  D.  Gershuny,  Executive  Director 


APRIL  11,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  11,  1978,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor.  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

152-77-SA 

APPLICANT — Veeder-Root  Company,  a  Veeder  Industries 
Company — self  service  gasoline  dispenser  (for  approved 
gasoline  stations). 

258-77-SA 

APPLICANT — Gilbarco,  Incorporated — self-service  gasoline 
pump  systems. 


169-78-SA 

APPLICANT — Worthington  Pump  Corporation  (U.S.A.), 
Standard  Pump  Division — fire  pumps. 


813-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 161  Eylandt  Street,  northeast 
corner  of  Barclay  Avenue,  Block  6378,  Lot  1,  Annadale, 
Borough  of  Staten  Island. 


814-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street ; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 153  Eylandt  Street,  north  side, 
64.01  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  73, 
Annadale,  Borough  of  Staten  Island. 


815-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 147  Eylandt  Street,  north  side, 
125.51  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  71, 
Annadale,  Borough  of  Staten  Island. 


816-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 134  Tallman  Street,  south  side, 
214.38  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  18, 
Annadale,  Borough  of  Staten  Island. 


817-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street ; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 148  Tallman  Street,  south  side, 
66.38  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  11, 
Annadale,  Borough  of  Staten  Island. 
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818-77-A 

APPLICANT— Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 158  Tallman  Street,  southeast 
corner  of  Barclay  Avenue,  Block  6378,  Lot  6,  Annadale, 
Borough  of  Staten  Island. 


819-77-A 

APPLICANT— Alphonse  J.  Calvanico  for  Agatha  Blois, 
owner. 

SUBJECT— Application  November  4,  1977— Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 138  Tallman  Street,  south  side, 
174.38  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  16, 
Annadale,  Borough  of  Staten  Island. 


820-77-A 

APPLICANT— Alphonse  J.  Calvanico  for  Judy  T'enenbaum, 
owner. 

SUBJECT— Application  November  4,  1977— Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 142  Tallman  Street,  south  side, 
134.38  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  14, 
Annadale,  Borough  of  Staten  Island. 


948-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Alphonse  J. 
Calvanico,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 635  Darlington  Avenue,  north¬ 
east  corner  of  Lenevar  Avenue,  Block  6914,  Lot  1  Princes 
Bay,  Borough  of  Staten  Island. 


949-77-A 

APPLICANT — Alphonse  J.  Calvanico,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 623  Darlington  Avenue,  north 
side,  108.84  feet  east  of  Lenevar  Avenue,  Block  6914,  Lot 
96,  Princes  Bay,  Borough  of  Staten  Island. 


950-77-A 

APPLICANT — Alphonse  J.  Calvanico,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 611  Darlington  Avenue,  north 
side,  208.84  feet  east  of  Lenevar  Avenue,  Block  6914,  Lot 
91,  Princes  Bay,  Borough  of  Staten  Island. 


951- 77-A 

APPLICANT — Alphonse  J.  Calvanico,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 1066  Edgegrove  Avenue,  south 
side,  83.20  feet  east  of  Lenevar  Avenue,  Block  6914,  Lot 
12,  Princes  Bay,  Borough  of  Staten  Island. 

952- 77-A 

APPLICANT — Alphonse  J.  Calvanico,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 1056  Edgegrove  Avenue,  south 
side,  183.20  east  of  Lenevar  Avenue,  Block  6914,  Lot  14- 
Princes  Bay,  Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 


APRIL  18,  1978,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  April  18,  1978,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

872-77-BZ 

APPLICANT — Albert  Melniker  for  Spiegel  Oil  Corpora¬ 
tion,  Staten  Island,  owner ;  Anthony  Aspromonte,  lessee. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  November  22,  1977- — decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C2-1  district  the  erection  of  a  one 
story  building  for  use  as  an  amusement  arcade. 

PREMISES  AFFECTED — 960  Jewett  Avenue,  northwest 
corner  of  Victory  Boulevard,  Block  462,  Lot  1,  Meiers 
Corners,  Borough  of  Staten  Island.  Community  Board 

#is.i. 

64-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  1850  Jerome  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  19  1978 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  a  C2-4  district,  the  construction  and  mainte¬ 
nance  of  an  unenclosed  automotive  sales  establishment. 

PREMISES  AFFECTED — 1850-1860  Jerome  Avenue,  east 
side,  25.7  feet  north  of  176th  Street,  Block  2851,  Lots  2,  3, 
4,  5,  6  and  8,  Borough  of  The  Bronx.  Community  Board 
#5BX. 

721-76-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Alfredo  and  Vito 
Monaco,  owners. 

SUBJECT— Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  March  29,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
Cl-3  district,  the  enlargement  in  area  of  an  existing  auto¬ 
mobile  body  repair  shop. 

PREMISES  AFFECTED — 514-5516  3rd  Avenue,  west  side, 
60  feet  north  of  56th  Street,  Block  829,  Lot  39,  Borough 
of  Brooklyn. 


252 


CALENDAR 


106-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permtting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-02  78th  Street,  west  side, 
270.62  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  21, 
Woodhaven,  Borough  of  Queens. 


107-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-04  78th  Street,  west  side, 
290.8  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  22, 
Woodhaven,  Borough  of  Queens. 


108-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-06  78th  Street,  west  side, 
309.52  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  23, 
Woodhaven,  Borough  of  Queens. 


109- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-08  78th  Street,  west  side, 
328.96  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  24, 
Woodhaven,  Borough  of  Queens. 

110- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-10  78th  Street,  west  side, 
348.40  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  25, 
Woodhaven,  Borough  of  Queens. 


111-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-12  78th  Street,  west  side, 
348.34  feet  north  of  8th  Avenue,  Block  8908,  Lot  26, 
Woodhaven,  Borough  of  Queens. 


112-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-14  78th  Street,  west  side, 
328.90  feet  north  of  88th  Avenue,  Block  8908,  Lot  27, 
Woodhaven,  Borough  of  Queens. 


113-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-16  78th  Street,  west  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  28, 
Woodhaven,  Borough  of  Queens. 


114- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-18  78th  Street,  west  side, 
290  feet  north  of  88th  Avenue,  Block  8908,  Lot  29, 
Woodhaven,  Borough  of  Queens. 

115- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-19  77th  Street,  east  side, 
290  feet  north  of  88th  Avenue,  Block  8908,  Lot  56, 
Woodhaven,  Borough  of  Queens. 
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116- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-17  77th  Street,  east  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  57, 
Woodhaven,  Borough  of  Queens. 

117- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-15  77th  Street,  east  side, 
328.90  feet  north  of  88th  Avenue,  Block  8908,  Lot  58, 
Woodhaven,  Borough  of  Queens. 

118- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-13  77th  Street,  east  side, 
348.34  feet  north  of  88th  Avenue,  Block  8908,  Lot  59, 
Woodhaven,  Borough  of  Queens. 


119-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-11  77th  Street,  east  side, 
337.34  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  60, 
Woodhaven,  Borough  of  Queens. 


120-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-09  77th  Street,  east  side, 
317.90  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  61, 
Woodhaven,  Borough  of  Queens. 


121-74-BZ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-07  77th  Street,  east  side, 
298.26  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  62, 
Woodhaven,  Borough  of  Queens. 


122-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-05  77th  Street,  east  side, 
278.82  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  63, 
Woodhaven,  Borough  of  Queens. 


123-74-BZ 

APPLICANT— McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED — 87-03  77th  Street,  east  side, 
259.36  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  64, 
Woodhaven,  Borough  of  Queens. 


615-77-BZ 

APPLICANT — Joseph  B.  Raia  for  Ludwig  Comeforo, 
owner. 

SLTBJECT — Application  September  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  conversion 
of  an  existing  coal  storage  and  garage  establishment  into 
an  automobile  repair  shop  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED — 107  Buel  Avenue,  northeast  cor¬ 
ner  of  North  Railroad  Avenue,  Block  3530,  Lot  81,  Don- 
gan  Hills,  Borough  of  Staten  Island,  Community  Board 
#2S.I. 


929-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Phil  Philips, 
owner. 

SUBJECT — Application  December  6,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  maintenance 
of  a  one  story  enlargement  to  a  one  family  dwelling  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio 
and  encroachment  into  the  side  yard. 

PREMISES  AFFECTED — 1166  82nd  Street,  south  side, 
146.8  feet  west  of  12th  Avenue,  Block  6301,  Lot  34,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #10BK. 
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990-77-BZ 

APPLICANT — Solomon  Sheer  for  260  West  Broadway 
Associates,  owners. 

SUBJECT — Application  December  27,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml -5  district,  in  an  existing 
eleven  story  building,  the  conversion  of  the  third  through 
eleventh  floors  from  manufacturing  into  loft  building 
and  joint  living  working  quarter. 

PREMISES  AFFECTED — 260  West  Broadway,  northwest 
corner  of  Beach  Street,  Block  212,  Lot  56,  Borough  of 
Manhattan.  Community  Board  #1M. 


64-78-BZ 

APPLICANT — Abram  Shlefstein  for  Flenry  Koch,  owner, 
John  Hancock  Mutual  Life  Insurance  Company,  lessee. 
SUBJECT — Application  February  9,  1978— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-1  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  insurance  office  struc¬ 
ture  previously  before  the  Board. 

PREMISES  AFFECTED — 1500  Victory  Boulevard  a/k/a 
451  Little  Clove  Road,  southeast  corner,  Block  681,  Lot  27, 
Sunnyside,  Borough  of  Staten  Island.  Community  Board 

#1S.I. 

Alan  D.  Gershuny,  Executive  Director 


APRIL  18,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  April  18,  1978,  at  2  o'clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters  : 

696-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Richmond  Venture 
Corporation,  owner. 

SUBJECT — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
dry  wells  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 243  Eylandt  Street,  north  side, 
195  feet  west  of  Lipsett  Avenue,  Block  6421,  Lot  21,  Anna- 
dale,  Borough  of  Staten  Island. 


697-77-A 

APPLICANT — Jerome  L.  Grushkin,  R.A.,  Richmond  Ven¬ 
ture  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
dry  wells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 239  Eylandt  Street,  north  side, 
150.00'  west  of  Lipsett  Avenue,  Block  6421,  Lot  16,  Anna- 
dale,  Borough  of  Staten  Island. 


698-77-A 

APPLICANT — Jerome  L.  Grushkin,  R.A.,  Richmond  Ven¬ 
ture  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
dry  wells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 233  Eylandt  Street,  north  side, 
100.00'  west  of  Lipsett  Avenue,  Block  6421,  Lot  12,  Anna- 
dale,  Borough  of  Staten  Island. 


699-77-A 

APPLICANT — Jerome  L.  Grushkin,  R.A.,  Richmond  Ven¬ 
ture  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 160  Lipsett  Avenue,  northwest 
corner  of  Eylandt  Street,  Block  6421,  Lot  9,  Annadale, 
Borough  of  Staten  Island. 


700-77-A 

APPLICANT — Jerome  L.  Grushkin,  R.A.,  Richmond  Ven¬ 
ture  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 726  Tallman  Street,  southwest 
corner  of  Lipsett  Avenue,  Block  6321,  Lot  1,  Annadale, 
Borough  of  Staten  Island. 


701-77-A 

APPLICANT — Jerome  L.  Grushkin,  R.A.,  Richmond  Ven¬ 
ture  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 232  Tallman  Street,  south  side, 
80.00'  west  of  Lipsett  Avenue,  Block  6421,  Lot  78,  Anna¬ 
dale,  Borough  of  Staten  Island. 


702-7 7- A 

APPLICANT — Jerome  L.  Grushkin,  R.A.,  Richmond  Ven¬ 
ture  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 236  Tallman  Street,  west  side, 
160  feet  west  of  Lipsett  Avenue,  Block  6421,  Lot  74,  Anna¬ 
dale,  Borough  of  Staten  Island. 


703- 77-A 

APPLICANT — Jerome  L.  Grushkin  for  Richmond  Venture 
Corporation,  owner. 

SUBJECT— Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 242  Tallman  Street,  south  side, 
240  feet  west  of  Lipsett  Avenue,  Block  6421,  Lot  68,  Anna¬ 
dale,  Borough  of  Staten  Island. 

704- 77-A 

APPLICANT— -Jerome  L.  Grushkin  for  Richmond  Venture 
Corporation,  owner. 

SUBJECT— Application  October  25,  1977— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 248  Tallman  Street,  south  side, 
320  feet  west  of  Lipsett  Avenue,  Block  6421,  Lot  62,  Anna¬ 
dale,  Borough  of  Staten  Island. 
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705-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Richmond  Venture 
Corporation,  owner. 

SUBJECT— Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 256  Tallman  Street,  400  feet 
west  of  Lipsett  Avenue,  Block  6421,  Lot  57,  Annadale, 
Borough  of  Staten  Island. 


803-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Simon  Meiteles, 
owner. 

SUBJECT — Application  November  1,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  well  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 730  Edgegrove  Avenue,  south 
side,  290.00  ft.  East  of  Ellsworth  Avenue,  Block  6831, 
Lot  25,  Huguenot,  Borough  of  Staten  Island. 


804-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Simon  Meiteles, 
owner. 

SUBJECT — Application  November  1,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 704  Edgegrove  Avenue,  south¬ 
west  corner  of  Huguenot  Avenue,  Block  6831,  Lot  36, 
Huguenot,  Borough  of  Staten  Island. 


805-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Simon  Meiteles, 
owner. 

SUBJECT — Application  November  1,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 712  Edgegrove  Avenue,  south 
side,  81.12  feet  west  of  Huguenot  Avenue,  Block  6831, 
Lot  31,  Huguenot,  Borough  of  Staten  Island. 


806-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Simon  Meiteles, 
owner. 

SUBJECT— Application  November  1,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 728  Huguenot  Avenue,  north¬ 
west  corner  of  Darlington  Avenue,  Block  6831,  Lot  40, 
Huguenot,  Borough  of  Staten  Island. 


807-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Simon  Meiteles, 
owner. 


SUBJECT — Application  November  1,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 269  Darlington  Avenue,  north 
side,  63.80  feet  west  of  Huguenot  Avenue,  Block  6831, 
Lot  46,  Huguenot,  Borough  of  Staten  Island. 

808- 77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Simon  Meiteles, 
owner. 

SUBJECT— Application  November  1,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 752  Edgegrove  Avenue,  south 
side,  80  feet  east  of  Ellsworth  Avenue,  Block  6831,  Lot 
12,  Huguenot,  Borough  of  Staten  Island. 

809- 77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Simon  Meiteles, 
owner. 

SUBJECT — Application  November  1,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 760  Edgegrove  Avenue,  south¬ 
east  corner  of  Ellsworth  Avenue,  Block  6831,  Lot  1, 
Huguenot,  Borough  of  Staten  Island. 


869- 77-A 

APPLICANT— D.  L.  Jefferson  for  Philip  A.  Hunt  Chem¬ 
ical  Corporation,  owner. 

SUBJECT — Application  November  18,  1977 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  packaging  of 
combustible  mixture  known  as  “GAF  2508  Micro  Imager”, 
in  32  ounce  Polyethylene  bottle  with  plastic  screw  top, 
container  not  in  compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York 

870- 77-A 

APPLICANT — D.  L.  Jefferson  for  Scott  Graphics,  owner. 

SUBJECT — Application  November  18,  1977 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  packaging  of 
combustible  mixture  known  as  “GAF  2507  Toner  Premix”, 
in  32  ounce  Polyethylene  bottle  with  plastic  screw  top, 
container  not  in  compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 

9-78-A 

APPLICANT — M.  Milton  Glass  for  Pennbus  Realty,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  6,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readi¬ 
ness. 

PREMISES  AFFECTED — 571/581  Eighth  Avenue,  north¬ 
west  corner  of  West  38th  Street,  Block  762,  Lot  33,  Bor¬ 
ough  of  Manhattan. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  28,  1978,  10  A.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  February  7  and  February 
14,  1978  were  approved  as  printed  in  the  Bulletin  of  February 
23,  1978,  Volume  63,  Numbers  7  and  8. 

368-58-BZ 

APPLICANT — Lama  and  Vassalotti  for  Spiegel  Oil  Cor¬ 
poration  of  Staten  Island,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  May  11,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7e  and  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  car  wash,  lubritorium,  office  and 
sales,  motor  vehicle  repairs  and  parking  of  cars  awaiting 
service. 

PREMISES  AFFECTED — 5770  Hylan  Boulevard,  south¬ 
west  corner  of  Seguine  Avenue,  Block  6699,  Lot  1,  Princes 
Bay,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Rules  of  procedure  waived,  applica¬ 
tion  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  6,  1959,  on  certain  conditions ;  and 
Whereas,  this  application  was  amended  on  May  11,  1976; 
and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  6,  1959  as  amended  through 
May  11,  1976  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  56-76) 

110-67-BZ 

APPLICANT — Lama  and  Vassalotti  for  Sherman  Firsty, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  31,  1977 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R7-1  district,  the  construction 
and  maintenance  of  a  non-transient  parking  lot. 
PREMISES  AFFECTED — 1817  University  Avenue,  west 
side,  150  feet  north  of  West  Tremont  Avenue,  Block  2879, 
Lot  120,  Borough  of  The  Bronx.  Community  Board  #7BX. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  31,  1967,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  28,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  31, 
1967  as  amended  through  May  23,  1972  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (Alt.  25-67) 

542-69-BZ 

APPLICANT — Atkin  and  Gibson  for  Thomas  Schnider, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  December  9,  1974 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Sections  11-411  and  11-412  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R7-1  district,  the  enlargement  in  area  and  the 
extension  of  the  term  of  variance  of  an  existing  non¬ 
transient  parking  lot  previously  before  the  Board. 
PREMISES  AFFECTED — 3326-3332  Decatur  Avenue,  east 
side,  536.96  feet  south  of  Gun  Hill  Road,  Block  3355,  Lot 
92,  Borough  of  The  Bronx.  Community  Board  #7BX. 
APPEARANCES— 

For  Applicant:  Thomas  Gibson. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  9,  1969,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  28,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  9,  1969  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  on  condition  that  a 
full  width  sidewalk  be  installed  in  compliance  with  the 
specifications  of  the  Dept,  of  Highways ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects,  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.  (Alt.  249-69) 


541-73-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Max  S.  Kadin, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  November  9, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
six  story  multiple  dwelling  that  encroaches  on  the  required 
side  setback. 
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PREMISES  AFFECTED — 490  Clove  Road,  west  side, 
233.24  feet  south  of  Delafield  Avenue,  Block  230,  Lot  54, 
Port  Richmond,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  William  P.  Kain  and  John  Grogan. 
ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  premises  was  the  subject  of  a  court  pro¬ 
ceeding  which  resulted  in  an  order  of  the  courts  on  July  30, 
1975 ;  and 

Whereas,  plans  were  approved  and  construction  permits 
were  obtained  from  the  Building  Dept. ;  and 

Whereas,  the  owner  was  engaged  in  obtaining  a  mortgage 
commitment  during  the  year  of  1976 ;  and 
Whereas,  on  November  9,  1976  the  Board  granted  a  one 
year  extension  of  time  to  complete  work ;  and 

Whereas,  the  former  owner  was  in  default  of  mortgage 
money  payments ;  and 

Whereas,  the  present  owner  is  now  in  possession  of  the 
property  since  November  30,  1976;  and 
Whereas,  the  owner  has  commenced  preparation  of  an 
FHA  Section  2211(d)  (4)  application  in  July  1977 ;  and 
Whereas,  the  Board  feels  that  a  one  year  extension  of  time 
to  complete  work  is  in  order  to  allow  the  present  owner  to 
have  enough  time  to  obtain  financing  without  further  inter¬ 
ruption  ; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  14, 
1974  as  amended  through  November  9,  1976  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read  : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  23-73) 


259-76-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  801  Associates, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  December  7, 
1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Ml-6  district,  the  conversion  of 
a  six  story  store  and  factory  building  into  stores  and  apart¬ 
ments. 

PREMISES  AFFECTED— 55-57  West  26th  Street,  776-780 
Avenue  of  the  Americas,  Block  828,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  7,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  7,  1976  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  772-75) 


340-75-A 

APPLICANT — Martyn  and  Don  Weston  for  Anthenium 
House  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent  re-  lot  line  windows,  height  of 
risers,  egress,  rear  yard  and  ventilation  for  proposed  mul¬ 
tiple  dwelling ;  previously  granted  on  condition. 
PREMISES  AFFECTED — 54  East  11th  Street,  south  side, 
180.10  feet  east  of  University  Place,  Block  562,  Lot  11, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  I.  Donald  Weston  and  Doris  Diether, 
C.  B.  #2M. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1978,  at 
10  A.M.,  Special  Order  Calendar,  for  decision,  hearing 

closed. 


187-53-BZ 

APPLICANT — Harry  Levy  for  Colgate  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  21,  1978 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7e  and  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  motor  vehicle  repair  shop,  painting, 
welding  and  office;  and  permitting  the  parking  and  storage 
of  motor  vehicles  on  the  unbuilt  portion  of  the  lot. 

PREMISES  AFFECTED — 970  Colgate  Avenue,  east  side, 
142.84  feet  south  of  Bruckner  Boulevard,  Block  3649,  Lot 
27,  Borough  of  The  Bronx.  Community  Board  #9BX. 
APPEARANCES— 

For  Applicant :  Harry  Levy. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  10 
A.M.,  Special  Order  Calendar,  for  decision,  hearing  closed. 


143-58-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Aquila  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  5, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  a  Cl -2  district,  at  an  existing 
automotive  service  station  with  accessory  uses  previously 
before  the  Board,  the  enlargement  in  area  of  the  accessory 
building  and  the  erection  of  a  canopy  and  sign  over  the 
pump  islands. 

PREMISES  AFFECTED — 1574-1596  Hutchinson  River 
Parkway,  southeast  corner  of  Middletown  Road,  Block 
5386,  Lots  1,  2,  3,  6,  7  and  8,  Borough  of  the  Bronx.  Com¬ 
munity  Board  #10BX. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  March  21  1978,  at 
10  A.M.,  Special  Order  Calendar,  for  decision,  hearing 
closed. 
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661-65-BZ 

APPLICANT — Peter  Casini  for  Mario  Di  Filippo,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  November  16,  1975 — decision  of  the  Bor¬ 
ough  Superintendent ;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  a  C2-2  and  R3-2  district,  the  enlargement  in  area  of  an 
existing  automobile  sales  lot  and  the  addition  to  the  uses 
to  include  accessory  storage  of  automobiles. 

PREMISES  AFFECTED — 129-04  Merrick  Boulevard, 
southwest  corner  of  129th  Avenue,  Block  12538,  Lots  138, 
146,  149  and  151,  Springfield  Gardens,  Borough  of  Queens. 
Community  Board  #12Q. 

APPEARANCES— 

For  Applicant :  Peter  Casini. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
10  A.M.,  Special  Order  Calendar,  for  decision,  hearing 
closed. 


593-72-BZ 

APPLICANT — Diffendale  and  Kubec  for  Richmond  Me¬ 
morial  Hospital  and  Health  Center,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  October  19, 
1977-^decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  installation 
of  an  accessory  sewage  treatment  plant  for  an  existing 
hospital. 

PREMISES  AFFECTED— 360  Seguine  Avenue,  northwest 
corner  of  Kingsland  Street,  Block  6699,  Lot  82,  Princes 
Bay,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Peter  W.  Diffendale. 

ACTION  OF  BOARD— Laid  over  to  March  21  1978,  at 
10  A.M.,  Special  Order  Calendar,  for  decision,  hearing 
closed. 


461-77-BZ 

APPLICANT — Stanley  Shapiro  for  Equitable  Funding  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  1,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
two  story  enlargement  to  a  two  family  dwelling  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
encroachment  into  the  required  rear  yard. 

PREMISES  AFFECTED — 494  State  Street,  south  side, 
120.3  feet  west  of  Third  Avenue,  Block  179,  Lot  22,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #2BK. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
10  A.M.,  for  continued  hearing  at  the  request  of  the 
applicant. 


503-77-BZ 

APPLICANT — Walter  T.  Gorman  for  Natalia  Commerce, 
Incorporated,  owner. 

SUBJECT — Application  July  26,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  reconstruction 
and  rehabilitation  of  an  existing  automotive  service  station 
with  accessory  uses  previously  before  the  Board. 


PREMISES  AFFECTED— 142-18  Rockaway  Boulevard 
and  126-01/09  142nd  Street,  southeast  corner,  Block  12059, 
Lot  7,  South  Ozone  Park,  Borough  of  Queens.  Com¬ 
munity  Board  #12Q. 

APPEARANCES— 

For  Applicant:  Carl  A.  Sulfaro. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
10  A.M.,  for  decision;  hearing  closed. 


518-77-BZ 

APPLICANT — Diffendale  and  Kubec  for  WPOW,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  August  2,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  SRD  district, 
the  enlargement  in  area  and  conversion  of  a  community 
facility  radio  studio  and  tower  into  a  commercial  radio 
studio  that  does  not  comply  with  the  special  district  regu¬ 
lation  for  sidewalks  and  landscaping. 

PREMISES  AFFECTED — 1111  Woodrow  Road,  south 
side  628.01  feet  east  of  Powell  Avenue,  Block  6110,  Lot  204, 
Huguenot,  Borough  of  Staten  Island.  Community  Board 
#3S.I. 

APPEARANCES— 

For  Applicant :  Peter  W.  Diffendale. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
10  A.M.,  for  hearing. 


576-77-BZ 

APPLICANT — Peter  A.  Williams  for  Bay  Colony  Property 
Company,  owner,  106  Cloverdale  Realty  Corporation,  lessee. 
SUBJECT — Application  August  24,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-4  district,  the  erection  of  two 
additional  stories  on  a  one  story  commercial  structure  and 
the  conversion  into  residential  use. 

PREMISES  AFFECTED— 689,  691  and  693  Washington 
Street,  east  side,  51  feet  north  of  Charles  Street,  Block 
632,  Lots  3,  4  and  5,  Borough  of  Manhattan.  Community 
Board  #2M. 

APPEARANCES— 

For  Applicant :  Peter  A.  Williams,  Doris  Diether,  C.  B. 

#2M  and  Peter  Franzese. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1978,  at  10 
A.M.,  for  decision,  hearing  closed. 


604-77-BZ 

APPLICANT — Weinberg  and  Kirshenbaum  for  Bernard 
Wolff,  owner. 

SUBJECT — Application  September  7,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  (op)  district,  the  main¬ 
tenance  of  an  enlargement  to  an  existing  warehouse  and 
catering  establishment  that  encroaches  on  the  required  yard 
along  a  district  boundary. 

PREMISES  AFFECTED — 2421  McDonald  Avenue,  east 
side,  265.11^5  feet  south  of  Village  Road  South,  Block  7150, 
Lot  48,  Borough  of  Brooklyn.  Community  Board  #15BK. 

APPEARANCES— 

For  Applicant :  Harold  Weinberg. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
10  A.M.,  for  decision;  additional  information;  hearing 
closed. 
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845-77-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Recycling  for  Hous¬ 
ing  Partnership,  Contract  Vendee. 

SUBJECT — Application  November  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  Ml-5  district,  the  conversion  of 
an  existing  five  story  building  from  lofts  into  a  multiple 
dwelling. 

PREMISES  AFFECTED— 603-609  Washington  Street, 
622-624  Greenwich  Street,  northwest  corner,  Block  602, 

#2M. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff,  Alan  S.  Kisseloff, 
Doris  Diether,  C.  B.  #2,  Jerome  Kritchmer  and  Gerald 
Hallissy. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 


846-77-A 

APPLICANT — Samuel  J.  Kisseloff  for  Recycling  for  Hous¬ 
ing  Partnership,  Contract  vendee. 

SUBJECT — Application  November  15,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  fire 
balconies  without  doors  and  without  three  foot  extension 
of  two  hour  fire  rated  material. 

PREMISES  AFFECTED — 603-609  Washington  Street, 
622-624  Greenwich  Street,  northwest  corner,  Block  602, 
Lots  30,  44,  Borough  of  Manhattan. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 


859-77-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Unique  Restorations, 
Incorporated,  Contract  Vendee. 

SUBJECT — Application  November  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  the  enlargement 
in  area  conversion  of  an  existing  hospital  into  a  10  story 
multiple  dwelling  that  will  increase  the  degree  of  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio,  lot  area  per 
room,  rear  yard  encroachment  and  creates  non-compliance 
on  the  inner  court  area  and  minimum  distance  between 
windows  and  lot  lines. 

PREMISES  AFFECTED— 168-170  West  76th  Street,  south 
side,  120  feet  east  of  Amsterdam  Avenue,  Block  1147,  Lot 
59,  Borough  of  Manhattan.  Community  Board  #7M. 
APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff,  Alan  S.  Kisseloff, 
Alan  Sackman,  Stephen  Jacobs  and  Herbert  A.  Harkauy. 
For  Opposition :  Ruth  Messinger. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
10  A.M.,  for  continued  hearing,  additional  information. 


860-77-A 

APPLICANT — Samuel  J.  Kisseloff  for  Unique  Restorations, 
Incorporated,  Contract  Vendee. 

SUBJECT — Application  November  1,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  access  and 
egress. 

PREMISES  AFFECTED — 168-170  West  76th  Street,  south 
side,  120  feet  east  of  Amsterdam  Avenue,  Block  1147,  Lot 
59,  Borough  of  Manhattan. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
10  A.M.,  for  continued  hearing,  additional  information. 


874- 77-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Beekman  Associates, 
Contract  Vendee. 

SUBJECT — Application  November  22,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  conversion  of 
an  existing  seven  story  building  from  a  gymnasium  into  a 
multiple  dwelling  that  will  create  compliance  in  the  required 
open  space,  outer  court,  distance  between  windows  and  lot 
lines  and  rear  yard  encroachment. 

PREMISES  AFFECTED — 301  East  52nd  Street,  north 
side,  71  feet  east  of  East  Second  Avenue,  Block  1345,  Lot  5, 
Borough  of  Manhattan.  Community  Board  #6M. 
APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Alan  S.  Kisseloff,  Sy 
Churgin  and  Harvey  Katz. 

For  Opposition:  James  P.  Mitchell. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 

875- 77-A 

APPLICANT — Samuel  J.  Kisseloff  for  Beekman  Associates, 
Contract  Vendee. 

SUBJECT — Application  November  22,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED— 301  East  52nd  Street,  north 
side,  71  feet  east  of  Second  Avenue,  Block  1345,  Lot  5, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Alan  S.  Kisseloff,  Sy 
Churgin  and  Harvey  Katz. 

For  Opposition :  James  P.  Mitchell. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 


898-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Angelo 
Domingo,  owner. 

SUBJECT — Application  November  23,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  two  story  building 
to  expand  the  first  floor  retail  store  that  encroaches  on 
the  required  side  yard  and  the  maintenance  of  the  second 
floor  apartment. 

PREMISES  AFFECTED — 925  Crescent  Street,  east  side, 
191  feet  south  of  Stanley  Avenue,  Block  4529,  Lots  48  and 
49,  Borough  of  Brooklyn.  Community  Board  #5BK. 

APPEARANCES— 

For  Applicant:  Harriet  Jacobs. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 


936-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Roseman,  Colin, 
et  al  for  487  Park  Avenue  Corporation,  Contract  Vendee. 

SUBJECT — Application  December  8,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C5-3R  district,  the  erec¬ 
tion  of  a  twenty  five  story  store  and  office  building  that 
exceeds  the  permitted  floor  area  ratio,  penetrates  the  sky 
exposure  plane  and  without  the  required  accessory  loading 
berth. 
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PREMISES  AFFECTED — 487-499  Park  Avenue,  southeast 
corner  of  East  59th  Street,  Block  1313,  Lot  4,  Borough  of 
Manhattan.  Community  Board  #5M. 
APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Howard  A.  Zipser, 
I.  M.  Pei,  James  Freed,  Bernard  Rice  and  George  Klein. 
For  Opposition :  Alan  B.  Katz. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1978,  at 
10  A.M.,  for  continued  hearing;  additional  information. 


937-77-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman  Colin 
et  al  for  487  Park  Avenue  Corporation,  Contract  Vendee. 
SUBJECT — Application  December  8,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  open¬ 
ings  in  exterior  walls,  located  on  side  lot  line. 
PREMISES  AFFECTED— 487-499  Park  Avenue,  south¬ 
east  corner  of  East  59th  Street,  Block  1313,  Lot  4,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Howard  A.  Zipser, 
I.  M.  Pei,  James  Freed,  Bernard  Rice  and  George  Klein. 
For  Opposition:  Alan  B.  Katz. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
10  A.M.,  for  continued  hearing;  additional  information. 


981-77-BZ 

APPLICANT — Stein,  Davidoflf,  Malito  and  Katz  for  Con¬ 
solidated  Edison  of  New  York,  Incorporated,  owner,  Gym¬ 
nastic  Enterprises,  Incorporated,  lessee. 

SUBJECT — Application  December  20,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R8  district, 
the  erection  of  a  one  story  structure  for  use  as  a  physical 
culture  establishment  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED — 405-411  East  73rd  Street,  north 
side,  113  feet  east  of  First  Avenue,  Block  1468,  Lot  5, 
Borough  of  Manhattan.  Community  Board  #8M. 
APPEARANCES— 

For  Applicant :  Sid  Davidoff  and  M.  Elkind. 

For  Opposition :  Mortimer  M.  Rothstein  and  Nat  Rosen. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 


982-77-A 

APPLICANT — Stein,  Davidoff,  Malito  and  Katz  for  Con¬ 
solidated  Edison  Company  of  New  York,  Incorporated, 
owner,  Gymnastic  Enterprises,  Incorporated,  lessee. 
SUBJECT — Application  December  20,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  frontage 
separation  from  interiors  lot  line. 

PREMISES  AFFECTED — 405-411  East  73rd  Street, 
north  side,  113  feet  east  of  First  Avenue,  Block  1468, 
Lot  5,  Borough'  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sid  Davidoff  and  M.  Elkind. 

For  Opposition :  Mortimer  M.  Rothstein  and  Nat  Rosen. 
ACTION  OF  BOARD — Laid  over  to  March  7,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 


113-77-BZ 

APPLICANT — Nathan  B.  Silberman  for  Brownstone  Equi¬ 
ties,  owner. 

SUBJECT — Application  March  2,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  an  R7-2  district,  the  conversion  of 
a  four  story  building  from  a  school  into  a  multiple  dwelling 
that  creates  non-compliance  in  floor  area  ratio  and  lot  area 
per  room. 

PREMISES  AFFECTED— 163-165  West  73rd  Street, 
north  side,  167  feet  east  of  Amsterdam  Avenue,  Block  1145, 
Lot  8,  Borough  of  Manhattan.  Community  Board  #7M. 
APPEARANCES— 

For  Applicant :  Alan  S.  Kisseloff. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  27,  1977,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  18,  1977 ;  then  to  November  9, 
1977 ;  then  to  December  6,  1977 ;  then  to  January  10,  1978; 
then  to  January  31,  1978;  then  to  February  14,  1978;  then  to 
February  28,  1978;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  24,  1977,  acting  on  Alt.  Applic.  #386/1976, 
reads : 

“A28.  The  proposed  FAR  is  in  excess  of  that  per¬ 
mitted  in  Section  23-142  Z.R. 

A29.  The  proposed  number  of  zoning  rooms  is  in 
excess  of  that  permitted  in  Section  23-223  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  limited  to  the  objection  cited,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  Section  72-21  of  the 
Zoning.  Resolution,  to  permit  in  an  R7-2  district,  the  con¬ 
version  of  a  four-story  building  from  a  school  into  a  multiple 
dwelling  that  creates  noncompliance  in  floor  area  ratio  and 
lot  area  per  room  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  as  they  apply  to  the  objection 
above  noted,  filed  with  this  application,  marked  ‘‘Received 
March  2,  1977”,  9  sheets,  and  “February  27,  1978”,  10  sheets; 
and  on  further  condition  that  this  variance  shall  be  limited 
to  a  term  of  5  years;  that  the  office  on  the  basement  level 
be  restricted  to  real  estate  office  and  the  office  in  the  cellar 
be  restricted  to  accessory  management  office ;  that  there 
shall  be  no  living  or  sleeping  in  the  cellar  or  attic  areas; 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


640-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
Et  al  for  Pandrum  Corporation,  82  East  Corporation,  82 
Rehabilitation  Company,  Incorporated,  Avenue  Renovation 
Corporation,  210  East  82nd  Corporation,  200  East  82nd 
Associates,  owners. 

SUBJECT — Application  September  20,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C1-9(R10)  and  R8  district,  on  a 
plot  with  two  six  story  structures,  the  erection  of  a  28 
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story  mixed  building  that  exceeds  the  adjusted  floor  area 
ratio,  has  less  than  the  required  lot  area  per  room  and 
accessory  parking  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED— 1443-1451  Third  Avenue  and 
200-216  East  82nd  Street,  southeast  corner,  Block  1527,  Lot 
41,  Borough  of  Manhattan.  Community  Board  #8M. 
APPEARANCES— 

For  Applicant:  Howard  A.  Zipser. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  14,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  28,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1977,  acting  on  N.B.  Applic.  #24/1977, 
reads : 

“1.  Proposed  buildings  are  contrary  to  Section  77-22 
ZR  since  they  exceed  permitted  FAR. 

2.  Proposed  new  building  is  contrary  to  Section 
77-25  ZR  since  it  will  exceed  permitted  no.  of  zoning 
rooms. 

3.  Proposed  new  building  is  contrary  to  Section 
77-29  and  23-65  ZR  since  it  does  not  have  required 
setbacks. 

4.  Proposed  new  building  is  contrary  to  Section 
23-711  ZR  since  it  does  not  have  required  distance 
between  buildings  on  same  zoning  lot. 

5.  Proposed  buildings  are  contrary  to  Section  77-321 
ZR  and  36-332  ZR  since  it  does  not  have  required  no. 
of  parking  spaces.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-9  (RIO)  and  R8  district,  on  a 
plot  with  two,  6-story  buildings,  the  erection  of  a  28-story 
mixed  building  that  exceeds  the  adjusted  floor  area  ratio, 
has  less  than  the  required  lot  area  per  room  and  accessory 
parking  and  penetrates  the  sky  exposure  plane  on  condition 
that  all  work  shall  substantially  conform  to  drawings  as  they 
apply  to  the  objection,  above  noted,  filed  with  this  application, 
marked  “Received  September  20,  1977”,  one  sheet,  and  “Jan¬ 
uary  12,  1978”,  3  sheets;  and  on  further  condition  that  prior 
to  the  issuance  of  a  Certificate  of  Occupancy,  a  plan  be  sub¬ 
mitted  to  this  Board  to  indicate  the  development  and  facilities 
within  the  plaza  area ;  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


811-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
Freund,  Lewis  and  Cohen  for  Ben  Caiola,  owner. 
SUBJECT — Application  November  2,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C5-2  district, 


the  conversion  of  an  existing  twelve  store  and  penthouse 
structure  from  store  and  factory  in  a  mixed  building  that 
will  have  less  than  the  required  lot  area  per  room,  en¬ 
croaches  on  the  required  rear  yard  and  on  the  distance 
between  windows  and  lot  lines. 

PREMISES  AFFECTED— 31-37  East  31st  Street,  north 
side,  151.5)4  feet  east  of  Madison  Avenue,  Block  861,  Lot 
27,  Borough  of  Manhattan.  Community  Board  #5M. 
APPEARANCES— 

For  Applicant:  Howard  A.  Zipser,  Sy  Churgin  and  Ali 
Kalmian. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  .-  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  21,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  28,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  21,  1977,  acting  on  Alt.  Applic.  #862/1977, 
reads : 

“1.  Proposed  conversion  is  contrary  to  Sec.  23-223 
Z.R.,  since  it  exceeds  permitted  no.  of  zoning  rooms. 

2.  Proposed  multiple  dwelling  which  does  not  have 
a  30'  rear  yard  is  contrary  to  Sec.  23-47  Z.R. 

3.  Proposed  multiple  dwelling  which  does  not  have 
a  30'  distance  between  req.  windows  and  lot  lines  is 
contrary  to  Sec.  23-861  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted ,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-2  district,  the  conversion 
of  an  existing  12-story  and  penthouse  structure  from  store 
and  factory  into  a  mixed  building  that  will  have  less  than 
the  required  lot  area  per  room,  encroaches  on  the  required 
rear  yard  and  on  the  minimum  distance  between  windows 
and  lot  lines  on  condition  that  all  work  shall  substantially 
conform  to  drawings  as  they  apply  to  the  objection,  above 
noted,  filed  with  this  application,  marked  “Received  Novem¬ 
ber  2,  1977”,  7  sheets,  and  “February  24,  1978”,  one  sheet; 
and  on  further  condition  that  a  smoke  detection  device  be 
installed  in  each  apartment  in  accordance  with  Article  7B 
of  the  .  Multiple.  Dwelling  Law ;  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


812-77-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
Freund,  Lewis  and  Cohen  for  Ben  Caiola,  owner. 

SUBJECT — Application  November  2,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  dwell¬ 
ing  Law — rear  yard. 

PREMISES  AFFECTED — 31-37  East  31st  Street,  north 
side,  151.5)4  feet  east  of  Madison  Avenue,  Block  861,  Lot 
27,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Howard  A.  Zipser,  Sy  Churgin  and  Ali 
Kalimin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  21,  1977,  on  Alt.  Applic.  #862/77,  reads: 

“4.  Proposed  multiple  dwelling  which  does  not  have 
a  30'  rear  yard  with  access  thereto  to  light  and  ventilate 
living-rooms  is  contrary  to  Sec.  26  30  M.D.L.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  21,  1977,  acting  on  Alt.  Applic.  #862/77, 
Objection  No.  4,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
conform  to  the  resolution  adopted  this  date  under  Calendar 
Number  81 1-77-BZ ;  and  that  all  other  laws,  rules  and  regu¬ 
lations  be  complied  with. 


899-77-B  Z 

APPLICANT — Leonard  F.  Rothkrug  for  Trinity  Lutheran 
Church  of  Middle  Village,  Long  Island,  owner. 

SUBJECT — Application  November  29,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  on  a  plot  with 
an  existing  parish  house  and  the  erection  of  an  enlargement 
for  use  as  a  Church  that  will  encroach  on  the  required  front 
yard. 

PREMISES  AFFECTED— 63-73  81st  Street,  northeast 
corner  of  Penelope  Avenue,  Block  2992,  Lot  48,  Middle 
Village,  Borough  of  Queens.  Community  Board  #5Q. 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  21,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  28,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  9,  1977,  acting  on  Alt.  Applic.  #934/1977, 
reads : 

“1.  Proposed  construction  in  required  yard  in  an 
R-4  zone  district  is  contrary  to  Section  24-34  and  Section 
24-33  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 


limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R4  district,  on  a  plot  with  an  existing 
parish  hall,  the  erection  of  an  enlargement  for  use  as  a 
Church  that  will  encroach  on  the  required  front  yard  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  as  they  apply  to  the  objection,  above  noted,  filed  with 
this  application,  marked  “Received  November  29,  1977”,  7 
sheets,  and  “February  24,  1978”,  2  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


938-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenmann 
Colin  Freund  Lewis  and  Cohen  for  Abi  Kilimian,  owner. 
SUBJECT — Application  December  8,  1977 — decision  of  the 
Borough  Superintendent  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  Ml -5  district  the  con¬ 
version  of  an  existing  twelve  story  building  from  manufac¬ 
turing  lots  into  a  non-conforming  mixed  building. 
PREMISES  AFFECTED— 12-16  East  22nd  Street,  south 
side.  148.554  feet  east  of  Broadway.  Block  850,  Lot  64, 
Borough  of  Manhattan.  Community  Board  #5M. 

APPEARANCES— 

For  Applicant:  Howard  A.  Zipser,  Sy  Churgin  and  Abi 
Kalimian. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  21,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  28,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  29,  1977,  acting  on  Alt.  Applic.  #861/1977, 
reads : 

“1.  Proposed  multiple  dwelling  (UG2)  is  not  per¬ 
mitted  as  of  right  in  an  Ml-5  zone  and  is,  therefore,  con¬ 
trary  to  Sec.  42-00  ZR.  (There  are  no  residential  bulk 
of  parking  regulations.)” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  Ml-5  district,  the  conversion  of  an 
existing  12-story  building  from  manufacturing  lofts  into  a 
nonconforming  mixed  building  on  condition  that  all  work 
shall  substantially  conform  to  drawings  as  they  apply  to  the 
objection,  above  noted,  filed  with  this  application,  marked 
“Received  December  8,  1977”,  15  sheets;  and  on  further  con¬ 
dition  that  a  smoke  detection  device  be  installed  in  each 
apartment  in  accordance  with  Article  7B  of  the  Multiple 
Dwelling  Law;  and  that  all  laws,  rules  and  regulations  appli¬ 
cable  be  complied  with,  and  that  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 
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939-77-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
Fruend,  et  al  for  Abi  Kalimian,  owner. 

SUBJECT — Application  December  6,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  dwell¬ 
ing  law. 

PREMISES  AFFECTED — 12-16  East  22nd  Street,  south 
side,  148.5 J4  feet  east  of  Broadway,  Block  850,  Lot  64, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  A.  Zipser,  Sy  Churgin  and  Abi 
Kalimian. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  29,  1977,  on  Alt.  Applic.  #861/77,  reads: 

“2.  Proposed  multiple  dwelling  which  does  not  have 
a  30'  rear  yard  with  access  thereto,  used  to  light  and 
ventilate  living  rooms  is  contrary  to  Sec.  26  and  30 
M.D.L.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  29,  1977,  acting  on  Alt.  Applic.  #861/77, 
Objection  No.  2,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
conform  to  the  resolution  adopted  this  date  under  Calendar 
Number  938-77-BZ ;  and  that  all  other  laws,  rules  and  regu¬ 
lations  be  complied  with. 

Adjourned:  2:30  P.M. 

Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  28,  1978  2  P.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

66-43-SM 

APPLICANT — P  and  F  Corbin,  Division  of  Emhart  Cor¬ 
poration,  owner. 

SUBJECT — Revocation  of  Corbin  panic  bolt. 

APPEARANCES—  • 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  _  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  ap¬ 
plicant  on  July  27,  1943;  and 

Whereas,  the  Board  has  attempted  to  reach  this  appli¬ 
cant  in  order  to  verify  that  the  material  was  being  manu¬ 
factured  in  accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  on  May  16, 
1977  at  the  address  on  file  with  the  Board  has  not  been  re¬ 


turned  by  the  Post  Office  Department  nor  acknowledged  by 
the  addressee ;  and 

Whereas,  a  fourteen  day  notice  of  this  hearing  has  been 
mailed  to  the  applicant; 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

547-43-SM 

APPLICANT — Albi  Chemical  Corporation,  owner. 
SUBJECT — Revocation  of  flameproof  compound. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

TFIE  RESOLUTION— 


Whereas,  the  original  approval  was  granted  to  the  ap¬ 
plicant  on  December  14,  1943 ;  and 
Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  on  May  23, 
1977  at  the  address  on  file  with  the  Board  has  not  been  re¬ 
turned  by  the  Post  Office  Department  nor  acknowledged  by 
the  addressee;  and 

Whereas,  a  fourteen  day  notice  of  this  hearing  has  been 
mailed  to  the  applicant ; 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


261-54-SM 

APPLICANT — Dur-O-Wal,  Incorporated,  Division  of  Geni- 
mar,  Incorporated,  owner. 

SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
261-54-SM  :  Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Dur-O-Wal,  Incorporated,  Division  of  Genimar,  Incorpo¬ 
rated,  Baltimore,  Maryland,  requests  that  the  resolution 
adopted  January  21,  1958  and  as  amended  at  various  times 
through  January  13,  1970  under  Calendar  Number  261-54-SM 
be  reopened  and  amended  so  as  to  show  a  change  of  corpo¬ 
rate  name. 

PROPOSED  USE:  Metal  reinforcing  for  use  in  masonry 
walls. 

DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  Dur-O-Wal  Products,  Division  of 
Genimar,  Incorporated  to  Dur-O-Wal,  Incorporated,  Divi¬ 
sion  of  Genimar,  Incorporated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  21,  1958  and  as 
amended  at  various  times  through  January  13,  1970  under 
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Calendar  Number  261-54-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  corporate  name,  new  corporate  name 
being  Dur-O-Wal,  Incorporated,  Division  of  Genimar,  In¬ 
corporated  on  condition  that  all  uses  and  installations  of  the 
metal  reinforcing  shall  comply  with  the  applicable  require¬ 
ments  of  the  Building  Code  of  the  City  of  New  York  and 
the  original  resolution  and  previous  amendments  adopted 
under  this  Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  corpo¬ 
rate  name,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


694-64-SM 

APPLICANT — Marino  Industries  Corporation,  owner. 
SUBJECT — Additional  uses  of  steel  studs. 

APPEARANCES— 

For  Applicant :  Dennis  J.  Rossi. 

ACTION  OF  BOARD — Application  reopened  and  Resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
694-64-SM  :  Amendment  to  resolution  to  include  additional 
uses  of  steel  studs. 

Marino  Industries  Corporation,  Westbury,  New  York,  re¬ 
quested  that  the  resolution  adopted  September  28,  1965  and 
amended  through  March  12,  1974  under  Calendar  Number 
694-64-SM  be  reopened  and  amended  to  include  additional 
uses  of  steel  studs. 

PROPOSED  USE:  Steel  studs  as  components  of  fire  rated 
wall  assembly. 

DESCRIPTION :  The  previously  approved  Stud-Rite  Steel 
Studs,  Type  DW,  are  2^2  or  inches  wide,  with  1  &/ a" 
legs.  They  are  25  gauge  galvanized  steel,  with  cut  outs  for 
conduits. 

The  additional  use  of  the  studs  is  as  a  component  of  the 
non-load  bearing,  two  hour  fire  rated  wall  assembly  described 
by  Underwriters’  Laboratories  Design  No.  U411. 
INSPECTION  AND  TEST:  U.  L.  Design  No.  U411  has 
been  tested  and  approved  by  U.  L.  with  a  two  hour  fire 
rating.  The  previously  approved  Stud-Rite  studs  meet  the 
specifications  of  the  studs  of  the  fire  rated  assembly.  Reference 
Standard  RS  5-1  of  the  Building  Code  establishes  the  use  of 
approved  materials  with  the  appropriate  specifications  as 
components  of  approved  assemblies. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  28,  1965  and 
amended  through  March  12,  1974  under  Calendar  Number 
694-64-SM  be  reopened  and  amended  to  include  the  use  of 
Stud-Rite  Steel  Studs,  Type  DW,  as  components  of  the  two 
hour  fire  rated  wall  assembly  described  by  Underwriters’ 
Laboratories  Design  No.  U411  on  condition  that  all  uses, 
locations,  and  installations  shall  comply  with  the  applicable 
requirements  of  the  Building  Code  of  the  City  of  New  York, 
RS  5-1,  the  Gypsum  Association  Manual,  and  the  original 
resolution  and  previous  amendments  adopted  under  this 
Calendar  Number. 

Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  uses  of  the  studs  in  the  assembly  shall  include 
a  demonstration  of  the  required  compliances  cited  above  shall 
include  illustrative  and  graphic  materials  which  satisfactorily 
describe  the  uses  of  the  studs  and  shall  state  that  the  studs  are 
approved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  694-64-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
under  this  Calendar  Number.  Failure  to  notify  the  Board 
of  change  of  ownership,  change  of  corporate  name,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


240-65-SM 

APPLICANT — Aeroquip  Corporation,  Subsidiary  of  Libbey- 
Owens-Ford  Company,  Gustin-Bacon  Division,  owner. 
SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
240-65-SM :  Amendment  to  resolution  so  as  to  show  a 
change  of  corporate  name. 

Aeroquip  Corporation,  Subsidiary  of  Libbey-Owens-Ford 
Company,  Gustin-Bacon  Division,  Barco  Plant,  Barrington, 
Illinois,  requests  that  the  resolution  adopted  May  8,  1973 
under  Calendar  Number  240-65-SM  be  reopened  and  amended 
so  as  to  show  a  change  of  corporate  name. 

PROPOSED  USE:  Expansion  joints  for  piping. 
DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  Aeroquip  Corporation,  Subsidiary  of 
Libbey-Owens-Ford  Company,  Barco  Division  to  Aeroquip 
Corporation,  Subsidiary  of  Libbey-Owens-Ford  Company, 
Gustin-Bacon  Division,  Barco  Plant. 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  8,  1973  under  Calen¬ 
dar  Number  240-65-SM  be  reopened  and  amended  so  as  to 
show  a  change  of  corporate  name,  new  corporate  name  being 
Aeroquip  Corporation,  Subsidiary  of  Libbey-Owens-Ford 
Company,  Gustin- Bacon  Division,  Barco  Plant  on  condition 
that  all  uses  and  installations  of  the  expansion  joints  shall 
comply  with  the  applicable  requirements  of  the  Building  Code 
of  the  City  of  New  York  and  the  original  resolution  adopted 
under  this  Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


920-67-SM 

APPLICANT — Dur-O-Wal,  Incorporated,  Division  of  Gen- 
imar,  Incorporated  owner. 

SUBJECT — Change  of  corporate  name. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
920-67-SM  :  Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Dur-O-Wal,  Incorporated,  Division  of  Genimar,  Incor¬ 
porated,  Baltimore,  Maryland,  requests  that  the  resolution 
adopted  June  18,  1968  and  as  amended  through  May  30,  1972 
under  Calendar  Number  920-67-SM  be  reopened  and  amended 
so  as  to  show  a  change  of  corporate  name. 

PROPOSED  USE:  Ties  to  bond  wythes  of  masonry  walls. 
DESCRIPTION  :  The  applicant  requests  that  the  corporate 
name  be  changed  from  Dur-O-Wal  Products,  Division  of 
Genimar  Incorporated  to  Dur-O-Wal,  Incorporated,  Division 
of  Genimar,  Incorporated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  18,  1968  and  as 
amended  through  May  30,  1972  under  Calendar  Number 
920-67-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  corporate  name,  new  corporate  name  being  Dur-O-Wal, 
Incorporated,  Division  of  Genimar,  Incorporated  on  condi¬ 
tion  that  all  uses  and  installations  of  the  ties  shall  comply 
with  the  applicable  requirements  of  the  Building  Code  of 


the  City  of  New  York  and  the  original  resolution  and  pre¬ 
vious  amendments  adopted  under  this  Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


270-68-SM 

APPLICANT— Dur-O-Wal,  Incorporated,  Division  of  Gen¬ 
imar,  Incorporated,  owner. 

SUBJECT — Change  of  corporate  name. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
270-68-SM :  Amendment  to  resolution  so  as  to  show  a 
change  of  corporate  name. 

Dur-O-Wal,  Incorporated,  Division  of  Genimar,  Incor¬ 
porated,  Baltimore,  Maryland,  requests  that  the  resolution 
adopted  May  6,  1969  and  as  amended  January  13,  1970  under 
Calendar  Number  270-68-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  corporate  name. 

PROPOSED  USE:  Metal  reinforcement  to  bond  wythes  in 
masonry  construction. 

DESCRIPTION :  The  applicant  requests  that  the  corporate 
name  be  changed  from  Dur-O-Wal  Products,  Division  of 
Genimar,  Incorporated  to  Dur-O-Wal  Incorporated,  Division 
of  Genimar,  Incorporated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  6,  1969  and  as  amended 
January  13,  1970  under  Calendar  Number  270-68-SM  be 
reopened  and  amended  so  as  to  show  a  change  of  corporate 
name,  new  corporate  name  being  Dur-O-Wal,  Incorporated, 
Division  of  Genimar,  Incorporated  on  condition  that  all 
uses  and  installations  of  the  metal  reinforcement  shall  comply 
with  the  applicable  requirements  of  the  Building  Code  of 
the  City  of  New  York  and  the  original  resolution  and  pre¬ 
vious  amendment  adopted  under  this  Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
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Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farrxcker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


63-70-SA 

APPLICANT — Singer,  American  Meter  Division,  owner. 
SUBJECT — Change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant:  John  D.  VanNorden 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
63-70-SA :  Amendment  to  resolution  so  as  to  show  a  change 
of  owner-manufacturer. 

Singer,  American  Meter  Division,  Clark,  New  Jersey, 
requests  that  the  resolution  adopted  December  8,  1970  under 
Calendar  Number  63-70-SA  be  reopened  and  amended  so  as 
to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Regulation  of  gas  line  pressure. 
DESCRIPTION :  The  applicant  has  submitted  an  affidavit 
stating  that  the  American  Meter  Company  was  merged  into 
the  Singer  Company  and  that  the  new  corporate  name  is 
Singer,  American  Meter  Division.  Further,  the  gas  service 
regular  will  continue  to  be  marketed  as  “The  Reliance  Series 
1800  B  domestic  regulators  and  Series  1800  and  2000  indus¬ 
trial  regulators”. 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  8,  1970  under 
Calendar  Number  63-70-SA  be  reopened  and  amended  so  as 
to  show  a  change  of  owner-manufacturer,  new  owner-manu¬ 
facture  being  Singer,  American  Meter  Division  and  to  con¬ 
tinue  to  market  the  gas  service  regulator  as  “the  Reliance 
1800  B  domestic  regulators  and  Series  1800  and  2000  in¬ 
dustrial  regulators”  on  condition  that  all  uses  and  installa¬ 
tions  of  the  regulators  shall  comply  with  the  applicable 
requirements  of  the  Building  Code  of  the  City  of  New  York 
and  of  the  original  resolution  adopted  under  this  Calendar 
Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 


Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


353-76-SM 

APPLICANT — Superior  Fireplace  Company,  Mobex  Cor¬ 
poration,  owner. 

SUBJECT — Change  of  corporate  name. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
353-76-SM  :  Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

Superior  Fireplace  Company,  Mobex  Corporation,  Fuller¬ 
ton,  California,  requests  that  the  resolution  adopted  May  11, 
1976  under  Calendar  Number  353-76-SM  be  reopened  and 
amended  so  as  to  show  a  change  of  corporate  name. 
PROPOSED  USE:  Factory  built  fireplace. 
DESCRIPTION  :  The  applicant  requests  that  the  corporate 
name  be  changed  from  Superior  Fireplace  Company  to 
Superior  Fireplace  Company,  Mobex  Corporation. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  11,  1976  under  Cal¬ 
endar  Number  353-76-SM  be  reopened  and  amended  so  as 
to  show  a  change  of  corporate  name,  new  corporate  name 
being  Superior  Fireplace  Company,  Mobex  Corporation  on 
condition  that  the  factory  build  fireplaces  shall  be  used  only 
in  buildings  of  occupancy  Group  J-3  (one  and  two  family) 
and  that  all  uses  and  installations  shall  comply  with  the 
applicable  requirements  of  the  Building  Code  of  the  City  of 
New  York  and  the  original  resolution  adopted  under  this 
Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


267 


MINUTES 


502-77-SM 

APPLICANT — Superior  Fireplace  Company,  Division  of 
Mobex  Corporation,  owner. 

SUBJECT — Additional  uses  of  factory  built  fireplaces. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


832-77-A 

APPLICANT — Robert  N.  Bressler  for  Arden  Heights — 
Boulevard  Jewish  Center,  owner. 

SUBJECT — Application  November  14,  1977 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 1766  Arthur  Kill  Road,  south 
side,  149.94  feet  east  of  Arden  Avenue,  Block  5803,  Lot  52, 
Arden  Heights,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Robert  N.  Bressler  and  Lloyd  J.  Landow. 
ACTION  OF  BOARD— Laid  over  to  March  14,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


837-77-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 

OWNER  OF  PREMISES:  Union  Hospital  Association 
of  The  Bronx. 

SUBJECT — Application  November  14,  1977 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #42800  re-  sprinkler 
system. 

PREMISES  AFFECTED— 260  East  188th  Street,  south¬ 
west  corner  of  Tiebout  Avenue,  Block  3147,  Lot  50,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Lt.  R.  J.  Ellis. 

For  Owner :  Jack  A.  Mangrapane. 


ACTION  OF  BOARD — Laid  over  to  March  7,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


916-77-A 

APPLICANT — Tucciarone  and  Amin  for  150th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  November  30,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  sub¬ 
division  of  zoning  lot. 

PREMISES  AFFECTED— 29-33  215th  Place,  east  side, 
205.05  feet  south  of  29th  Avenue,  Block  6058,  Lot  18, 
Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mario  Tucciarone,  Doris  De  Giorgio  and 
Joseph  P.  Gallo. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


945-77-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 

OWNER  OF  PREMISES — Lumber  Enterprises,  Incor¬ 
porated. 

SUBJECT — Application  December  13,  1977 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #201890  re-  sprinkler 
System. 

PREMISES  AFFECTED— 610/616  Coney  Island  Avenue, 
west  side,  300  feet  north  of  Avenue  C,  Block  5361,  Lot  25, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  R.  J.  Ellis. 

For  Owner :  Sheldon  Spodek. 

ACTION  OF  BOARD— Laid  over  from  February  28,  1978 
to  March  7,  1978,  at  10  A.M.,  for  decision,  hearing  closed. 

Adjourned:  2:55  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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CORRECTION* 

The  resolution  adopted  December  13,  1977  under  Calendar 
Number  572-77-A  and  printed  in  Volume  LXII,  Bulletin  No. 
51,  is  hereby  corrected  to  read  as  follows: 

572-77-A 

APPLICANT — David  L.  Seed  for  Union  Carbide  Corpo¬ 
ration,  owner. 

SUBJECT — Application  August  26,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Prestone  II  Antifreeze  Anti¬ 
boil”,  in  one  (1)  gallon-oblong  with  handle  polyethylene 
with  child  resistant  screw  cap,  container  not  in  Compliance 
witii  the  Regulations  of  the  Administrative  Code  of  the 
City  of  New  York. 

APPEARANCES— 

For  Applicant:  David  L.  Seed,  William  G.  Whitehead  and 
Adolphe  J.  DeMatteo. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh,  Commissioner  Cincotta, 


Commissioner  Fossella  and  Commissioner  Wolf . 6 

Negative :  .  0 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  23,  1977,  on  Folder  #122-2135 (B)  C.M.,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Prestone  II  Anti-freeze  Anti-boil’ 
a  Combustible  Mixture  with  a  flash  point  of  244°  F 
(T.O.C.)  in  containers  as  follows:  One  gallon-oblong 
with  handle  polyethylene  with  child-resistant  screw  cap 
is  disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations,  to  wit :  Sec.  C19-62.0b.  of  the 
N.  Y.  C.  Administrative  Code  requires  that  containers 
of  this  type  for  combustible  mixtures  be  of  metal  with 
replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  August  23,  1977,  acting  on  Folder  number 
#  122-2135  (B)  C.M.  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
container  comply  with  drawing  filed  “August  26,  1977”,  1 
sheet ;  that  the  modification  shall  apply  to  “Prestone  II 
Winter  Summer  Concentrate  Anti-Freeze  Anti-Boil”  in  one 
gallon  container  only ;  and  on  further  condition  that  the  label 
on  the  container  be  in  such  style  and  wording  as  is  satisfactory 
to  the  Fire  Commissioner;  and  that  in  all  other  respects  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with. 

*  In  the  Resolved  Section  the  words  Winter  Summer  Con¬ 
centrate  have  been  added  to  correct  the  resolution. 


CORRECTION* 

The  resolution  adopted  November  1,  1977  under  Calendar 
Number  284-77- A  and  printed  in  Bulletin  No.  45,  Volume 
LXII,  is  hereby  corrected  to  read  as  follows : 

284-77-A 

APPLICANT — David  L.  Seed  for  Union  Carbide  Corpora¬ 
tion,  owner. 

SUBJECT — Application  June  6,  1977 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  combusti¬ 
ble  mixture  known  as  “Prestone  Windshield  Washer 
Antifreeze  Cleaner”,  in  one  (1)  gallon  polyethylene  bottle 
with  child  resistant  screw  cap,  container  not  in  compliance 
with  regulations  of  the  Administrative  Code  of  the  City  of 
New  York. 

APPEARANCES— 

For  Applicant :  W.  G.  Whitehead. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Fossella  ...  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  10,  1977,  on  Folder  #122-2135  (B)  C.M.,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  ‘Prestone  Windshield  Washer  Anti- 
Freezer  Cleaner’  a  Combustible  Mixture  with  a  flash 
point  of  120°F  (T.O.C.)  in  containers  as  follows:  1  gal¬ 
lon  polyethylene  bottle  with  child  resistant  polyethylene 
screw  cap.  Drawing  #4-31-1060  is  DISAPPROVED. 
Such  containers  are  not  in  compliance  with  our  regula¬ 
tions  to  wit:  Sec.  C19-62.0.b  of  the  N.Y.C.  Adminis¬ 
trative  Code  requires  that  containers  of  this  type  for 
combustible  mixtures  be  of  metal  with  replaceable  tops 
or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  May  10,  1977  acting  on  Folder  Number 
122-2135  (B)  C.M.  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
container  comply  with  drawing  filed  “June  6,  1977”,  1  sheet; 
that  the  modification  shall  apply  to  “Prestone  Winter  Summer 
Windshield  Washer  Anti-freeze  Cleaner”  in  one  (1)  gallon 
containers  only ;  and  on  further  condition  that  the  label  on 
the  container  be  in  such  style  and  wording  as  is  satisfactory 
to  the  Fire  Commissioner ;  and  that  in  all  other  respects  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with. 


*In  the  Resolved  Section  the  words  Winter  Summer  have 
been  added  to  correct  the  resolution. 
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DOCKET 

Nezv  Cases  Filed  up  to  March  7 ,  1978 

Cal.  No.  Dept.  Premises  A  ffected 

159-78-A — B.S.I. — 2351  Hyland  Boulevard,  southwest  cor¬ 
ner  of  Bryant  Avenue,  Block  3644,  Lot  62,  New  Dorp, 
Borough  of  Staten  Island,  N.B.  #3186/74,  re-  Storm 
water  disposal,  Local  Law  #7. 


160-78-A — B.S.I. — 4707  Arthur  Kill  Road,  southwest  cor¬ 
ner  of  Allentown  Lane,  Block  7614,  Lot  20,  Tottenville, 
Borough  of  Staten  Island,  N.B.  #2079/73,  re-  Section  36, 
building  not  fronting  on  a  legal  street. 


161-78-BZ — B.B. — 1420  57th  Street,  south  side,  150  feet 
east  of  14th  Avenue,  Block  5699,  Lot  14,  Borough  of 
Brooklyn,  Community  Board  #12BK.,  N.B.  #1 77/77, 
re-  Proposed  two  family  dwelling,  side  yards,  Cont.  to 
Sec.  23-462;  Front  yard,  Cont.  to  Sec.  23-45. 


162-78-A — B.B. — 1420  57th  Street,  south  side,  150  feet 
east  of  14th  Avenue,  Block  5699,  Lot  14,  Borough  of 
Brooklyn,  N.B.  #177/77,  re-  Proposed  new  two  family 
dwelling,  side  yards,  Cont.  to  Sec.  23-462. 


163-78-A — B.S.I. — 547  Rockaway  Street,  east  side,  475.42 
feet  north  of  Clermont  Avenue,  Block  7864,  Lot  77,  Tot¬ 
tenville,  Borough  of  Staten  Island,  N.B.  #291/77,  re¬ 
construction  of  frame  exterior  garage,  Cont.  to  Sec.  C26- 
313.3  and  Table  3-4  of  Adm.  Code. 


164-78-BZ — B.Q.— 147-26  Brookville  Boulevard,  235-31 
147th  Road,  northwest  corner,  Block  13728,  Lots  23  and 
25,  Rosedale,  Borough  of  Queens,  Community  Board 
#13Q.,  Alt.  #52/78,  re-  Store  in  R3-2  zone,  Cont.  to 
Sect.  52-22  Z.R.;  Enlargement  of  commercial  use  (store), 
Cont.  to  Sect.  22-00  Z.R.;  Bulk  regulations  for  commer¬ 
cial  use  in  res.  zone. 


165-78-BZ — B.Q. — 22-23  and  22-25  Steinway  Street,  east 
side,  200  feet  south  of  Ditmars  Boulevard,  Block  795, 
Lots  21  and  24,  Astoria,  Borough  of  Queens,  Community 
Board  #1Q.,  Alt.  #977/77,  re-  Proposed  enlargement  of 
a  building  in  R5  dist.  Cont.  to  Sect.  52-41  and  52-22  Z.R.; 
Bulk  regulations,  including  floor  area,  yards  and  open 
space,  in  res.  dist. 


166-78-A — B.S.I. — 139  Tallman  Street,  north  side,  187.01 
feet  east  of  Barclay  Avenue,  Block  6382,  Lot  67,  Anna- 
dale,  Borough  of  Staten  Island,  N.B.  #1492/77,  re-  Sec¬ 
tion  36,  building  not  fronting  on  a  legal  street;  storm 
water  disposal,  Local  Law  #7. 


167-78-A — B.B. I. — 184  Tallman  Street,  south  side,  100.20 
feet  west  of  Barclay  Avenue,  Block  6417,  Lot  43,  Anna- 
dale,  Borough  of  Staten  Island,  N.B.  #1522/77,  re-  Storm 
water  disposal,  Local  Law  #7. 


168-78-A — B.S.I. — 194  Tallman  Street,  south  side,  150.22 
feet  east  of  Lipsett  Avenue,  Block  6417,  Lot  38,  Anna- 
dale,  Borough  of  Staten  Island,  N.B.  #1523/77,  re-  Sec¬ 
tion  36,  building  not  fronting  on  a  legal  street. 


169-78-SA — Worthington  horizontal  fire  pump,  various 
models,  manufactured  by  Worthington  Pump  Corpora¬ 
tion  (U.S.A.).  Appliance. 


170-78-A — F.D. — 36-04  Vernon  Boulevard,  west  side,  50 
feet  south  of  36th  Avenue,  Block  357,  Lot  1,  Ravens- 
wood,  Borough  of  Queens,  Fire  Department  letter  Febru¬ 
ary  3,  1978,  installation  of  fog  spray  system. 


171-78-BZ — B.B. — 1535  Rockaway  Parkway,  east  side, 
155.75  feet  south  of  Flatlands  Avenue,  Block  8205,  Lots 
28  and  22,  Borough  of  Brooklyn,  Community  Board 
#18BK.,  N.B.  #8/78,  re-  Proposed  business,  professional 
or  government  offices  UG  6,  Cont.  to  Sec.  22-00  Z.R. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I.- — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


APRIL  11,  1978,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  April  11,  1978,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

147-52-BZ 

APPLICANT — Rudolph  Nizza  and  Ronald  Nizza,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the.  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  September  11,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  7e  of  the  Zoning  Resolution,  permitting  in  a  residence 
use  district  the  change  in  occupancy  from  restaurant  and 
cabaret  to  existing  factory  use. 

PREMISES  AFFECTED — 88-46  Linden  Boulevard  and 
90-06  Pitkin  Avenue,  southeast  corner,  Block  11401,  Lot  1, 
Ozone  Park,  Borough  of  Queens.  Community  Board  #10Q. 

97-75-BZ 

APPLICANT — M.  Martin  Elkind  for  Nomrah  Company, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  extension  of  time  to  complete  which 
expired  July  22,  1976;  and  for  amendment — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  a  C2-2  district,  the  change  in  use  of  an  existing  one  story 
building  from  a  market  into  a  clothing  manufacturing 
establishment. 

PREMISES  AFFECTED — 311  St.  Nicholas  Avenue,  north¬ 
east  corner  of  Gates  Avenue,  Block  3447,  Lot  1,  Ridge¬ 
wood,  Borough  of  Queens.  Community  Board  #5Q. 


439-75-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Scala  Cuffee 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  for  extension  of  time  to  complete 
which  expired  March  22,  1978— decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R7-1  district,  the  erection  of  a  one  story  building  for  use  as 
an  eating  and  drinking  establishment. 

PREMISES  AFFECTED- — 2247  Southern  Boulevard,  790- 
798  Garden  Street,  northwest  corner,  Block  3112,  Lots  38 
and  41,  Borough  of  The  Bronx. 

295-75-A 

APPLICANT — Diffendale  and  Kubec  for  J.  R.  C.  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  January  4, 
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1978 — appeal  from  a  decision  of  the  Borough  Superin¬ 
tendent  re-  erection  of  canopy  and  the  enlargement  to 
platform  beneath ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 351  Walker  Street,  northeast 
corner  of  Lake  Avenue,  Block  1161,  Lot  1,  Mariners  Har¬ 
bor,  Borough  of  Staten  Island. 

414-74-BZ 

APPLICANT — Paul  Gugliotta  for  W25130  Realty  Associ¬ 
ates,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  May  25,  1977 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
Ml -5  district,  in  an  existing  16  story  commercial  building, 
the  conversion  of  several  floors  into  residential  use. 

PREMISES  AFFECTED— 251-255  West  30th  Street,  north 
side,  200  feet  east  of  Eighth  Avenue,  Block  780,  Lot  10, 
Borough  of  Manhattan. 


289-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Johnad  Realty 
Corporation,  owner  . 

SUBJECT — Aplication  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  April  30,  1978 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  maintenance  of 
a  parking  lot  for  motor  vehicles. 

PREMISES  AFFECTED — 2487  Belmont  Avenue,  west  side, 
90  feet  north  of  East  189th  Street,  Block  3078,  Lot  65, 
Borough  of  The  Bronx.  Community  Board  #6BX. 


22-52-BZ 

APPLICANT — McGee  and  Morsellino  for  Harrington  Wal¬ 
ters,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  7, 
1977 — .decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  sections  7f,  7i  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  change  in  occupancy  from  sale  and  display  of  more 
than  five  motor  vehicles,  to  permit  the  erection  and  main¬ 
tenance  of  a  gasoline  service,  lubritorium,  car  washing, 
motor  vehicle  repairs  and  office;  and  to  permit  the  parking 
and  storage  of  motor  vehicles  on  unbuilt  upon  portion  of 
lot. 

PREMISES  AFFECTED — 200-15  Northern  Boulevard,  43- 
02  to  43-08  201st  Street,  northwest  corner  and  200-10  to 
200-20  43rd  Avenue,  Block  6261,  Lot  30,  Flushing,  Bor¬ 
ough  of  Queens.  Community  Board  #11Q. 


187-53-BZ 

APPLICANT — Harry  Levy  for  Colgate  Realty  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  21,  1978 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7e  and  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  motor  vehicle  repair  shop,  painting, 
welding  and  office;  and  permitting  the  parking  and  storage 
of  motor  vehicles  on  the  unbuilt  upon  portion  of  the  lot. 

PREMISES  AFFECTED — 970  Colgate  Avenue,  east  side, 
142.84  feet  south  of  Bruckner  Boulevard,  Block  3649,  Lot 
27,  Borough  of  the  Bronx.  Community  Board  #9BX. 


579-68-BZ 

APPLICANT — Frank  B.  Farinella  for  Hurley  and  Farinella 
for  Helmsley  Spear,  Incorporated,  agent;  Lexington 
Towers  Company,  owner. 

SUBJECT — Application  for  consideration — requests  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expires  June  3,  1980 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Section  60(3)  of  the  Multiple  Dwelling  Law,  permitting  in 
a  Cl -9  and  R8  district  at  an  existing  fifteen  story  multiple 
dwelling,  the  addition  to  the  uses  to  include  transient  park¬ 
ing  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED— 152-160  East  88th  Street,  1303- 
1309  Lexington  Avenue,  southeast  corner,  Block  1516,  Lot 
52,  Borough  of  Manhattan.  Community  Board  #8M. 


64-32-BZ — Vol.  II 

APPLICANT — Kenneth  H.  Koons  and  Alfred  A.  Fantino 
for  Laconia  Service  Station,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  February  10,  1978 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7c,  7i  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  and  business 
use  district,  the  reconstruction  and  extension  in  area  of 
existing  gasoline  service  station  and  the  addition  of  motor 
vehicle  repairs,  and  the  relocation  of  gasoline  pumps,  and 
permitting  the  parking  and  storage  of  motor  vehicles  on 
unbuilt  upon  portion  of  lot. 

PREMISES  AFFECTED — 3917-3921  White  Plains  Road, 
southwest  corner  of  East  223rd  Street,  Block  4824,  Lot  Part 
of  Lot  1,  Borough  of  The  Bronx.  Community  Board 

#12BX. 

170-47-BZ 

APPLICANT — Kenneth  H.  Koons  for  Atlantic  Precision 
Works,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  6,  1978- 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  change  in  occu¬ 
pancy  from  storage  to  non-storage  garage  and  factory. 

PREMISES  AFFECTED — 1982-1986  Crotona  Parkway, 
east  side,  39.41  feet  south  of  East  178th  Street,  Block  3121, 
Lot  11,  Borough  of  The  Bronx.  Community  Board  #6BX. 


207-74-BZ 

APPLICANT — Lama,  Vassalotti  and  Ladau  for  The  Green 
Point  Savings  Bank,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  April  2,  1978 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  11-412  of  the  Zoning  Resolution, 
permitting  in  a  Cl-2  and  R4  district  the  enlargement  in 
area  of  an  existing  accessory  parking  facility  for  a  bank 
previously  before  the  Board. 

PREMISES  AFFECTED — 9718-9720  Glenwood  Road,  south 
side,  65  feet  west  of  East  98th  Street  and  1058-1064  East 
98th  Street,  Block  8185,  Lots  39,  41  and  45,  Borough  of 
Brooklyn.  Community  Board  #10BK. 


613-77-BZ 

APPLICANT — Joseph  B.  Raia  for  Ida  Lo  Bue,  owner. 
SUBJECT — Application  September  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  on  a  plot  with  less 
than  the  required  lot  area  and  lot  width,  the  erection  of  a 
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one  family  dwelling  that  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED — 34  Overlook  Avenue,  south  side, 
311.86  feet  west  of  Vista  Avenue,  Block  853,  Lot  27,  Don- 
gan  Hills,  Borough  of  Staten  Island.  Community  Board 

#2S.I. 

614-77-A 

APPLICANT — Joseph  B.  Raia  for  Ida  Lo  Bue,  owner. 
SUBJECT — Application  September  15,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 34  Overlook  Avenue,  south 
side,  311.86  feet  west  of  Vista  Avenue,  Block  853,  Lot  27, 
Dongan  Hills,  Borough  of  Staten  Island. 


831-77-BZ 

APPLICANT — Alfonso  Duarte  for  Redmont  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  November  9,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  73-20  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  within  an  existing 
shopping  center,  the  enlargement  in  area  of  one  building 
for  use  as  a  theatre. 

PREMISES  AFFECTED— 153-67A  Cross  Island  Parkway, 
north  side,  103.3  feet  west  of  154th  Street,  Block  4717,  Lot 
16,  Whitestone,  Borough  of  Queens.  Community  Board 
#7Q. 


836-77-BZ 

APPLICANT — Shael  Shapiro  for  Shapiro  Lawn  Associates 
Architects  for  147  West  22nd  Street  Corporation,  owner. 

SUBJECT — Application  November  14,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-5  district,  in  an  existing  Ten 
story  building,  the  conversion  of  the  third  through  tenth 
floors  from  factories  into  apartments. 

PREMISES  AFFECTED— 147-149  West  22nd  Street,  north 
side,  249.6  feet  east  of  Seventh  Avenue,  Block  798,  Lot  17, 
Borough  of  Manhattan.  Community  Board  #4M. 


928-77-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Robert  Ho  Wong 
and  Ping  Shew  Wong,  owner,  U-Haul  Company  of  Metro 
New  York,  Incorporated,  lessee. 

SUBJECT — Application  December  6,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  previ¬ 
ously  before  the  Board,  the  change  in  occupancy  of  an 
existing  one  story  building  from  store  into  truck  and  trailer 
rental  establishment  with  accessory  motor  repair  and 
storage. 

PREMISES  AFFECTED — 144-01  Liberty  Avenue,  north 
side,  99.33  feet  east  of  Remington  Street,  Block  10020, 
Lot  137,  Richmond  Hill,  Borough  of  Queens.  Community 
Board  #12Q. 


73-77-BZ 

APPLICANT — Paul  Gugliotta  for  22nd  Street  Loft  Enter¬ 
prises,  owner. 

SUBJECT — Application  February  10,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-6  district,  in  an  existing 
twelve  story  building,  the  conversion  of  the  second  through 
floors  from  lofts  into  joint  living/working  quarters. 


PREMISES  AFFECTED — 40  West  22nd  Street  south  side, 
279.75  feet  east  of  Avenue  of  the  Americas,  Block  823,  Lot 
65,  Borough  of  Manhattan.  Community  Board  #5M. 
Laid  over  from  February  14,  1978,  for  hearing. 

74-77-A 

APPLICANT — Paul  Gugliotta  for  22nd  Street  Loft  Enter¬ 
prises,  owner. 

SUBJECT — Application  February  10,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED — 40  West  22nd  Street  south  side, 
279.75  feet  east  of  Avenue  of  the  Americas,  Block  823,  Lot 
65,  Borough  of  Manhattan. 

Laid  over  from  February  14,  1978,  for  hearing. 

Alan  D.  Gershuny,  Executive  Director 


APRIL  11,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  11,  1978,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

152-77-SA 

APPLICANT — -Veeder-Root  Company,  a  Veeder  Industries 
Company — self  service  gasoline  dispenser  (for  approved 
gasoline  stations). 


258-77-SA 

APPLICANT — Gilbarco,  Incorporated — self-service  gasoline 
pump  systems. 


169-78-SA 

APPLICANT — Worthington  Pump  Corporation  (U.S.A.), 
Standard  Pump  Division — fire  pumps. 


813- 77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 161  Eylandt  Street,  northeast 
corner  of  Barclay  Avenue,  Block  6378,  Lot  1,  Annadale, 
Borough  of  Staten  Island. 

814- 77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street ; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 153  Eylandt  Street,  north  side, 
64.01  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  73, 
Annadale,  Borough  of  Staten  Island. 


815-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 
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SUBJECT — Application  November  4,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street ; 
proposed  use  of  dryvvell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 147  Eylandt  Street,  north  side, 
125.51  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  71, 
Annadale,  Borough  of  Staten  Island. 


816-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 134  Tallman  Street,  south  side, 

214.38  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  18, 
Annadale,  Borough  of  Staten  Island. 


817-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street ; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 148  Tallman  Street,  south  side, 

66.38  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  11, 
Annadale,  Borough  of  Staten  Island. 


818-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Henry  Tritt, 
owner. 

SUBJECT — Application  November  4,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 158  Tallman  Street,  southeast 
corner  of  Barclay  Avenue,  Block  6378,  Lot  6,  Annadale, 
Borough  of  Staten  Island. 


819-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Agatha  Blois, 
owner. 

SUBJECT — Application  November  4,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 138  Tallman  Street,  south  side, 

174.38  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  16, 
Annadale,  Borough  of  Staten  Island. 


820-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Judy  Tenenbaum, 
owner. 

SUBJECT — Application  November  4,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  pro¬ 
posed  building  not  fronting  on  a  legally  mapped  street ; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 


PREMISES  AFFECTED — 142  Tallman  Street,  south  side, 

134.38  feet  east  of  Barclay  Avenue,  Block  6378,  Lot  14, 
Annadale,  Borough  of  Staten  Island. 


948-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Alphonse  J. 
Calvanico,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 635  Darlington  Avenue,  north¬ 
east  corner  of  Lenevar  Avenue,  Block  6914,  Lot  1  Princes 
Bay,  Borough  of  Staten  Island. 


949-77-A 

APPLICANT — Alphonse  J.  Calvanico,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 623  Darlington  Avenue,  north 
side,  108.84  feet  east  of  Lenevar  Avenue,  Block  6914,  Lot 
96,  Princes  Bay,  Borough  of  Staten  Island. 


950-77-A 

APPLICANT — Alphonse  J.  Calvanico,  owner. 

SUBJECT — Application  Pecember  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 611  Darlington  Avenue,  north 
side,  208.84  feet  east  of  Lenevar  Avenue,  Block  6914,  Lot 
91,  Princes  Bay,  Borough  of  Staten  Island. 


951-77-A 

APPLICANT — Alphonse  J.  Calvanico,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 1066  Edgegrove  Avenue,  south 
side,  83.20  feet  east  of  Lenevar  Avenue,  Block  6914,  Lot 
12,  Princes  Bay,  Borough  of  Staten  Island. 


952-77-A 

APPLICANT — Alphonse  J.  Calvanico,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 1056  Edgegrove  Avenue,  south 
side,  183.20  east  of  Lenevar  Avenue,  Block  6914,  Lot  14. 
Princes  Bay,  Borough  of  Staten  Island. 


961-77-A 

APPLICANT — Peter  F.  Oddo,  Jr.,  for  Catlumac  Corpora¬ 
tion,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 3  McCormick  Place,  northwest 
corner  of  Parkinsoi  Avenue,  Block  3221,  Lot  5,  Grasmere, 
Borough  of  Staten  Island. 
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962-77-A 

APPLICANT — Peter  F.  Oddo,  Jr.,  for  Catlumac  Corpora¬ 
tion,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 5  McCormick  Place,  north  side, 
28  feet  west  of  Parkinson  Avenue,  Block  3221,  Lot  6, 
Grasmere,  Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 


APRIL  18,  1978,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  18,  1978,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters: 

872-77-BZ 

APPLICANT — Albert  Melniker  for  Spiegel  Oil  Corpora¬ 
tion,  Staten  Island,  owner ;  Anthony  Aspromonte,  lessee. 
SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  November  22,  1977 — decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C2-1  district  the  erection  of  a  one 
story  building  for  use  as  an  amusement  arcade. 
PREMISES  AFFECTED — 960  Jewett  Avenue,  northwest 
corner  of  Victory  Boulevard,  Block  462,  Lot  1,  Meiers 
Corners,  Borough  of  Staten  Island.  Community  Board 
#1S.I. 


64-70-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  1850  Jerome  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  19  1978 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  a  C2-4  district,  the  construction  and  mainte¬ 
nance  of  an  unenclosed  automotive  sales  establishment. 

PREMISES  AFFECTED — 1850-1860  Jerome  Avenue,  east 
side,  25.7  feet  north  of  176th  Street,  Block  2851,  Lots  2,  3, 
4,  5,  6  and  8,  Borough  of  The  Bronx.  Community  Board 
#5BX. 


721-76-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Alfredo  and  Vito 
Monaco,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  March  29,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
Cl-3  district,  the  enlargement  in  area  of  an  existing  auto¬ 
mobile  body  repair  shop. 

PREMISES  AFFECTED — 514-5516  3rd  Avenue,  west  side, 
60  feet  north  of  56th  Street,  Block  829,  Lot  39,  Borough 
of  Brooklyn. 


106-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 


1978 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permtting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-02  78th  Street,  west  side, 
270.62  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  21, 
Woodhaven,  Borough  of  Queens. 


107-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-04  78th  Street,  west  side, 
290.8  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  22, 
Woodhaven,  Borough  of  Queens. 


108-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-06  78th  Street,  west  side, 
309.52  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  23, 
Woodhaven,  Borough  of  Queens. 


109-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-08  78th  Street,  west  side, 
328.96  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  24, 
Woodhaven,  Borough  of  Queens. 


110- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection 
of  a  three  story,  three  family  dwelling  that  will  create 
non-compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-10  78th  Street,  west  side, 
348.40  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  25, 
Woodhaven,  Borough  of  Queens. 

111- 74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-12  78th  Street,  west  side, 

348.34  feet  north  of  8th  Avenue,  Block  8908,  Lot  26, 
Woodhaven,  Borough  of  Queens. 


112-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-14  78th  Street,  west  side, 
328.90  feet  north  of  88th  Avenue,  Block  8908,  Lot  27, 
Woodhaven,  Borough  of  Queens. 


113-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED — 87-16  78th  Street,  west  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  28, 
Woodhaven,  Borough  of  Queens. 


114-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-18  78th  Street,  west  side, 
290  feet  north  of  88th  Avenue,  Block  8908,  Lot  29, 
Woodhaven,  Borough  of  Queens. 


115-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-19  77th  Street,  east  side, 
290  feet  north  of  88th  Avenue,  Block  8908,  Lot  56, 
Woodhaven,  Borough  of  Queens. 


116-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-17  77th  Street,  east  side, 
309.46  feet  north  of  88th  Avenue,  Block  8908,  Lot  57, 
Woodhaven,  Borough  of  Queens. 


117-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-15  77th  Street,  east  side, 
328.90  feet  north  of  88th  Avenue,  Block  8908,  Lot  58, 
Woodhaven,  Borough  of  Queens. 


118-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-13  77th  Street,  east  side, 

348.34  feet  north  of  88th  Avenue,  Block  8908,  Lot  59, 
Woodhaven,  Borough  of  Queens. 


119-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-11  77th  Street,  east  side, 

337.34  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  60, 
Woodhaven,  Borough  of  Queens. 


120-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 
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PREMISES  AFFECTED— 87-09  77th  Street,  east  side, 
317.90  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  61, 
Woodhaven,  Borough  of  Queens. 


121-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-07  77th  Street,  east  side, 
298.26  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  62, 
Woodhaven,  Borough  of  Queens. 


122-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirements. 

PREMISES  AFFECTED— 87-05  77th  Street,  east  side, 
278.82  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  63, 
Woodhaven,  Borough  of  Queens. 


123-74-BZ 

APPLICANT — McGee  and  Morsellino  for  Pluto  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February  8, 
1978 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-1  district,  the  erection  of 
a  three  story,  three  family  dwelling  that  will  create  non- 
compliance  in  the  bulk  and  parking  requirement. 

PREMISES  AFFECTED— 87-03  77th  Street,  east  side, 
259.36  feet  south  of  Jamaica  Avenue,  Block  8908,  Lot  64, 
Woodhaven,  Borough  of  Queens. 


1090-67-BZ 

APPLICANT— Kenneth  H.  Koons  for  J.  J.  A.  Holding 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  9, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C8-1  district,  the  change  in 
occupancy  of  an  existing  two  story  public  garage  previ¬ 
ously  before  the  Board  to  a  factory  and  warehouse  with 
loading  berths  that  are  less  than  the  permitted  size. 

PREMISES  AFFECTED — 4231  Vireo  Avenue,  west  side, 
110.1  feet  south  of  East  234th  Street,  Block  3382,  Lot  54, 
Borough  of  The  Bronx.  Community  Board  #12BX. 

615-77-BZ 

APPLICANT — Joseph  B.  Raia  for  Ludwig  Comeforo, 
owner. 

SUBJECT — Application  September  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  an  R3-2  district,  the  conversion 
of  an  existing  coal  storage  and  garage  establishment  into 
an  automobile  repair  shop  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED — 107  Buel  Avenue,  northeast  cor¬ 
ner  of  North  Railroad  Avenue,  Block  3530,  Lot  81,  Don- 
gan  Hills,  Borough  of  Staten  Island,  Community  Board 

#2S.I. 

929-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Phil  Philips, 
owner. 

SUBJECT — Application  December  6,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  maintenance 
of  a  one  story  enlargement  to  a  one  family  dwelling  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio 
and  encroachment  into  the  side  yard. 

PREMISES  AFFECTED— 1166  82nd  Street,  south  side, 
146.8  feet  west  of  12th  Avenue,  Block  6301,  Lot  34,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #10BK. 


990-77-BZ 

APPLICANT — Solomon  Sheer  for  260  West  Broadway 
Associates,  owners. 

SUBJECT — Application  December  27,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-5  district,  in  an  existing 
eleven  story  building,  the  conversion  of  the  third  through 
eleventh  floors  from  manufacturing  into  loft  building 
and  joint  living  working  quarter. 

PREMISES  AFFECTED — 260  West  Broadway,  northwest 
corner  of  Beach  Street,  Block  212,  Lot  56,  Borough  of 
Manhattan.  Community  Board  #1M. 


64-78-BZ 

APPLICANT — Abram  Shlefstein  for  Henry  Koch,  owner, 
John  Hancock  Mutual  Life  Insurance  Company,  lessee. 
SUBJECT — Application  February  9,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-1  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  insurance  office  struc¬ 
ture  previously  before  the  Board. 

PREMISES  AFFECTED— 1500  Victory  Boulevard  a/k/a 
451  Little  Clove  Road,  southeast  corner,  Block  681,  Lot  27, 
Sunnyside,  Borough  of  Staten  Island.  Community  Board 

#1S.I. 

Alan  D.  Gershuny,  Executive  Director 


APRIL  18,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon ,  April  18,  1978,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

696-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Richmond  Venture 
Corporation,  owner. 

SUBJECT — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
dry  wells  for  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 243  Eylandt  Street,  north  side, 
195  feet  west  of  Lipsett  Avenue,  Block  6421,  Lot  21,  Anna- 
dale,  Borough  of  Staten  Island. 
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697-77-A 

APPLICANT — Jerome  L.  Grushkin,  R.A.,  Richmond  Ven¬ 
ture  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 239  Eylandt  Street,  north  side, 
150.00'  west  of  Lipsett  Avenue,  Block  6421,  Lot  16,  Anna- 
dale,  Borough  of  Staten  Island. 


698-77-A 

APPLICANT — Jerome  L.  Grushkin,  R.A.,  Richmond  Ven¬ 
ture  Corp.  (owner). 

SUBJECT- — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 233  Eylandt  Street,  north  side, 
100.00'  west  of  Lipsett  Avenue,  Block  6421,  Lot  12,  Anna- 
dale,  Borough  of  Staten  Island. 


699-77-A 

APPLICANT — Jerome  L.  Grushkin,  R.A.,  Richmond  Ven¬ 
ture  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 160  Lipsett  Avenue,  northwest 
corner  of  Eylandt  Street,  Block  6421,  Lot  9,  Annadale, 
Borough  of  Staten  Island. 


700-77-A 

APPLICANT — Jerome  L.  Grushkin,  R.A.,  Richmond  Ven¬ 
ture  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 726  Tallman  Street,  southwest 
corner  of  Lipsett  Avenue,  Block  6321,  Lot  1,  Annadale, 
Borough  of  Staten  Island. 


701-77-A 

APPLICANT — Jerome  L.  Grushkin,  R.A.,  Richmond  Ven¬ 
ture  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 232  Tallman  Street,  south  side, 
80.00'  west  of  Lipsett  Avenue,  Block  6421,  Lot  78,  Anna¬ 
dale,  Borough  of  Staten  Island. 


702-77-A 

APPLICANT — Jerome  L.  Grushkin,  R.A.,  Richmond  Ven¬ 
ture  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 236  Tallman  Street,  west  side, 
160  feet  west  of  Lipsett  Avenue,  Block  6421,  Lot  74,  Anna¬ 
dale,  Borough  of  Staten  Island. 


703-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Richmond  Venture 
Corporation,  owner. 

SUBJECT — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 242  Tallman  Street,  south  side, 
240  feet  west  of  Lipsett  Avenue,  Block  6421,  Lot  68,  Anna¬ 
dale,  Borough  of  Staten  Island. 


704-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Richmond  Venture 
Corporation,  owner. 

SUBJECT — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 248  Tallman  Street,  south  side, 
320  feet  west  of  Lipsett  Avenue,  Block  6421,  Lot  62,  Anna¬ 
dale,  Borough  of  Staten  Island. 


705-77-A 

APPLICANT — Jerome  L.  Grushkin  for  Richmond  Venture 
Corporation,  owner. 

SUBJECT — Application  October  25,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law,  re-  proposed 
building  not  fronting  on  legal  street,  and  proposed  use  of 
drywells  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 256  Tallman  Street,  400  feet 
west  of  Lipsett  Avenue,  Block  6421,  Lot  57,  Annadale, 
Borough  of  Staten  Island. 


803-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Simon  Meiteles, 
owner. 

SUBJECT — Application  November  1,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 730  Edgegrove  Avenue,  south 
side,  290.00  ft.  East  of  Ellsworth  Avenue,  Block  6831, 
Lot  25,  Huguenot,  Borough  of  Staten  Island. 


804-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Simon  Meiteles, 
owner. 

SUBJECT — Application  November  1,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 704  Edgegrove  Avenue,  south¬ 
west  corner  of  Huguenot  Avenue,  Block  6831,  Lot  36, 
Huguenot,  Borough  of  Staten  Island. 


805-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Simon  Meiteles, 
owner. 

SUBJECT — Application  November  1,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 712  Edgegrove  Avenue,  south 
side,  81.12  feet  west  of  Huguenot  Avenue,  Block  6831, 
Lot  31,  Huguenot,  Borough  of  Staten  Island. 


806-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Simon  Meiteles, 
owner. 
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SUBJECT — Application  November  1,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 728  Huguenot  Avenue,  north¬ 
west  corner  of  Darlington  Avenue,  Block  6831,  Lot  40, 
Huguenot,  Borough  of  Staten  Island. 


807-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Simon  Meiteles, 
owner. 

SUBJECT — Application  November  1,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 269  Darlington  Avenue,  north 
side,  63.80  feet  west  of  Huguenot  Avenue,  Block  6831, 
Lot  46,  Huguenot,  Borough  of  Staten  Island. 


808-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Simon  Meiteles, 
owner. 

SUBJECT- — Application  November  1,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 752  Edgegrove  Avenue,  south 
side,  80  feet  east  of  Ellsworth  Avenue,  Block  6831,  Lot 
12,  Huguenot,  Borough  of  Staten  Island. 


809-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Simon  Meiteles, 
owner. 

SUBJECT— Application  November  1,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 760  Edgegrove  Avenue,  south¬ 
east  corner  of  Ellsworth  Avenue,  Block  6831,  Lot  1, 
Huguenot,  Borough  of  Staten  Island. 

869-77-A 

APPLICANT — D.  L.  Jefferson  for  Philip  A.  Hunt  Chem¬ 
ical  Corporation,  owner. 

SUBJECT — Application  November  18,  1977 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  packaging  of 
combustible  mixture  known  as  “GAF  2508  Micro  Imager”, 
in  32  ounce  Polyethylene  bottle  with  plastic  screw  top, 
container  not  in  compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York 


870-77-A 

APPLICANT — D.  L.  Jefferson  for  Scott  Graphics,  owner. 

SUBJECT — Application  November  18,  1977 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  packaging  of 
combustible  mixture  known  as  “GAF  2507  Toner  Premix”, 
in  32  ounce  Polyethylene  bottle  with  plastic  screw  top, 
container  not  in  compliance  with  the  Regulations  of  the 
Administrative  Code  of  the  City  of  New  York. 


9-78-A 

APPLICANT— M.  Milton  Glass  for  Pennbus  Realty,  In¬ 
corporated,  owner. 

SUBJECT — Application  January  6,  1978 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevator  in  readi¬ 
ness. 


PREMISES  AFFECTED— 571/581  Eighth  Avenue,  north¬ 
west  corner  of  West  38th  Street,  Block  762,  Lot  33,  Bor¬ 
ough  of  Manhattan. 


900-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Frank  Esposito, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 480  Sleight  Avenue,  northwest 
corner  of  Hylan  Boulevard,  Block  7889,  Lot  46,  Tottenville, 
Borough  of  Staten  Island. 


7-78-A 

APPLICANT — McGee  and  Morsellino  for  Sam  Minnel, 
owner. 

SUBJECT — Application  January  24,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 44-22  233rd  Street,  west  side, 
72  feet  south  of  Northern  Blvd.,  Block  8165,  Lot  6, 
Douglaston.  Borough  of  Queens. 

Alan  D.  Gershuny,  Executive  Director 


APRIL  25,  1978,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  April  25,  1978,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

683-67-A 

APPLICANT — Kantor,  Davidoff,  Winston  and  Ferber  by 
David  I.  Ferber  for  Midtown  Tennis  Club,  lessee;  Mutual 
Redevelopment  Houses,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution.  Appeal  from  a  decision  of  the 
Borough  of  Superintendent  re — air  structure  over  roof; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 323  to  341  Eighth  Avenue,  307 
to  311  West  26th  Street,  northwest  corner,  Block  751, 
Part  of  1,  Borough  of  Manhattan. 

1705-61-BZ 

APPLICANT — Atkin  and  Gibson  for  G.I.T.  Industries 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  May  15,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7e  and  21  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  parking  of  motor  vehicles  as 
accessory  to  the  adjacent  supermarket. 

PREMISES  AFFECTED — 1244  Metcalf  Avenue,  east  side, 
101.77  feet  north  of  Westchester  Avenue,  Block  3780,  Lot 
11,  Borough  of  the  Bronx.  Community  Board  #9BX. 


183-48-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  255  Turnpike 

Associates,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  June  25,  1978 — 
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decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Sections  7c  and  7e  of  the  Zoning  Resolu¬ 
tion,  permitting  the  extension  of  a  business  building  (stores, 
bank  and  theater)  from  a  retail  use  district  into  a  residence 
use  district ;  and  permitting  the  parking  of  more  than  5 
motor  vehicles  in  the  retail  and  residence  use  districts;  and 
permitting  in  the  retail  use  portion,  the  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED— 255-01  to  259-25  Union  Turn¬ 
pike,  blockfront,  north  side  between  255th  Street  and  260th 
Street,  Block  8513,  Lot  2,  Glen  Oaks,  Borough  of  Queens. 
Community  Board  #13Q. 


625-76-BZ 

APPLICANT — Dominick  Salvati  for  McKenson  Garcia, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  February  15,  1978 
— decision  of  the  Borough  Superintendent,  permitting  in  a 
Cl-3  district,  in  an  existing  three  story  building,  the  use  of 
the  first  floor  and  cellar  as  a  restaurant  and  cabaret. 

PREMISES  AFFECTED— 322  Macon  Street,  429-437  Sum¬ 
ner  Avenue,  southeast  corner,  Block  1669,  Lot  1,  Borough 
of  Brooklyn. 


50-70-BZ 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES— City  of  New  York,  Fire  Depart¬ 
ment. 

SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance — expired  March  17,  1978 — deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted  on 
condition  under  Section  72-21  and  73-14  of  the  Zoning 
Resolution,  permitting  in  an  R6  district,  for  construction 
of  a  prefabricated  temporary  structure  for  use  as  a  fire 
station. 

PREMISES  AFFECTED — 1264  Boston  Road,  east  side,  140 
feet  south  of  East  169th  Street,  Block  2663,  Lot  22,  Borough 
of  the  Bronx. 


285-77-BZ 

APPLICANT — Rampulla  Associates  for  Grace  Zachary, 
owner. 

SUBJECT — Application  June  7,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  conversion 
of  an  existing  two  story  and  cellar  dwelling  into  a  profes¬ 
sional  office  building. 

PREMISES  AFFECTED — 75  Little  Clove  Road,  north¬ 
east  corner  of  Seneca  Avenue,  Block  663,  Lot  26,  Sunny- 
side,  Borough  of  Staten  Island.  Community  Board  #  IS. I. 


966-77-BZ 

APPLICANT — Board  of  Higher  Education — City  Univer¬ 
sity  of  New  York,  owner. 

SUBJECT — Application  December  14,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-4  and  Ml-1  district,  the 
enlargement  in  area  of  an  existing  college  facility  that 
will  extend  into  the  Ml  district. 

PREMISES  AFFECTED — 500  Grand  Concourse,  south¬ 
east  corner  of  East  149th  Street,  Block  2343,  Lot  32, 
Borough  of  the  Bronx.  Community  Board.  #1BX. 


967-77-BZ 

APPLICANT — Sheldon  Lobel  for  Romford  Realty  Corpo¬ 
ration,  owner. 


SUBJECT — Application  December  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -9  district,  the  amend¬ 
ment  to  a  new  building  application  that  creates  non-com¬ 
pliance  in  lot  area  per  room. 

PREMISES  AFFECTED— 301/303  East  83rd  Street  and 
1602/1614  Second  Avenue,  northeast  corner,  Block  1546, 
Lots  1  and  50,  Borough  of  Manhattan.  Community  Board 

#8M. 


40-78-BZ 

APPLICANT — Lama  and  Vassalotti  for  Bacarol  Realty 
Corporation,  owner. 

SUBJECT — Application  January  27,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-3  and  R5  district,  at 
an  refrigeration  repair  and  service  establishment  pre¬ 
viously  before  the  Board,  the  enlargement  in  lot  area  to 
increase  the  accessory  parking  area. 

PREMISES  AFFECTED — 70/84  Sullivan  Street,  north 
side,  57.2  feet  east  of  Van  Brunt  Street.  Block  556,  Lots 
15,  18,  19,  20  and  21.  Borough  of  Brooklyn.  Community 
Board  #6BK. 

Alan  D.  Gershuny,  Executive  Director 


APRIL  25,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  April  25,  1978,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

652-77-A 

APPLICANT — Charles  Rizzo  for  Herman’s  Sporting 
Goods,  owner. 

SUBJECT — Application  October  3,  1977 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re — storage  of  propane 
cylinders. 

PREMISES  AFFECTED— 135/139  West  42nd  Street, 
north  side,  187.10  feet  east  of  Broadway,  Block  995,  Lot 
15,  Borough  of  Manhattan. 


839-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Gino  Tucci, 
owner. 

SUBJECT — Application  November  15,  1977 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 74  Almond  Street,  west  side, 
134.21  feet  south  of  Vespa  Avenue,  Block  6011,  Lot  44, 
Annadale,  Borough  of  Staten  Island. 


840-77-A 

APPLICANT — Alphonse  J.  Calvanico,  for  Gino  Tucci, 
owner. 

SUBJECT — Application  November  15,  1977 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 84  Almond  Street,  Southeast 
corner  of  Vespa  Avenue,  Block  6011,  Lot  55,  Annadale, 
Borough  of  Staten  Island. 
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841-77-A 

APPLICANT — Alphonse  J.  Calvanico,  for  Gino  Tucci, 
owner. 

SUBJECT — Application  November  15,  1977 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 64  Almond  Street,  west  side, 
214.21  feet  south  of  Vespa  Avenue,  Block  6011,  Lot  38, 
Annadale,  Borough  of  Staten  Island. 


842-77-A 

APPLICANT — Alphonse  J.  Calvanico,  for  Gino  Tucci, 
owner. 

SUBJECT — Application  November  15,  1977 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 42  Almond  Street,  west  side, 
358.43  feet  North  of  Woodrow  Road,  Block  6011,  Lot  77, 
Annadale,  Borough  of  Staten  Island. 


843-77-A 

APPLICANT — Alphonse  J  Calvanico,  for  Gino  Tucci, 
owner. 

SUBJECT — Application  November  15,  1977 — -Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 


of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 61  Vespa  Avenue,  Northeast 
corner  of  Ruxton  Avenue,  Block  6011,  Lot  48,  Annadale, 
Borough  of  Staten  Island. 


844-77-A 

APPLICANT— Alphonse  J.  Calvanico  for  Gino  Tucci, 
owner. 

SUBJECT — Application  November  15,  1977 — Filed  Pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 39  Ruxton  Avenue,  east  side, 
359.33  feet  north  of  Woodrow  Road,  Block  6011,  Lot  26, 
Annadale,  Borough  of  Staten  Island. 


963-77-A 

APPLICANT — Peter  F.  Oddo,  Jr.  for  Leewood  Building 
Corporation,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintndent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 620  Ramona  Avenue,  south  side, 
405  feet  west  of  Foster  Avenue,  Block  6920,  Lot  29, 
Huguenot,  Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  7,  1978,  10  A.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  February  21,  1978,  were 
approved  as  printed  in  the  Bulletin  of  March  2,  1978, 
Volume  63,  Number  9. 


608-72-A 

APPLICANT — Sunrise  Oil  Company,  Incorporated,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  19, 
1977 — appeal  from  a  decision  of  the  Fire  Commissioner 
re-  use  of  oversize  fuel  oil  tank  trucks  not  in  conformity 
with  the  requirements  of  the  Administrative  Code  of  the 
City  of  New  York;  previously  granted  on  condition. 
APPEARANCES— 

For  Applicant :  George  D.  Kelly. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

THE  RESOLUTION —  _ 

Whereas,  this  application  was  granted  by  the  Board  on 
December  19,  1972,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  7,  1978,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  19,  1972  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

"granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit . . .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (F.D.  Dec.  2/17/78) 


340-75-A 

APPLICANT— Martyn  and  Don  Weston  for  Athenium 
House  Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent  re-  lot  line  windows,  height  of 
risers,  egress,  rear  yard  and  ventilation  for  proposed  mul¬ 
tiple  dwelling;  previously  granted  on  condition. 

PREMISES  AFFECTED — 54  East  11th  Street,  south  side, 
180.10  feet  east  of  University  Place,  Block  562,  Lot  11, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  Weston  and  Doris  Diether,  C.B. 

#2. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  2,  1975,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  2,  1975  as  amended  through  February  15,  1977  by  adding 
thereto : 

“That  the  third  floor  may  be  rearranged,  and  to  keep 
the  existing  2'-6"  wide  steel  stair  that  runs  from  the  10th 
to  the  11th  floor  and  to  continue  this  stair  to  the  new 
roof  bulkhead,  substantially  as  shown  on  revised  draw¬ 
ings  of  proposed  conditions  marked  ‘Received  December 
22,  1977’ — 6  sheets  and  January  16,  1978 — 4  sheets;  and 
that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution ;  on 
condition  that  all  existing  windows  in  the  west  lotline 
wall  must  be  fireproof  self-closing  windows,  that  upon 
notice  of  cancellation  of  the  Easement  Agreement  the 
owners  shall  within  one  year’s  time,  do  all  necessary 
work  to  insure  that  all  toilets  and  baths  that  are  using 
the  west  lotline  windows  for  ventilation  will  be  provided 
with  mechanical  ventilation  and  all  other  rooms  that  use 
the  west  lotline  wall  for  legal  ventilation  will  be  rear¬ 
ranged  or  eliminated  so  that  such  rooms  will  only  use 
street  or  rear  yard  windows  for  legal  ventilation.  In 
addition,  Athenium  House  Corporation  will,  within  90 
days  of  such  cancellation  of  the  Easement,  file  alteration 
plans  with  the  Dept,  of  Buildings  and  an  amendment  to 
B.S.A.  Calendar  #340-75-A  describing  exactly  what 
measures  will  be  taken  to  eliminate  the  legal  use  of  the 
west  windows  and  obtain  approval  therefrom;  and  on 
further  condition  that  there  will  be  no  increase  in  occu¬ 
pancy  on  the  11th  floor;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Alt.  199-75) 


481-47-BZ 

APPLICANT — Lama  and  Vassalotti  for  George  P.  Kirsch- 
ner,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  April  2,  1978 _ 

decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7i  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  change  of  occu¬ 
pancy  from  garage  for  five  (5)  motor  vehicles  to  motor 
vehicle  repair  shop  (radiator  and  fender  repairs). 

PREMISES  AFFECTED — 30  Conselyea  Street,  south 
side,  200  feet  west  of  Lorimer  Street,  Block  2756,  Lot  16, 
Borough  of  Brooklyn.  Community  Board  #1BK. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  o 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  3,  1948,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  7,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
3,  1948  as  amended  through  February  27,  1973  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (Alt.  770-47) 
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37-50-BZ 

APPLICANT — Atkin  and  Gibson  for  Eastern  Boulevard 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  May  16,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tions  7c  and  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  reconstruction  and  extension  of 
existing  accessory  building  on  existing  gasoline  service 
station  to  include  lubritorium,  car  washing  accessory  store 
and  to  permit  the  parking  and  storage  of  motor  vehicles  on 
unbuilt  upon  portion  of  plot. 

PREMISES  AFFECTED— 1499  Bruckner  Boulevard, 

northwest  corner  of  Wheeler  Avenue,  Block  3712,  Lots  1, 
5  and  75,  Borough  of  The  Bronx.  Community  Board 

#9BX. 

APPEARANCES— 

For  Applicant :  Donald  Sterlini. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  13,  1950,  on  certain  conditions;  and 

W hereas^  a  public  hearing  was  held  on  this  application  on 
March  7,  1978,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  13,  1950  and  amended  through 
May  16,  1972  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  on  condition  that  the 
screening  along  Wheeler  Avenue  shall  be  repaired ;  and 
that  screening  shall  be  provided  along  the  north  lot  line 
adjacent  to  the  privately  owned  property;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects,  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.  (Alt.  971-49) 


460-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  MacKay  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  29, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  the  premises  for  storage  of  building  contractor’s 
trucks  and  equipment  (with  attendant’s  shelter). 

PREMISES  AFFECTED — 88  Crabtree  Avenue,  southeast 
corner  of  unnamed  lane,  Block  7092,  Lot  1,  Charleston, 
Borough  of  Staten  Island.  Community  Board  #3S.I. 
APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  13,  1957,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  7,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  13,  1957  as  amended  through  January  16,  1973  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit . . .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (Alt.  159-57) 


902-67-BZ 

APPLICANT — Albert  Melniker  for  Sunmark  Industries, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  14, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  reconstruc¬ 
tion  of  an  automotive  service  station  with  accessory  uses 
and  accessory  signs. 

PREMISES  AFFECTED— 2122  Richmond  Avenue,  west 
side,  101.41  feet  north  of  Draper  Place,  Block  2102,  Lot 
120,  Travis,  Borough  of  Staten  Island.  Community  Board 
#23.1. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative  :  . . .  0 

THE  RESOLUTION —  _ 

Whereas,  this  application  was  granted  by  the  Board  on 
February  14,  1968,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  March  7,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Febru¬ 
ary^,  1968  as  amended  through  September  17,  1974  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit . . .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (N.B.  1155-67) 


317-76-BZ 

APPLICANT — Paul  Roth  for  Paul  and  Marcia  Roth,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  November  9,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R2  district,  the  enlargement  in  area  of  a  dwelling  on  a 
through  lot  that  encroaches  on  the  required  front  yard. 
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PREMISES  AFFECTED — 33-15  Murray  Lane,  east  side, 
127.97  feet  south  of  33rd  Avenue,  Block  4993,  Lot  63, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Paul  Roth. 

ACTION  OF  BOARD — Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  extended  to  complete  the  work. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  9,  1976  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  9,  1976  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  271-75) 


584-76-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Joseph  Asaro 
and  Vito  Alamia,  owner. 

SUBJECT- — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  December  21, 
1977  and  for  amendment — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R5  district, 
the  erection  of  a  two  story  building  for  use  as  a  catering 
establishment  with  accessory  parking  that  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED— 72-33  Metropolitan  Avenue, 
north  side,  279  feet  east  of  Pleasant  View  Street,  Block 
3057,  Lots  29,  31  and  32,  Middle  Village,  Borough  of 
Queens.  Community  Board  #5Q. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati,  Harriet  Jacobs  and 
Joseph  Asaro. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended  to  complete  the  work,  and  resolution  amended. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  Vice-Chairman  Agusta .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  21,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  and  extension  of  time  to  obtain  permits  and  com¬ 
plete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  21,  1976  by  adding  thereto  : 

“That  the  premises  and  access  may  be  rearranged  sub¬ 
stantially  as  shown  on  revised  drawings  of  proposed  con¬ 
ditions  marked  ‘Received  December  29,  1977’ — ten  sheets; 
and  that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution;  that 
other  than  as  herein  amended,  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (N.B.  180-76) 


1085-67-BZ 

APPLICANT — Fred  L.  Liebmann  for  Galrose  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  April  2,  1978 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  a  Cl-9  and  R8  district,  in  an  existing  four 
story  building,  the  change  in  occupancy  of  the  first  floor 
from  apartments  to  a  retail  store. 

PREMISES  AFFECTED — 308  East  53rd  Street,  south 
side,  99  feet  east  of  Second  Avenue,  Block  1345,  Lot  48, 
Borough  of  Manhattan.  Community  Board  #6M. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
10  A.M.,  Special  Order  Calendar,  at  the  request  of  the 
applicant  and  Community  Planning  Board  #6. 


581-76-BZ 

APPLICANT — McGee  and  Morsellino  for  Isidoro  Bratelli, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  an  R3-2 
district,  the  reconstruction  and  the  construction  of  a  second 
floor  enlargement  to  a  retail  store  and  office  building  that 
increases  the  degree  of  non-compliance  within  the.  front 
yard,  side  yard  and  the  parking  requirements. 

PREMISES  AFFECTED — 149-01  Northern  Boulevard, 
northeast  corner  of  149th  Street,  Block  5006,  Lot  26, 
Flushing,  Borough  of  Queens.  Community  Board  #7Q. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at  10 
A.M.,  Special  Order  Calendar,  for  decision;  applicant  to 
obtain  input  from  Community  Board. 


268-77-BZ 

APPLICANT — Calvanico  Associates  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  May  25,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-1  district,  the  installation  of 
an  advertising  sign  that  encroaches  on  the  distance  to  an 
arterial  highway  and  encroaches  on  the  residence  district 
boundary. 

PREMISES  AFFECTED — 82  Nelson  Street,  southwest 
corner  of  Henry  Street,  Block  526,  Lot  24,  Borough  of 
Brooklyn.  Community  Board  #6BK. 
APPEARANCES— 

For  Applicant:  David  C.  Winters  and  Raymond  P.  Longo- 
bardi. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at 
10  A.M.,  for  decision;  hearing  closed. 


507-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  De- 
Pietro,  owner. 

SUBJECT — Application  July  28,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement,  two  family  dwelling  that  exceeds 
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the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  without  the 
required  side  yard. 

PREMISES  AFFECTED— 1340  East  57th  Street,  west  side, 
323  feet  south  of  Avenue  M,  Block  7881,  Lot  62,  Borough 
of  Brooklyn.  Community  Board  #18BK. 
APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati  and  John  De  Pietro. 
For  Opposition:  Jack  Friedman,  C.  B.  #18,  Bernard 
Catcher,  C.  B.  #18,  Margaret  Kobak,  John  L.  Kobak 
and  Eleanor  Duhaime. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


ACTION  OF  BOARD — -Application  reopened  and  laid  over 
to  March  21,  1978,  at  10  A.M.,  for  decision  deferred,  hearing 

closed. 


508-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  De- 
Pietro,  owner. 

SUBJECT — Application  July  28,  1977— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement,  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio  and  has  less  than  the  required 
open  space  ratio  an  lot  area  per  room. 

PREMISES  AFFECTED— 1342  East  57th  Street,  west  side, 
340  feet  south  of  Avenue  M,  Block  7881,  Lot  63,  Borough 
of  Brooklyn.  Community  Board  #18BK. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

N egative :  .  0 


ACTION  OF  BOARD — Application  reopened  and  laid  over 
to  March  21,  1978,  at  10  A.M.,  for  decision  deferred,  hearing 
closed. 


596-77-B  Z 

APPLICANT — Walter  T.  Gorman  for  Fabrizio  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  August  30,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  reconstruc¬ 
tion  and  rehabilitation  of  an  automotive  service  station  with 
accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 261-265  Nagle  Avenue,  3822- 
3830  10th  Avenue  and  501-505  204th  Street,  entire  block, 
Block  2216,  Lot  58,  Borough  of  Manhattan.  Community 
Board  #12M. 

APPEARANCES— 

For  Applicant:  Carl  A.  Sulfaro. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  10 
A.M.,  for  decision ;  hearing  closed. 


609-77-BZ 

APPLICANT— Hurley,  Kearney  and  Lane  for  Church  of 
Our  Lady  of  Grace  at  Howard  Beach,  owner. 

SUBJECT — Application  September  13,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  church  that  en¬ 
croaches  on  the  required  front  yard. 

PREMISES  AFFECTED— 100-05  159th  Avenue,  north¬ 


west  corner  of  101st  Street,  Block  14170,  Lot  1,  Howard 
Beach,  Borough  of  Queens.  Community  Board  #10Q. 

APPEARANCES— 

For  Applicant:  Harry  E.  Hasselmann. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at 
10  A.M.,  for  decision;  hearing  closed. 


653-77-BZ 

APPLICANT — George  Perrotto  for  Pasquale  Postiglione, 
owner. 

SUBJECT — Application  October  6,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  conversion 
of  an  existing  theatre  into  a  one  story  and  mezzanine 
structure  for  use  as  a  clothing  manufacturing  establish¬ 
ment  with  accessory  offices. 

PREMISES  AFFECTED— 102-10  43rd  Avenue,  south 
side,  47  feet  east  of  102nd  Street,  Block  1978,  Lot  4, 
Corona,  Borough  of  Queens.  Community  Board  #4Q. 

APPEARANCES— 

For  Applicant :  George  Perrotto. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
10  A.M.,  for  decision;  additional  information;  hearing 
closed. 


822-77-BZ 

APPLICANT — Solomon  Haselnuss  for  Fabrizio  Realty 
Corporation,  owner. 

SUBJECT — Application  November  9,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-4  district,  the 
reconstruction  of  an  automotive  service  station  with  ac¬ 
cessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 4566  Broadway  a/k/a  2  Nagle 
Avenue,  northeast  corner,  Block  2172,  Lot  1,  Borough  of 
Manhattan.  Community  Board  #12M. 

APPEARANCES— 

For  Applicant:  Samuel  Haselnuss. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
10  A.M.,  for  decision;  hearing  closed. 


922-77-A 

APPLICANT — Lama  and  Vassalotti  for  Franklin- Clinton 
Service  Center,  Incorporated,  owner,  Amoco  Oil  Company, 
Long  Term  lessee. 

SUBJECT — Application  December  2,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  the  reconstruc¬ 
tion  and  conversion  of  an  existing  automotive  service 
station  with  accessory  uses  previously  before  the  Board 
into  a  gasoline  and  oil  selling  station. 

PREMISES  AFFECTED — 308-314  Franklin  Avenue  and 
163-171  Clinton  Place,  northwest  corner,  Block  1949,  Lot 
42,  Borough  of  Brooklyn.  Community  Board  #3BK. 
APPEARANCES— 

For  Applicant:  James  E.  Vassalotti  and  Joseph  Bains. 
For  Opposition:  Thelma  A.  Boswell,  John  Boswell  and 
Juanita  Moore. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
10  A.M.,  for  decision,  hearing  closed. 
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981-77-BZ 

APPLICANT — Stein,  Davidoff,  Malito  and  Katz  for  Con¬ 
solidated  Edison  of  New  York,  Incorporated,  owner,  Gym¬ 
nastic  Enterprises,  Incorporated,  lessee. 

SUBJECT — Application  December  20,  1977 — decision  of  the 
Borough  Superintendent,  under  Section(s)  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R8  district, 
the  erection  of  a  one  story  structure  for  use  as  a  physical 
culture  establishment  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED— 405-411  East  73rd  Street,  north 
side,  113  feet  east  of  First  Avenue,  Block  1468,  Lot  5,  Bor¬ 
ough  of  Manhattan.  Community  Board  #8M. 

APPEARANCES— 

For  Applicant:  Sid  Davidoff. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at 
10  A.M.,  for  deferred  decision,  hearing  closed  (for  addi¬ 
tional  information). 


982-77-A 

APPLICANT — Stein,  Davidoff,  Malito  and  Katz  for  Con¬ 
solidated  Edison  Company  of  New  York,  Incorporated, 
owner,  Gymnastic  Enterprises,  Incorporated,  lessee. 

SUBJECT — Application  December  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frontage  sepa¬ 
ration  from  interior  lot  line. 

PREMISES  AFFECTED— 405-411  East  73rd  Street,  north 
side,  113  feet  east  of  First  Avenue,  Block  1468,  Lot  5,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sid  Davidoff. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at 
10  A.M.,  for  deferred  decision,  hearing  closed  (for  addi¬ 
tional  information). 


354-75-BZ — Vol.  II 

APPLICANT— Edwin  Storch  for  Hoover  Realty  Asso¬ 
ciates,  owner. 

SUBJECT — Application  reopened  September  7,  1977  as 
Vol.  II — decision  of  the  Borough  Superintendent  under 
Section  72-21  of  the  Zoning  Resolution  to  permit  in  an  R4 
district,  the  reduction  in  lot  area  of  an  existing  multiple 
dwelling  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 143-50  Hoover  Avenue,  south¬ 
west  corner  of  Smedley  Street,  Block  9738,  Lot  114,  Briar- 
wood,  Borough  of  Queens.  Community  Board  #8 Q. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Opposition:  Mortimar  Drucker  and  June  Brieie. 

RECOMMENDATION  OF  THE  COMMUNITY 


BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta,  Commissioner  Wolf  .  6 

THE  RESOLUTION— 


Whereas,  this  application  was  reopened  as  Vol.  II  on 
September  7,  1977,  subject  to  regular  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  November  15,  1977,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  December  20,  1977 ;  then  to  Feb¬ 
ruary  21,  1978;  then  to  March  7,  1978;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  19,  1977,  acting  on  Alt.  Applic.  #314/1975,  reads: 

“5.  The  proposed  decrease  in  the  zoning  lot  of  a 
non-complying  multiple  dwelling  increases  the  degree  of 
non-compliance  and  is  contrary  to  Section  23-141,  Sec¬ 
tion  23-222  and  Section  54-30  of  the  Zoning  Resolution.” 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding (s)  b,  c  and  e  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  19,  1977  acting  on  Alt.  Applic.  #314/1975,  Objec¬ 
tion  No.  5  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


576-77-BZ 

APPLICANT — Peter  A.  Williams  for  Bay  Colony  Property 
Company,  owner,  106  Cloverdale  Realty  Corporation, 
lessee. 

SUBJECT — Application  August  24,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-4  district,  the  erection  of 
two  additional  stories  on  a  one  story  commercial  structure 
and  the  conversion  into  residential  use. 

PREMISES  AFFECTED— 689,  691  and  693  Washington 
Street,  east  side,  51  feet  north  of  Charles  Street,  Block 
632,  Lots  3,  4  and  5,  Borough  of  Manhattan.  Community 
Board  #2M. 

APPEARANCES— 

For  Applicant:  Doris  Duther,  C.  Bd.  #2M. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  7,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  14,  1978;  then  to  February 
21,  1978;  then  to  February  28,  1978;  then  to  March  7,  1978; 
and  _  . 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  5,  1977,  acting  on  Alt.  Applic  #711/1977, 
reads : 

“1.  Use  Group  2  residential  apartments  not  per¬ 
mitted  in  C8  District  by  Section  32-00  ZR.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-4  district,  the  erection  of  two 
additional  stories  on  a  one  story  commercial  structure  and  the 
conversion  into  a  residential  use,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  as  they  apply  to  the 
objection,  above  noted,  filed  with  this  application,  marked 
“received,  August  24,  1977”,  3  sheets  and  “February  27, 
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1978”,  13  sheets,  and  on  further  condition  that  a  smoke  de¬ 
tection  device  be  installed  in  each  apartment  in  accordance 
with  Article  7B  of  the  Multiple  Dwelling  Law,  that  this  site 
shall  not  be  sub-divided  which  will  increase  the  degree  of 
non-compliance,  or  create  any  new  non-compliance,  or  ob¬ 
struct  legal  light  and  ventilation  from  proposed  windows ; 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


658-77-BZ 

APPLICANT— Mok  and  Somber  for  Fred  C.  Lary,  owner. 
SUBJECT— Application  October  12,  1977— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-5  district,  the  conversion  of 
an  existing  five  story  building  from  a  hotel  into  a  multiple 
dwelling. 

PREMISES  AFFECTED— 15  East  21st  Street,  northeast 
corner  of  Broadway,  Block  850,  Lot  16,  Borough  of  Man¬ 
hattan.  Community  Board  #5M. 

APPEARANCES— 

For  Applicant:  Paul  Mok. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  17,  1977,  after  due  notice,  by  publication  in  the 
Bulletin;  laid  over  to  February  14,  1978;  then  to  March  7, 
1978;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  16,  1978,  acting  on  Alt.  Applic.  #817/1977, 
reads : 

“A5.  Propose  conversion  from  Use  Group  5  to  Use 
Group  2  not  permitted  in  a  Ml-5  zone.  Section  42-00 
Z.R.  (No  bulk  or  parking  regulations  required  for  Use 
Group  2  in  manufacturing  zone).” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-5  district,  the  conversion  of 
an  existing  five  story  building  from  a  hotel  into  a  multiple 
dwelling  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  as  they  apply  to  the  objection,  above  noted, 
filed  with  this  application,  marked  received  “October  12? 
1977”,  6  sheets  and  “February  23,  1978”,  3  sheets  and  on 
further  condition  that  there  shall  be  no  living  or  sleeping  in 
the  cellar,  that  a  two  hour  stair  enclosure  be  installed  with 
1  hour  FPSC  doors  on  each  floor,  that  no  apartment  shall 
enter  directly  into  the  stair  enclosure;  that  a  smoke  detection 
device  be  installed  in  each  apartment  in  accordance  with 
Article  78  MDL;  that  all  laws,  rules  and  regulations  applic¬ 
able  be  complied  with,  and  that  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 


660-77-BZ 

APPLICANT — Tucciarone  and  Amin  for  St.  Michael’s 
Church  in  the  Village  of  Flushing,  Queens  County,  owner, 
John  Hogan,  Jr.,  contract  vendee. 

SUBJECT — Application  October  12,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-1  district,  the  construction 
and  maintenance  of  an  off-site  parking  facility  for  a  funeral 
establishment. 

PREMISES  AFFECTED— 136-50  41st  Avenue,  south  side, 
411.95  feet  east  of  Kissena  Boulevard,  Block  5044,  Lot  32, 
Flushing,  Borough  of  Queens.  Community  Board  #7Q. 

APPEARANCES— 

For  Applicant:  Mario  A.  Tucciarone  and  John  J.  Hogan. 
For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  21,  1978,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  March  7,  1978 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  7,  1977,  acting  on  Alt.  Applic.  #681/1977, 
reads : 

“1.  Proposed  accessory  parking  lot,  located  in  an 
R7-1  Residence  District,  which  is  accessory  to  a  Funeral 
Establishment,  Use  Group  7,  located  in  a  C4-2  Commer¬ 
cial  District,  is  contrary  to  Section  36-43,  and  is  not 
permitted  as  of  right  in  accordance  with  Section  22-00 
of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R7-1  district,  the  construction  and 
maintenance  of  an  off-site  accessory  parking  facility  for  a 
a  funeral  establishment  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  as  they  apply  to  the  objection, 
above  noted,  filed  with  this  application,  marked  received 
“October  4,  1977”,  4  sheets  and  on  further  condition  that  this 
variance  shall  be  limited  to  a  term  of  5  years,  that  screening 
be  planted  along  all  interior  lot  lines  in  accordance  with 
Section  25-66 (a)  Z.R.  that  all  laws,  rules  and  regulations  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


874-77-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Beekman  Associates, 
Contract  Vendee. 

SUBJECT — Application  November  22,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  conversion  of 
an  existing  seven  story  building  from  a  gymnasium  into  a 
multiple  dwelling  that  will  create  compliance  in  the  re¬ 
quired  open  space,  outer  court,  distance  between  windows 
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and  lot  lines  and  rear  yard  encroachment. 

PREMISES  AFFECTED— 301  East  52nd  Street,  north  side, 
71  feet  east  of  Second  Avenue,  Block  1345,  Lot  5,  Borough 
of  Manhattan.  Community  Board  #6M. 
APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Harvey  Katz. 

For  Opposition:  James  P.  Mitchell. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  14,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  28,  1978;  then  to  March  7, 
1978;  and 

WHEREAS,  the  decision  of  the  Borough  Superintendent, 
dated  November  9,  1977,  acting  on  Alt.  Applic.  #834/1977, 
reads : 

“1.  Open  space  as  provided  for  proposed  building  is 
contrary  to  Sec.  77-23  ZR. 

2.  Proposed  residence  building  is  contrary  to  Sec. 
23-861  ZR  since  it  does  not  have  a  30'  distance  between 
all  required  windows  and  lot  lines. 

3.  Proposed  residence  building  is  contrary  to  Sec. 
23-84  ZR  since  it  does  not  have  proper  size  outer  court. 

4.  Proposed  residence  building  which  does  not  have 
a  30'  rear  yard  is  contrary  to  Sec.  23-47  ZR.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Wheras,  the  Board  has  determined  that  the  evidence  in  the 
record  supports  the  findings  required  to  be  made  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  and  that  the  applicant  is 
therefore  entitled  to  relief  on  the  grounds  of  practical  difficulty 
and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited  and  that  the  application  be  and  it 
hereby  is  granted  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R8  district,  the  conversion  of  an  existing 
seven  story  building  from  a  gymnasium  into  a  multiple  dwell¬ 
ing  that  will  create  non  compliance  in  the  required  open 
space,  outer  court  distance  between  windows  and  lot  lines  and 
rear  yard  encroachment;  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  as  they  apply  to  the  objection, 
above  noted,  filed  with  this  application,  marked  received  “No¬ 
vember  22,  1977”,  10  sheets  and  “March  3,  1978”,  9  sheets, 
and  on  further  condition  that  there  shall  be  no  living  or  sleep¬ 
ing  in  the  cellar,  that  a  smoke  detection  device  be  installed  in 
each  apartment  in  accordance  with  Article  7B  of  the  Multiple 
Dwelling  Law ;  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


875-77-A 

APPLICANT — Samuel  J.  Kisseloff  for  Beekman  Asso¬ 
ciates,  Contract  Vendee. 

SUBJECT — Application  November  22,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple  Dwell¬ 
ing  Law. 

PREMISES  AFFECTED— 301  East  52nd  Street,  north 
side,  71  feet  east  of  Second  Avenue,  Block  1345,  Lot  5, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Harvey  Katz. 


For  Opposition :  James  P.  Mitchell. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

N egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  9,  1977,  on  Alt.  Applic.  #834/77,  reads: 

“6.  Proposed  M.D.  is  contrary  to  Sec.  26  and  30 
M.D.L.  since  it  does  not  provide  proper  yards  and 
courts  for  light  and  ventilation. 

7.  Provide  proper  access  to  rear  yard  as  per  Sec. 
26  M.D.L. 

8.  Proposed  basement  apartments  which  do  not  open 
on  adequate  adjacent  space  contrary  to  Sec.  34  M.D.L.” 

and 

W hereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  November  9,  1977  acting  on  Alt.  Applic. 
#834/1977  Objection  No.  6,  7,  and  8  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  all  work  conform  to  the  resolution  adopted 
this  date  under  calendar  874-77-BZ  and  that  all  other  laws, 
rules,  and  regulations  be  complied  with. 


898-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Angelo  Do¬ 
mingo,  owner. 

SUBJECT — Application  November  23,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  two  story  building  to 
expand  the  first  floor  retail  store  that  encroaches  on  the 
required  side  yard  and  the  maintenance  of  the  second  floor 
apartment. 

PREMISES  AFFECTED — 925  Crescent  Street,  east  side, 
191  feet  south  of  Stanley  Avenue,  Block  4529,  Lots  48  and 
49,  Borough  of  Brooklyn.  Community  Board  #5BK. 
APPEARANCES— 

For  Applicant :  Harriet  Jacobs. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  q 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  14,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  28,  1978;  then  to  March  7, 
1978;  and 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  22,  1977,  acting  on  Alt.  Applic.  #1078/ 
1977,  reads : 

“1.  Provide  8'0"  side  yards  in  accordance  with 
section  33-25  Zoning  Resolution. 

2.  Proposed  extension  of  a  commercial  use  with  a 
residence  district  is  contrary  to  section  22-00  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
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the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion  limited  to  the  objection  cited  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
one  story  enlargement  two  story  building  to  expand  the  first 
floor  retail  store  that  encroaches  on  the  required  side  yard 
and  the  maintenance  of  the  second  floor  apartment  on  condi¬ 
tion  that  all  work  shall  substantially  conform  to  drawings 
as  they  apply  to  the  objection,  above  noted,  filed  with  this 
application,  marked  received  “November  23,  1977”,  9  sheets; 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 

Adjourned:  12:15  P.M. 

Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  7,  1978,  2  P.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

664-77-A 

APPLICANT — Charles  A.  Magrino  for  Alphonso  Avallone, 
owner. 

SUBJECT — Application  October  14,  1977 — filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 5A  Cherokee  Street,  east  side, 
178  feet  north  of  Oceanside  Avenue,  Block  3847,  Lot  42, 
Middle  Beach,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Charles  A.  Magrino. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative : .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  30,  1977,  on  Alt.  Applic.  #381/55,  reads: 

“1.  The  street  giving  access  to  the  existing  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore,  a  Certificate  of  Occupancy  may  not  be  issued 
per  Article  3,  Section  36,  of  the  General  City  Law.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  30,  1977,  acting  on  Alt.  Applic.  #381/55, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  street  be  maintained  to  the  satisfaction  of 
the  Department  of  Highways ;  that  the  building  shall  sub¬ 
stantially  comply  with  drawings,  marked  “Received  October 
14,  1977”,  2  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


837-77-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 
OWNER  OF  PREMISES:  Union  Hospital  Association  of 
The  Bronx. 

SUBJECT — Application  November  14,  1977 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #42800  re-  sprinkler 
system. 

PREMISES  AFFECTED— 260  East  188th  Street,  south¬ 
west  corner  of  Tiebout  Avenue,  Block  3147,  Lot  50, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Lt.  R.  J.  Ellis. 

For  Owner :  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  letter  of  the  Fire  Commissioner,  dated 
November  4,  1977,  to  Modify  C.O.  #42800,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provisions 
of  Section  1804.4.C.6  of  the  City  Charter,  to  modify  a 
Certificate  of  Occupancy  in  relation  to  the  following 
building : 

260  East  188th  St.  (Union  Hosp.) 

Bronx,  N.  Y.  10458.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  an  automatic  sprinkler  system  be  installed 
in  the  linen  storage  rooms  on  the  second  and  third  floors: 
which  may  be  connected  to  the  domestic  water  lines ;  that  all 
work  shall  be  substantially  completed  within  one  year  from 
the  date  of  this  resolution;  and  that  all  other  laws,  rules  and 
regulations  applicable  shall  be  complied  with. 


945-77-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 
OWNER  OF  PREMISES:  Lumber  Enterprises,  Incorpo¬ 
rated. 

SUBJECT — Application  December  13,  1977 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #201890  re-  Sprinkler 
System. 

PREMISES  AFFECTED — 610/616  Coney  Island  Avenue, 
west  side,  300  feet  north  of  Avenue  C,  Block  5361,  Lot  25, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  R.  J.  Ellis. 

For  Owner:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  _ 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  letter  of  the  Fire  Commissioner,  dated  De¬ 
cember  7,  1977,  to  Modify  C.O.  #201890,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  &  Appeals,  in  accordance  with  the  provisions 
of  Section  1804.4.C.6  of  the  City  Charter,  to  modify  a 
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Certificate  of  Occupancy  in  relation  to  the  following 
building : 

610-616  Coney  Island  Ave. 

Brooklyn,  N.Y.  11218.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  an  approved  automatic  sprinkler  system 
be  installed  throughout  the  cellar  and  first  floor;  that  all 
work  be  substantially  completed  within  one  year  from  the 
date  of  this  resolution;  and  that  all  other  laws,  rules  and 
regulations  applicable  be  complied  with. 


115-77-A 

APPLICANT — Fr.  Paul  Kucynda  for  SS  Cosmas  and 
Damian  Human  Services  Center,  Incorporated,  owner. 

SUBJECT — Application  March  2,  1977 — filed  pursuant  to 
Section  36  of  the  General  City  Law  and  Section  230  of 
the  New  York  City  Charter  re-  street  abutting  building 
must  be  improved. 

PREMISES  AFFECTED — 155  Bruckner  Avenue,  east 
side,  100  feet  north  of  Forest  Avenue,  Block  1234,  Lot  52, 
Mariner’s  Harbor,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Fr.  Paul  Kucynda  and  David  Farber. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
2  P.M.,  for  decision,  pending  receipt  of  letter  from  the  Fire 
Department;  hearing  closed. 

469-77-A 

APPLICANT — Jeremiah  T.  Walsh,  P.E.,  Commissioner  of 
Buildings. 

OWNER  OF  PREMISES — Cedar  Management  Corpora¬ 
tion. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #18833  re-  stairway  enclosure. 

PREMISES  AFFECTED— 65-69  Nassau  Street,  28-30 
John  Street,  southwest  corner,  Block  65,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Irving  Polsky,  P.E. 

For  Owner :  Gerald  M.  Daub. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  deferred  decision;  additional  information; 
hearing  closed. 


863-77-A 

APPLICANT — Albert  Melniker  for  James  Hasson  and  John 
Galante,  owners. 

SUBJECT — Application  November  16,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 1761  Forest  Avenue,  north  side, 
251.49  feet  east  of  Richmond  Avenue,  Block  1477,  Lot  41, 
Port  Richmond,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Albert  Melniker  and  Richard  Mandell. 
ACTION  OF  BOARD — Laid  over  to  March  14,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


871-77-A 

APPLICANT — Albert  Melniker  for  442  Richmond  Corpora¬ 
tion,  owner. 

SUBJECT — Application  November  22,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  is  contrary 
(Local  Law  #7). 

PREMISES  AFFECTED — 15  Neptune  Place,  north  side, 
116.96  feet  west  of  Willowbrook  Road,  Block  2099,  Lot  24, 
New  Springfield,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  decision,  hearing  closed. 


946-77-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 

OWNER  OF  PREMISES— Samuel  J.  Lefrak. 

SUBJECT — Application  December  13,  1977 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #186310  re-  Sprinkler 
System. 

PREMISES  AFFECTED— 97-77  Queens  Boulevard,  north¬ 
west  corner  of  65th  Avenue,  Block  2092,  Lot  1,  Richmond 
Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  R.  J.  Ellis. 

For  Owner :  Jack  Brown. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  PM.,  for  hearing  at  the  request  of  the  objector. 


961-77-A 

APPLICANT  Peter  F.  Oddo,  Jr.,  for  Catlumac  Corpora¬ 
tion,  owner. 

SUBJECT  Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re — proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 3  McCormick  Place,  northwest 
corner  of  Parkinson  Avenue,  Block  3221,  Lot  5,  Grasmere 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  hearing  (at  request  of  applicant). 


962-77-A 

APPLICANT — Peter  F.  Oddo,  Jr.  for  Catlumac  Corpora¬ 
tion,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re — proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 5  McCormick  Place,  north  side, 
28  feet  west  of  Parkinson  Avenue,  Block  3221,  Lot  6, 
Grasmere.  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  hearing,  at  request  of  applicant. 

Adjourned:  3:50  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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SPECIAL  MEETING 

THURSDAY  MORNING,  MARCH  9,  1978,  10  A.M. 

Present :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 


89-27-SR 

Rules  of  Procedure  of  the  Board  of  Standards  and  Appeals 
adopted  February  15,  1927,  amended  December  2,  1930,  April 
14,  1931,  June  13,  1933,  April  30,  1935  and  revised  Septem¬ 
ber  22,  1959,  effective  October  28,  1959,  amended  June  2, 
1967,  and  further  amended  April  20,  1971,  effective  September 


6,  1971  and  amended  September  28,  1976  and  further  revised 
on  July  12,  1977,  effective  July  12,  1977. 

SUBJECT — Proposed  amendments  to  the  Rules  of  Pro¬ 
cedure. 

APPEARANCES— 

Harold  Weinberg,  Anthony  Salvati,  Harriet  Jacobs,  Albert 
Melniker,  Leonard  F.  Rothkrug,  Martin  Baker,  Howard 
A.  Zipser,  M.  Milton  Glass,  Joseph  B.  Lynch,  Abraham 
Freedman  and  Samuel  J.  Kisseloff. 

ACTION  OF  BOARD — The  Board  conducted  a  public 
hearing  on  proposed  changes  to  the  Rules  of  Procedure, 
closed  the  hearing,  and  laid  the  proposed  changes  over  to 
Tuesday,  March  14,  1978  at  2:00  P.M.  for  decision. 
Adjourned  :  11 : 1 5  A.M. 

Alan  D.  Gershuny,  Executive  Director 
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NOTICE  TO  PUBLIC 

89-27-SR 

Rules  of  Procedure  of  the  Board  of  Standards  and  Appeals 
adopted  February  15,  1927,  amended  December  2,  1930,  April 
14,  1931,  June  13,  1933,  April  30,  1935  and  revised  Septem¬ 
ber  22,  1959,  effective  October  28,  1959,  amended  June  2, 
1967,  and  further  amended  April  20,  1971,  effective  September 
6,  1971  and  amended  September  28,  1976  and  further  revised 
on  July  12,  1977,  effective  July  12,  1977  and  further  revised 
on  March  14,  1978  effective  April  12,  1978. 

On  March  14,  1978,  the  Board  adopted  changes  to  its  Rules 
of  Procedure.  The  complete  Rules  are  printed  herein. 

Alan  D.  Gershuny,  Executive  Director 
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DOCKET 

New  Cases  Filed  up  to  March  14,  197S 

Cal.  No.  Dept.  Premises  Affected 

172-78-A — F.D. — Packaging  of  combustible  mixture 
known  as  “Shellzone/R/”,  in  one  gallon  F  Style  Plastic 
with  Sunbeam  Squeeze  Lock,  manufactured  by  Shell 
Oil  Company. 


173-78-BZ— B.B.— 6607/11  15th  Avenue,  6615-45  New 
Utrecht  Avenue,  northwest  corner,  and  1515/21  67th 
Street,  Block  5558,  Lot  1,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #11BK.  Alt.  #60/78  re-  Parking,  storage 
rental  and  sales  of  U-Haul  trucks  and  trailers  in  Cl-2 
in  R5  zone;  Proposed  change  from  supermarket  to 
storage  sales,  rental  of  U-Haul  trucks  and  trailers,  Cont. 
to  Sec.  32-15Z.R. 


174-78-BZ— B.B.— 2510-26  65th  Street,  369-381  Avenue 
P,  northwest  corner,  and  1587-99  Dahill  Road,  Block 
6607,  Lot  82,  Borough  of  Brooklyn,  Community  Board 
#12BK.  N.B.  #34/78  re-  Proposed  demolition  and  re¬ 
construction  of  existing  gasoline  service  station,  no  re¬ 
pairs,  to  gasoline  and  oil  selling  station. 


175-78-A — B.S.I. — 1547  Arthur  Kill  Road,  north  side, 
2258'  east  of  Arden  Avenue,  Block  5900,  Lot  20,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #171-78  re-  Section 
36,  Building  not  fronting  on  a  legal  street. 


176-78-A — B.S.I. — 1549  Arthur  Kill  Road,  north  side, 
2258'  east  of  Arden  Avenue,  Block  5900,  Lot  20,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #172/78  re-  Section 
36,  Building  not  fronting  on  a  legal  street. 


177-78-A — B.S.I. — 1551  Arthur  Kill  Road,  north  side, 
2258'  east  of  Arden  Avenue,  Block  5900,  Lot  20,  Hugue¬ 
not,  Borough  of  Staten  Island,  N.B.  #451/78  re-  Section 
36,  Building  not  fronting  on  a  legal  street. 


178-78-A — B.B. — 1465  59th  Street,  north  side,  155  feet 
west  of  15th  Avenue,  Block  5706,  Lot  51,  Borough  of 
Brooklyn,  Community  Board  #12BK.,  N.B.  #201/77, 
re-  Proposed  three  family  dwelling,  front  yard,  floor 
area,  parking  spaces,  minimum  open  space. 


179-78-A — B.B. — 1465  59th  Street,  north  side,  155  feet 
west  of  15th  Avenue,  Block  5706,  Lot  51,  Borough  of 
Brooklyn,  N.B.  #201/77,  re-  Provide  wheelchair  access 
for  proposed  building  as  per  Sec.  C26-601.1  B.C. 


180-78-BZ — B.B. — 1467  59th  Street,  north  side,  133  feet 
west  of  15th  Avenue,  Block  5706,  Lot  50,  Borough  of 
Brooklyn,  Community  Board  #12BK.,  N.B.  #202/77,  re- 
Proposed  three  family  dwelling,  front  yard,  floor  area, 
open  space,  parking  spaces  required  under  Sec.  25-23 
Z.R. 


181-78-A — B.B. — 1471  59th  Street,  north  side,  100  feet 
west  of  15th  Avenue,  Block  5706,  Lot  49,  Borough  of 
Brooklyn,  N.B.  #203/77,  re-  Provide  wheelchair  access 
for  proposed  building  as  per  Sec.  C26-601.1  B.C. 


182-78-BZ — B.B. — 1471  59th  Street  north  side,  100  feet 
west  of  15th  Avenue,  Block  5706,  Lot  49,  Borough  of 
Brooklyn,  Community  Board  #12BK.,  N.B.  #203/77  re- 
Proposed  three  family  dwelling,  front  yard  of  at  least 
18  feet  in  depth  as  per  Sec.  23-45  Z.R. 


183-78-A — B.B. — 1467  59th  Street,  north  side,  133  feet 
west  of  15th  Avenue,  Block  5706,  Lot  50,  Borough  of 
Brooklyn,  N.B.  #202/77,  re-  Provide  wheelchair  access 
for  proposed  building  as  per  Sec.  C26-601.1  B.C. 


184-78-A — B.S.I. — 2219  Clove  Road,  southeast  corner  of 
Windermere  Road,  Block  3226,  Lot  17,  Grasmere,  Bor¬ 
ough  of  Staten  Island,  N.B.  #1155/76,  re-  Splash  blocks 
draining. 


185-78-A — B.S.I. — 2223  Clove  Road,  east  side,  23.21  feet 
south  of  Windermere  Road,  Block  3226,  Lot  15,  Gras¬ 
mere,  Borough  of  Staten  Island,  N.B.  #1154/76,  re- 
Splash  block  draining. 


DESIGNATIONS:  D — Department  of  Buildings;.  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I. — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


APRIL  25,  1978,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  25,  1978,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

683-67-A 

APPLICANT — Kantor,  Davidoff,  Winston  and  Ferber  by 
David  I.  Ferber  for  Midtown  Tennis  Club,  lessee;  Mutual 
Redevelopment  Houses,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution.  Appeal  from  a  decision  of  the 
Borough  of  Superintendent  re — air  structure  over  roof; 
previously  granted  on  condition. 

PREMISES  AFFECTED— 323  to  341  Eighth  Avenue,  307 
to  311  West  26th  Street,  northwest  corner,  Block  751, 
Part  of  1,  Borough  of  Manhattan. 


1705-61-BZ 

APPLICANT — Atkin  and  Gibson  for  G.I.T.  Industries 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  May  15,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7e  and  21  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  parking  of  motor  vehicles  as 
accessory  to  the  adjacent  supermarket. 

PREMISES  AFFECTED — 1244  Metcalf  Avenue,  east  side, 
101.77  feet  north  of  Westchester  Avenue,  Block  3780,  Lot 
11,  Borough  of  the  Bronx.  Community  Board  #9BX. 


183-48-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  255  Turnpike 
Associates,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  June  25,  1978 — - 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Sections  7c  and  7e  of  the  Zoning  Resolu¬ 
tion,  permitting  the  extension  of  a  business  building  (stores, 
bank  and  theater)  from  a  retail  use  district  into  a  residence 
use  district;  and  permitting  the  parking  of  more  than  5 
motor  vehicles  in  the  retail  and  residence  use  districts ;  and 
permitting  in  the  retail  use  portion,  the  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED— 255-01  to  259-25  Union  Turn¬ 
pike,  blockfront,  north  side  between  255th  Street  and  260th 
Street,  Block  85 13,  Lot  2,  Glen  Oaks,  Borough  of  Queens. 
Community  Board  #13Q. 
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625-76-BZ 

APPLICANT — Dominick  Salvati  for  McKenson  Garcia, 
owner. 

SUBJ  ECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  February  15,  1978 
■ — decision  of  the  Borough  Superintendent,  permitting  in  a 
Cl-3  district,  in  an  existing  three  story  building,  the  use  of 
the  first  floor  and  cellar  as  a  restaurant  and  cabaret. 

PREMISES  AFFECTED— 322  Macon  Street,  429-437  Sum¬ 
ner  Avenue,  southeast  corner,  Block  1669,  Lot  1,  Borough 
of  Brooklyn. 


50-70-BZ 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES— City  of  New  York,  Fire  Depart¬ 
ment. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance — expired  March  17,  1978 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Section  72-21  and  73-14  of  the  Zoning 
Resolution,  permitting  in  an  R6  district,  for  construction 
of  a  prefabricated  temporary  structure  for  use  as  a  fire 
station. 

PREMISES  AFFECTED — 1264  Boston  Road,  east  side,  140 
feet  south  of  East  169th  Street,  Block  2663,  Lot  22,  Borough 
of  the  Bronx. 


285-77-BZ 

APPLICANT — Rampulla  Associates  for  Grace  Zachary, 
owner. 

SUBJECT — Application  June  7,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  conversion 
of  an  existing  two  story  and  cellar  dwelling  into  a  profes¬ 
sional  office  building. 

PREMISES  AFFECTED — 75  Little  Clove  Road,  north¬ 
east  corner  of  Seneca  Avenue,  Block  663,  Lot  26,  Sunny- 
side,  Borough  of  Staten  Island.  Community  Board  #  IS. I. 


966-77-BZ 

APPLICANT — Board  of  Higher  Education — City  Univer¬ 
sity  of  New  York,  owner. 

SUBJECT — Application  December  14,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-4  and  Ml-1  district,  the 
enlargement  in  area  of  an  existing  college  facility  that 
will  extend  into  the  Ml  district. 

PREMISES  AFFECTED — 500  Grand  Concourse,  south¬ 
east  corner  of  East  149th  Street,  Block  2343,  Lot  32, 
Borough  of  the  Bronx.  Community  Board.  #1BX. 


967-77-BZ 

APPLICANT — Sheldon  Lobel  for  Romford  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  December  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-9  district,  the  amend¬ 
ment  to  a  new  building  application  that  creates  non-com¬ 
pliance  in  lot  area  per  room. 

PREMISES  AFFECTED— 301/303  East  83rd  Street  and 
1602/1614  Second  Avenue,  northeast  corner,  Block  1546, 
Lots  1  and  50,  Borough  of  Manhattan.  Community  Board 
#8M. 

40-78-BZ 

APPLICANT — Lama  and  Vassalotti  for  Bacarol  Realty 
Corporation,  owner. 


SUBJECT — Application  January  27,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-3  and  R5  district,  at 
an  refrigeration  repair  and  service  establishment  pre¬ 
viously  before  the  Board,  the  enlargement  in  lot  area  to 
increase  the  accessory  parking  area. 

PREMISES  AFFECTED— 70/84  Sullivan  Street,  north 
side,  57.2  feet  east  of  Van  Brunt  Street.  Block  556,  Lots 
15,  18,  19,  20  and  21.  Borough  of  Brooklyn.  Community 
Board  #6BK. 

Ai.an  D.  Gershuny,  Executive  Director 


APRIL  25,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  April  25,  1978,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

652-77-A 

APPLICANT — Charles  Rizzo  for  Herman’s  Sporting 
Goods,  owner. 

SUBJECT — Application  October  3,  1977 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re — storage  of  propane 
cylinders. 

PREMISES  AFFECTED— 135/139  West  42nd  Street, 
north  side,  187.10  feet  east  of  Broadway,  Block  995,  Lot 
15,  Borough  of  Manhattan. 


839-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Gino  Tucci, 
owner. 

SUBJECT — Application  November  15,  1977 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 74  Almond  Street,  west  side, 
134.21  feet  south  of  Vespa  Avenue,  Block  6011,  Lot  44, 
Annadale,  Borough  of  Staten  Island. 


840-77-A 

APPLICANT — Alphonse  J.  Calvanico,  for  Gino  Tucci, 
owner. 

SUBJECT — Application  November  15,  1977 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 84  Almond  Street,  Southeast 
corner  of  Vespa  Avenue,  Block  6011,  Lot  55,  Annadale, 
Borough  of  Staten  Island. 


841- 77-A 

APPLICANT — Alphonse  J.  Calvanico,  for  Gino  Tucci, 
owner. 

SUBJECT — Application  November  15,  1977 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 64  Almond  Street,  west  side, 
214.21  feet  south  of  Vespa  Avenue,  Block  6011,  Lot  38, 
Annadale,  Borough  of  Staten  Island. 

842- 77-A 

APPLICANT — Alphonse  J.  Calvanico,  for  Gino  Tucci, 
owner. 
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60-74-BZ 


SUBJECT— Application  November  15,  1977— Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 42  Almond  Street,  west  side, 
358.43  feet  North  of  Woodrow  Road,  Block  6011,  Lot  77, 
Annadale,  Borough  of  Staten  Island. 


843-77-A 

APPLICANT— Alphonse  J  Calvanico,  for  Gino  Tucci, 
owner. 

SUBJECT— Application  November  15,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 61  Vespa  Avenue,  Northeast 
corner  of  Ruxton  Avenue,  Block  6011,  Lot  48,  Annadale, 
Borough  of  Staten  Island. 


844-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Gino  Tucci, 
owner. 

SUBJECT— Application  November  15,  1977 — Filed  Pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 39  Ruxton  Avenue,  east  side, 
359.33  feet  north  of  Woodrow  Road,  Block  6011,  Lot  26, 
Annadale,  Borough  of  Staten  Island. 


963-77-A 

APPLICANT — Peter  F.  Oddo,  Jr.  for  Leewood  Building 
Corporation,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintndent  re-  proposed  use  of 
dry  wells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 620  Ramona  Avenue,  south  side, 
405  feet  west  of  Foster  Avenue,  Block  6920,  Lot  29, 
Iluguenot,  Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 


MAY  2,  1978,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  2,  1978,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

507-75-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Sal-Jo  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  ap¬ 
plication  to  reopen  and  amend  resolution— decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Sections  72-21  and  73-44  of  the  Zoning  Resolution, 
permitting  in  a  Cl -2  district,  the  reduction  in  the  number 
of  accessory  parking  spaces  for  a  proposed  two  story  retail 
store  and  office  building  that  will  have  entrances  within  50 
feet  of  intersecting  streets. 

PREMISES  AFFECTED — 2351  Hylan  Boulevard,  south¬ 
west  corner  of  Bryant  Avenue,  Block  3644,  Lot  62,  New 
Dorp,  Borough  of  Staten  Island. 


APPLICANT — Samuel  H.  Lindenbaum  for  Donald  Zucker, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  January  4,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
C5-3  and  Cl -9  district,  the  erection  of  a  20  story  and  pent¬ 
house  multiple  dwelling  that  exceeds  the  permitted  tower 
coverage  and  floor  area  ratio  and  has  less  than  the  required 
lot  area  per  room  and  accessory  parking. 

PREMISES  AFFECTED— 115-125  East  34th  Street,  north 
side,  183.6  feet  east  of  Park  Avenue,  Block  890,  Lots  11, 
12,  13,  14,  15  and  16,  Borough  of  Manhattan. 


APPLICANT — Lama  and  Vassalotti  for  Morris  Leibson, 
owner. 

SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  7,  1978 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7f,  7i  and  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  car 
washing  (non-automatic,  motor  vehicle  repairs,  office  and 
automobile  showroom  for  Nash  cars,  previously  denied  by 
the  Board)  and  the  parking  and  storage  of  motor  vehicles 
on  unbuilt  portion  of  lot. 

PREMISES  AFFECTED — 162-16  Union  Turnpike  and 
80-02/10  164th  Street,  Block  6857,  Lot  53,  Borough  of 
Queens.  Community  Board  #8Q. 


APPLICANT — Hein,  Waters,  Klein  and  Feder  for  John 
McCarthy,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  December  16,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7e,  7f,  7i  and  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  and  business  use  district,  the  erection 
and  maintenance  of  a  structure  to  be  used  as  an  auto  show¬ 
room,  motor  vehicle  repair  shop,  storage  garage  and 
office  for  authorized  car  dealer,  with  accessory  parking 
in  open  portion  of  plot  located  in  residence  use  district  and 
with  a  business  entrance  (curb  cut)  in  residence,  use  portion 
of  plot. 

PREMISES  AFFECTED — 209-34  Northern  Boulevard, 
south  side,  250  feet  east  of  Oceania  Street,  Block  7309,  Lot 
15  and  18  (formerly  Lot  15)  Bayside,  Borough  of  Queens. 
Community  Board  #11Q. 


APPLICANT— Hein,  Waters,  Klein  and  Feder  for  John 
McCarthy,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  December  16,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  11-412  of  the  Zoning  Resolution,  permitting  in  a  C2-2 
district,  the  extension  of  a  motor  vehicle  repair  shop  previ¬ 
ously  before  the  Board  into  an  adjoining  auto  showroom 
and  auto  supply  store. 

PREMISES  AFFECTED— 209-34  to  209-50  Northern  Bou¬ 
levard,  south  side,  250  feet  west  of  211th  Street,  Block 
7309,  Lots  15  and  18,  Bayside,  Borough  of  Queens.  Com¬ 
munity  Board  #11Q. 


706-47-BZ — Vol.  II 


477-69-BZ 


692-52-BZ 
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362-62-A 

APPLICANT — M.  Milton  Glass  for  Sidney  J.  Bernstein, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  an 
extension  of  term  of  variance  which  expired  April  16,  1978 
— Appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  in  readiness ;  previously  granted  on  condition. 

PREMISES  AFFECTED— 130  West  30th  Street,  south 
side,  352  feet  6  inches  west  of  Avenue  of  the  Americas. 
Block  805,  Lot  81.  Borough  of  Manhattan. 


829-77-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Joseph  Palermo 
and  Carmine  Rozzo,  owners,  Jack  LaLanne.  Staten  Island 
Health  Spa,  Incorporated,  lessee. 

SL1BJECT — Application  November  9,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the  erection 
of  a  one  story  building  for  use  as  a  physical  culture  estab¬ 
lishment  with  accessory  parking  in  open  area. 

PREMISES  AFFECTED — 1660  Richmond  Avenue,  west 
side,  143.54  feet  north  of  Victory  Boulevard,  Block  2236, 
Lot  133,  Bull’s  Plead,  Borough  of  Staten  Island.  Community 
Board  #2S.I. 


830-77-A 

APPLICANT— Leonard  F.  Rothkrug  for  Joseph  Palermo 
and  Carmine  Rozzo,  owners,  Jack  LaLanne  Staten  Island 
Health  Spa,  Incorporated,  lessee. 

SUBJECT — Application  November  9,  1977 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  proposed  parking 
in  the  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 1660  Richmond  Avenue,  west 
side,  143.54  feet  north  of  Victory  Boulevard,  Block  2236, 
Lot  133,  Bull’s  Head,  Borough  of  Staten  Island. 


969-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Oswald 
Taylor,  owner. 

SUBJECT — Application  December  16,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing  three 
story  mixed  building  the  enlargement  in  area  of  the  first 
floor  store,  that  creates  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 598  Nostrand  Avenue,  west 
side,  100  feet  south  of  Pacific  Street,  Block  1200,  Lot  48, 
Borough  of  Brooklyn.  Community  Board  #3BK, 


994-77-BZ 

APPLICANT — McGee  and  Morsellino  for  Rutledge  Apart¬ 
ments,  owners,  C  and  K  Incorporated,  lessee. 

SUBJECT — Application  December  29,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and 
R4  district,  the  maintenance  of  accessory  residential  garages 
as  an  accessory  storage  facility  for  a  retail  store. 

PREMISES  AFFECTED— 89-43/89-49  Doran  Avenue, 
north  side,  119.68  feet  west  of  Woodhaven  Boulevard,  Block 
3872,  Lot  49,  Glendale,  Borough  of  Queens.  Community 
Board  #5Q. 

18-78-BZ 

APPLICANT — Frank  P.  Farinella  for  Hurley  and  Farinella 
for  AGS  Properties,  owner. 

SUBJECT — Application  January  12,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
four  story  building,  the  conversion  of  the  basement  level 
from  doctors  offices  into  business  offices. 

PREMISES  AFFECTED— 111  and  113  East  38th  Street, 
north  side,  160  feet  west  of  Lexington  Avenue,  Block  894, 
Lots  10  and  11,  Borough  of  Manhattan.  Community  Board 
#6M. 

Alan  D.  Gershuny,  Executive  Director 

MAY  2,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  May  2,  1978,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters  : 


905-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Jacobs  Mandel, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 275  Getz  Avenue,  east  side, 
133.00  feet  south  of  Genesee  Street,  Block  5518,  Lot  227, 
Eltingville,  Borough  of  Staten  Island. 


906-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Jacob  Mandel, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 279  Getz  Avenue,  east  side, 
175.00  feet  south  of  Genesee  Street,  Block  5518,  Lot  225, 
Eltingville,  Borough  of  Staten  Island. 


907-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Jacob  Mandel, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 283  Getz  Avenue,  east  side, 
219.00  feet  south  of  Genesee  Street,  Block  5518,  Lot  223, 
Eltingville,  Borough  of  Staten  Island. 


908-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Jacob  Mandel, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 287  Getz  Avenue,  east  side, 
259  feet  south  of  Genesee  Street,  Block  5518,  Lot  221, 
Eltingville,  Borough  of  Staten  Island. 


909-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Jacob  Mandel, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 
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#7). 

PREMISES  AFFECTED— 214  Ridgewood  Avenue,  west 
side,  254.00  feet  south  of  Genesee  Street,  Block  5518,  Lot 
166,  Eltingville,  Borough  of  Staten  Island. 


910-77-A 

APPLICANT— Jerome  L.  Grushkin,  for  Harry  Goldberg, 
owner. 

SUBJECT- — Application  November  29,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 24 6  Downes  Avenue,  south 
side,  186.42  feet  east  of  Lexa  Place,  Block  6324,  Lot  145, 
Annadale,  Borough  of  Staten  Island. 


911-77-A 

APPLICANT— Jerome  L.  Grushkin,  for  Harry  Goldberg, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 258  Downes  Avenue,  south¬ 
east  corner  of  Lexa  Place,  Block  6324,  Lot  138,  Annadale, 
Borough  of  Staten  Island. 


912-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Harry  Goldberg, 
owner. 

SUBJECT— Application  November  29,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 295  Bennett  Avenue,  northeast 
corner  of  Lexa  Place,  Block  6324,  Lot  130,  Annadale, 
Borough  of  Staten  Island. 


913-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Harry  Goldberg, 
owner. 

SUBJECT— Application  November  29,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 285  Bennett  Avenue,  north  side, 
84.36  feet  east  of  Lexa  Place,  Block  6324,  Lot,  126,  Anna¬ 
dale,  Borough  of  Staten  Island. 


914-77-A 

APPLICANT — -Jerome  L.  Grushkin,  for  Harry  Goldberg, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 


PREMISES  AFFECTED — 275  Bennett  Avenue,  north  side, 
168.72  feet  east  of  Lexa  Place,  Block  6324,  Lot  122,  Anna¬ 
dale,  Borough  of  Staten  Island. 

915-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Harry  Goldberg, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 267  Bennett  Avenue,  north  side, 
253.08  feet  east  of  Lexa  Place,  Block  6324,  Lot  118,  Anna¬ 
dale,  Borough  of  Staten  Island. 


983-77-A 

APPLICANT — Peter  F.  Oddo,  Jr.,  for  Silver  Ridge 
Estates,  owner. 

SUBJECT- — Application  December  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 362  Lamoka  Avenue,  south 
side,  36.25  feet  east  of  Ridgewood  Avenue,  Block  5482, 
Lot  49,  Eltingville,  Borough  of  Staten  Island. 


984-77-A 

APPLICANT — Peter  F.  Oddo,  Jr.,  for  Silver  Ridge 
Estates,  owner. 

SUBJECT — Application  December  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 366  Lamoka  Avenue,  southeast 
corner  of  Ridgewood  Avenue,  Block  5482,  Lot  48,  Elting¬ 
ville,  Borough  of  Staten  Island. 


985-77-A 

APPLICANT — Peter  F.  Oddo,  Jr.,  for  Silver  Ridge 
Estates,  owner. 

SUBJECT — Application  December  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 447  Cortelyou,  west  side, 
348.70  feet  south  of  Lamoka  Avenue,  Block  5481,  Lot  26, 
Eltingville,  Borough  of  Staten  Island. 


986-77-A 

APPLICANT — Redken  Laboratories,  Incorporated,  owner. 

SUBJECT— Application  December  20,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  nail 
polish  remover  in  16  ounce,  high  density,  polyethylene 
container  with  a  cap  made  of  phenolic  material  with  a 
poly  aluminum  mylar  liner,  container  not  in  Compliance 
with  the  Regulations  of  the  Administrative  Code  of  the 
City  of  New  York. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  14,  1978,  10  A.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  February  28,  1978,  were 
approved  as  printed,  in  the  Bulletin  of  March  9,  1978,  Volume 
63,  Number  10. 

747-76-A 

APPLICANT — Leonard  F.  Rothkrug  for  Julius  Fiorillo, 
Julius  F.  X.  Fiorillo  and  Douglas  P.  Fiorillo,  owners. 
SUBJECT — Application  for  consideration- — reopening  for 
extension  of  time  to  complete  which  expired  February  1, 
1978 — filed  pursuant  to  Section  35  and  Section  36(2)  of 
the  General  City  Law  re-  proposed  accessory  parking  in 
the  bed  of  a  mapped  street,  waiver  from  requirements  that 
Delafield  Avenue  be  improved  as  a  street,  previously 
granted  on  condition. 

PREMISES  AFFECTED — 5686  Riverdale  Avenue,  east 
side,  80.50  feet  south  of  west  259th  Street,  Block  5862  and 
5863,  Lots  33,  37,  44,  129,  130,  132,  134,  143,  145,  147  and 
148,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  1,  1977,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
1,  1977  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  89-75) 


661-65-BZ 

APPLICANT — Peter  Casini  for  Mario  DiFilippo,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  November  16,  1975 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
C2-2  and  R3-2  district,  the  enlargement  in  area  of  an 
existing  automobile  sales  lot  and  the  addition  to  the  uses 
to  include  accessory  storage  of  automobiles. 

PREMISES  AFFECTED — 129-04  Merrick  Boulevard, 
southwest  corner  of  129th  Avenue,  Block  12538,  Lots  138, 
146,  149  and  151,  Springfield  Gardens,  Borough  of  Queens. 
Community  Board  #12 Q. 

APPEARANCES— 

For  Applicant :  Peter  Casini. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  term  of  variance  extended  and  resolution 
amended. 


THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  16,  1965,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  14,  1978,  after  due  notice  of  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  16,  1965  by  adding 
thereto : 

“That  this  variance  shall  continue  for  a  term  of  ten  years 
from  the  date  of  this  amended  resolution ;  that  the  exist¬ 
ing  8'-0"  high  chain  link  fence  and  gates  on  Merrick 
Blvd.  and'  129th  Ave.  be  used  instead  of  the  4'-0"  high 
woven  wire  fence;  and  that  the  existing  5'-6"  high  chain 
link  fence  with  opaque  slats  on  the  west  and  south  lot 
lines  be  used  instead  of  the  split  sapling  fence;  substan¬ 
tially  as  shown  on  revised  drawings  of  existing  and  pro¬ 
posed  conditions  marked  ‘Received  March  10,  1978’  one 
sheet ;  on  condition  that  a  full  width  sidewalk  be  installed 
along  Merrick  Blvd.  and  129th  Avenue  frontage;  and 
that  there  will  be  no  parking  of  any  vehicles  within  the 
sidewalk  area  in  compliance  with  the  specifications  of  the 
Department  of  Highways ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects ;  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained  within  one  year  from  the  date  of  this 
amended  resolution.”  (Alt.  191-65) 


161-68-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  The  Henry  and 
Lloyd  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  13, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C5-2  district,  the  construction 
and  maintenance  of  a  public  parking  lot. 

PREMISES  AFFECTED — 6-8  East  33rd  Street,  south  side, 
70  feet  east  of  Fifth  Avenue,  Block  862,  Lot  69,  Borough- 
of  Manhattan.  Community  Board  #5M. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  29,  1968,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  14,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
29,  1968  as  amended  through  November  13,  1973  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  on  condition  that  the 
fences  be  repaired  where  needed ;  and  that  bumpers  are 
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to  be  installed  in  compliance  with  the  rules  and  regula¬ 
tions  of  the  Department  of  Buildings;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained  within  one  year  from  the 
date  of  this  amended  resolution.”  (Alt.  878-73). 


295-73-BZ 

APPLICANT— John  Carl  Warnecke  for  City  University  of 
New  York,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  January  4, 
1978— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-641  of  the  Zoning 
Resolution,  permitting  in  an  R7-2  district,  at  an  existing 
University,  the  erection  of  an  eight  story  and  basement 
academic  building  that  will  penetrate  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 1519-1605  Amsterdam  Avenue 
and  469-499  West  135th  Street,  northeast  corner,  450-474 
West  140th  Street  and  160-250  Convent  Avenue,  Block 
1957,  Lot  200,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Gelal  Kent. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  10,  1973,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  January  4,  1977,  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  10, 
1973  as  amended  through  January  4,  1977  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  97-72) 


552-77-BZ 

APPLICANT — Nathan  Silberman  and  Robert  Marx  for 
Jules  Seiden,  contract  vendee. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  August  17,  1977— decision  of  the  Borough 
Superintendent,  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R6  district,  the  construction  and 
maintenance  of  a  public  parking  lot  with  entrances  within 
50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 4903  Fort  Hamilton  Parkway, 
southeast  corner  of  49th  Street,  Block  5630,  Lot  40, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 


427-74-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Charles 
Beshara,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  18, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  district,  in  an  existing 
two  story  building,  the  addition  to  the  uses  of  the  first 
floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 8219  5th  Avenue,  east  side, 
42.10*4  feet  north  of  83rd  Street,  Block  6009,  Lot  3,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #10BK. 

APPEARANCES— 

For  Applicant:  Harriet  Jacobs. 

ACTION  OF  BOARD — Laid  over  from  March  14,  1978  to 
April  11,  1978,  at  10  A.M.,  Special  Order  Calendar  for 
decision ;  hearing  closed. 


257-75-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Gaetano  Fon- 
tano,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  November  23,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R5  district,  the  erection  of  a  three  story  and  cellar,  two 
family  dwelling  that  encroaches  on  the  required  side  and 
rear  yards. 

PREMISES  AFFECTED— 2267  West  7th  Street,  east  side, 
128.4 feet  north  of  86th  Street,  Block  7144,  Lot  60, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harriet  Jacobs. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978  at 
10  A.M.,  Special  Order  Calendar,  for  decision;  hearing 
closed. 


519-75-BZ 

APPLICANT — McGee  and  Morsellino  for  Ozone  Park  En¬ 
terprises,  owner ;  Globe  Shipping  Company,  Incorporated, 
lessee. 

SUBJECT—  To  reopen  in  accordance  with  the  order  of  the 
court  for  the  making  of  Findings  of  Fact  under  Section 
72-21  of  the  Zoning  Resolution  of  the  City  of  New  York, 
to  permit  in  an  R3-2  district,  the  enlargement  in  lot  area 
and  reconstruction  of  a  warehouse  with  accessory  offices. 

PREMISES  AFFECTED — 124-26  South  Conduit  Avenue, 
a/k/a  150-20  125th  Street,  southwest  corner  of  South  Con¬ 
duit  Avenue,  Block  11893,  Lots  46,  47  and  48,  South  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  the  Com¬ 
munity  Board  to  be  notified ;  hearing  closed. 

472-77-BZ 

APPLICANT — Jerome  L.  Grushkin  for  Tom  Avitabile, 
owner. 

SUBJECT — Application  July  12,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  on  a  corner  plot 
with  less  than  the  required  lot  area  and  lot  width,  the 
erection  of  a  one  family  dwelling  that  encroaches  on  the 
required  front  yard,  has  accessory  parking  within  the 
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front  yard  and  has  less  than  the  required  lot  area  per 
dwelling  unit. 

PREMISES  AFFECTED — 303  Crystal  Avenue,  southeast 
corner  of  Watchogue  Road,  Block  472,  Lot  149,  Wester- 
leigh,  Borough  of  Staten  Island.  Community  Board  #7S.I. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  10 
A.M.,  for  decision;  hearing  closed. 


518-77-BZ 

APPLICANT — Diffendale  and  Kubec  for  WPOW,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  August  2,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R3-2  SRD  district, 
the  enlargement  in  area  and  conversion  of  a  community 
facility  radio  studio  and  tower  into  a  commercial  radio 
studio  that  does  not  comply  with  the  special  district  regu¬ 
lation  for  sidewalks  and  landscaping. 

PREMISES  AFFECTED— 1111  Woodrow  Road,  south 
side,  628.01  feet  east  of  Powell  Avenue,  Block  6110,  Lot 
204,  Huguenot,  Borough  of  Staten  Island.  Community 
Board.  #3S.I. 

APPEARANCES— 

For  Applicant :  Peter  W.  Diffendale. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  10 
A.M.,  for  decision;  additional  information;  hearing  closed. 


558-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Roseman  Colin 
et  al.  for  P'arlieb,  Incorporated,  Contract  Vendee. 

SUBJECT — Application  August  19,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  CRT  and  C6-6  CRT 
district,  the  erection  of  a  46  story  and  penthouse  mixed 
building  that  encroaches  on  the  required  tower  setback  and 
alternate  front  setback. 

PREMISES  AFFECTED— 109-123  West  56th  Street,  north 
side,  150  feet  west  of  Avenue  of  the  Americas  and  118 
West  57th  Street,  Block  1009,  Lots  19  and  43,  Borough  of 
Manhattan.  Community  Board  #5M. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1978,  at  10 
A.M.,  for  hearing. 


659-77-BZ 

APPLICANT — John  J.  Tudda  for  John  B.  Ferrandi,  owner. 

SUBJECT — Application  October  12,  1977,  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  the  erection  of  an 
enlargement  in  area  of  the  second  floor  of  a  wholesale 
establishment  with  accessory  offices  that  increases  the  de¬ 
gree  of  noncomformity. 

PREMISES  AFFECTED — 1803  Bronxdale  Avenue,  north¬ 
west  corner  of  Morris  Park  Avenue,  Block  4056,  Lot  82, 
Borough  of  The  Bronx.  Community  Board  #11BX. 

APPEARANCES— 

For  Applicant:  John  J.  Tudda. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  10 
A.M.,  for  continued  hearing;  additional  information. 


670-77-BZ 

APPLICANT — Wechsler,  Grasso,  Menziuso  for  Lafayette 
Studio,  Corporation,  owner. 

SUBJECT — Application  October  24,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  M1-5B  district,  the  conver¬ 
sion  of  an  existing  six  story  building  from  commercial  use 
into  residential  occupancy. 

PREMISES  AFFECTED— 280/290  Lafayette  Street,  south 
side  of  Jersey  Street  and  115/127  Crosby  Street,  Block  510, 
Lots  6  and  9,  Borough  of  Manhattan.  Community  Board 

#2M. 

APPEARANCES— 

For  Applicant:  Alfred  Menziuso,  Helen  Mills,  Juel  Sha¬ 
piro,  Stephanie  Rhodes  and  Abneail  Afranat. 

For  Opposition :  Doris  Diether,  C.  B.  and  Rodger  Parsons. 
For  Administration:  Janet  Langsam,  D.C.A. ;  John  Stern¬ 
berg,  C.P.C.  and  Sandy  Hornick. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  10 
A.M.,  for  continued  hearing;  additional  information. 


671-77-A 

APPLICANT — Wechsler,  Grasso,  Menziuso  for  Lafayette 
Studio  Corporation,  owner. 

SUBJECT — Application  October  24,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stair  enclosure, 
corridors,  stairs,  multiple  dwelling  law. 

PREMISES  AFFECTED — 280/290  Lafayette  Street,  south' 
side  of  Jersey  Street  and  115/127  Crosby  Street,  Block 
510,  Lots  6  and  9,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Alfred  Menziuso,  Helen  Mills,  Juel  Sha¬ 
piro.  Stephanie  Rhodes  and  Abneail  Afranat. 

For  Opposition :  Doris  Diether,  C.  B.  and  Rodger  Parsons. 
For  Administration :  Janet  Langsom,  D.C.A. ;  John  Stern¬ 
berg,  C.P.C.  and  Sandy  Hornick. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  10 
A.M.,  for  continued  hearing;  additional  information. 


796-77-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Children’s  Aid  So¬ 
ciety,  owner. 

SUBJECT — Application  October  27,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district  at  an  existing 
children’s  center,  the  erection  of  a  one  story  non-commer¬ 
cial  recreational  center  that  creates  non-compliance  on  the 
parking  requirements. 

PREMISES  AFFECTED — 306  Prospect  Avenue,  south¬ 
west  corner  of  Clinton  Avenue,  Block  100,  Lot  1,  Goodhue 
Park,  Borough  of  Staten  Island.  Community  Board  #1S.I. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

For  Opposition :  Edna  Hayes. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  10 
A.M.,  for  continued  hearing,  additional  information. 


797-77-A 

APPLICANT — Frank  A.  Vaccaro  for  Children’s  Aid  So¬ 
ciety,  owner. 

SUBJECT — Application  October  27,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  existing  brook  for  disposal  of  storm  water  is  contrary. 
Proposed  access  to  frontage  space  using  a  ten  (10)  foot 
wide  access  road  is  contrary. 
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PREMISES  AFFECTED — 306  Prospect  Avenue,  south¬ 
west  corner  of  Clinton  Avenue,  Block  100,  Lot  1,  Goodhue 
Park,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  10 
A.M.,  for  continued  hearing,  additional  information. 


828-77-BZ 

APPLICANT — Sheldon  Lobel  for  MTM  Printing  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  November  9,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  printing  establishment 
that  increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED— 23-21  College  Point  Boulevard, 
east  side,  181.62  feet  south  of  23rd  Avenue,  Block  4226, 
Lot  17,  College  Point,  Borough  of  Queens.  Community 
Board  #7  Q. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1978,  at  10 
A.M.,  for  hearing. 


859-76-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Unique  Restorations, 
Incorporated,  Contract  Vendee. 

SUBJECT — Application  November  IS,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  the  enlargement 
in  area  conversion  of  an  existing  hospital  into  a  10  story 
multiple  dwelling  that  will  increase  the  degree  of  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio,  lot  area  pei 
room,  rear  yard  encroachment  and  creates  non-compliance 
on  the  inner  court  area  and  minimum  distance  between 
windows  and  lot  lines. 

PREMISES  AFFECTED— 168-170  West  76th  Street,  south 
side.  120  feet  east  of  Amsterdam  Avenue,  Block  1147,  Lot 
59,  Borough  of  Manhattan.  Community  Board  #7M. 
APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  George  Harkany  and 
Stephen  Jacobs. 

For  Opposition:  Ronald  G.  Wolin,  Jean  Hicks,  Ruth  Mes- 
singer,  N.  Y.  State  Assemblyman  Richard  Gottfried  and 
Gale  Brewer. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  10 
A.M.,  for  continued  hearing,  additional  information. 


860- 77-A 

APPLICANT — Samuel  J.  Kisseloff  for  Unique  Restorations, 
Incorporated,  Contract  Vendee. 

SUBJECT — Application  November  1,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  access  ana 
egress. 

PREMISES  AFFECTED— 168-170  West  76th  Street,  south 
side,  120  feet  east  of  Amsterdam  Avenue,  Block  1147,  Lot 
59,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  10 
A.M.,  for  continued  hearing,  additional  information. 

861- 77-BZ 

APPLICANT — Donald  D.  Fisher  for  Hoysum  Realty  Cor 
poration,  owner. 


SUBJECT — Application  November  16,  1977 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C6-1  district,  in  an 
existing  three  story  building,  the  addition  to  the  uses  of 
the  first  floor  store  to  include  the  manufacture  of  food 
products. 

PREMISES  AFFECTED — 84  Mulberry  Street,  east  side 
151.5  feet  south  of  Canal  Street,  Block  200,  Lot  9,  Borough 
of  Manhattan.  Community  Board  #3M. 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  10 
A.M.,  for  decision;  hearing  closed. 


930-77-BZ 

APPLICANT — Kenneth  H.  Koons  for  Bernie  Landau, 
owner. 

SUBJECT — Application  December  6,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  district,  in  an  existing  one 
story  and  basement  building,  the  conversion  of  the  base¬ 
ment  from  accessory  storage  into  an  automobile  repair  shop 
that  creates  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 3272-74  Boston  Road,  southeast 
corner  of  Hering  Avenue,  Block  4615,  Lot  31,  Borough  of 
the  Bronx.  Community  Board  #10BX. 
APPEARANCES— 

For  Applicant :  Kenneth  H.  Koons. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1978,  at  10 
A.M.,  for  hearing. 

936- 77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
et  al  for  487  Park  Avenue  Corporation,  Contract  Vendee. 

SUBJECT — Application  December  8,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C5-3R  district,  the 
erection  of  a  twenty-five  story  store  and  office  building 
that  exceeds  the  permitted  floor  area  ratio,  penetrates  the 
sky  exposure  plane  and  without  the  required  accessory 
loading  berth. 

PREMISES  A FFE CT E D — 48 7-499  Park  Avenue,  south¬ 
east  corner  of  East  59th  Street,  Block  1213,  Lot  4,  Borough 
of  Manhattan.  Community  Board  #5M. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Howard  A.  Zipser, 
George  Klein  and  Benard  Rice. 

For  Opposition :  David  Shivitz  and  Max  Siegel  P.E. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
10  A.M.,  for  decision;  hearing  closed. 

937- 77-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin, 
et  al  for  487  Park  Avenue  Corporation,  Contract  Vendee. 

SUBJECT — Application  December  8,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  open¬ 
ings  in  exterior  walls,  located  on  side  lot  line. 

PREMISES  AFFECTED — 487-499  Park  Avenue,  south¬ 
east  corner  of  East  59th  Street,  Block  1313,  Lot  4,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Howard  A. 

Zipser,  George  Klein  and  Benard  Rice. 

For  Opposition :  David  Shivitz  and  Max  Siegel  P.E. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
10  A.M.,  for  decision;  hearing  closed. 
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964-77-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Louis  Zulzer, 
owner. 

SUBJECT — Application  December  13,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  on  a  corner  lot,  the  maintenance  of  an  existing 
three  story  dwelling  that  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 57  Carpenter  Avenue,  east  side, 
110.21  feet  south  of  Glenn  Road,  Block  2015,  Lot  243, 
New  Springville,  Borough  of  Staten  Island.  Community 
Board  #2S.I. 

APPEARANCES— 

For  Applicant:  David  C.  Winters  and  Ellis  Tremper. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
10  A.M.,  for  decision;  additional  information;  hearing 
closed. 


965-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Louis  Zulzer, 
owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  three 
story  two  family  dwelling  of  Class  4  Construction. 
PREMISES  AFFECTED — 57  Carpenter  Avenue,  east  side, 
110.21  feet  south  of  Glenn  Road,  Block  2015,  Lot  243, 
New  Springville,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  David  C.  Winters  and  Ellis  Tremper. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
10  A.M.,  for  decision;  additional  information;  hearing 
closed. 


503-77-BZ 

APPLICANT — Walter  T.  Gorman  for  Natalia  Commerce, 
Incorporated,  owner. 

SUBJECT — Application  July  26,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  reconstruction 
and  rehabilitation  of  an  existing  automotive  service  station 
with  accessory  uses  previously  before  the  Board. 
PREMISES  AFFECTED— 142-18  Rockaway  Boulevard 
and  126-01/09  142nd  Street,  southeast  corner,  Block  12059, 
Lot  7,  South  Ozone  Park,  Borough  of  Queens.  Community 
Board  #10Q. 

APPEARANCES— 

For  Applicant :  Carl  A.  Sulfaro. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  28,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  14,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  20,  1977,  acting  on  Alt.  Applic.  #526/1977,  reads: 
“1.  Proposed  structural  alterations  to  a  non-con- 
forming  use  is  contrary  to  Section  52-22  Z.R. 

2.  Proposed  alteration  to  building  and  rearrange¬ 


ment  of  gasoline  islands,  pumps  and  curb  cuts  is  contrary 
to  the  resolution  adopted  by  the  Board  of  Standards  and 
Appeals  under  Cal.  No.  68-56  B.Z.  which  expired  on 
March  25,  1973  and  must  be  referred  back  to  the  Board 
as  per  Section  11-412  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution,  the  extension  of  the  present  use,  the  enlargement 
of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  in  a  Cl-2  district,  the  reconstruction  and  rehabilitation 
of  an  existing  automotive  service  station  with  accessory  uses 
previously  before  the  Board  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  applica¬ 
tion,  marked  “Received  July  26,  1977,”  6  sheets;  and  on 
further  condition  that  this  special  permit  shall  be  limited  to 
a  term  of  15  years;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


845-77-BZ 

APPLICANT — Samuel  J.  Kisseloff  for  Recycling  for  Hous¬ 
ing  Partnership,  Contract  Vendee. 

SUBJECT — Application  November  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  Ml-5  district,  the  conversion  of 
an  existing  five  story  building  from  lofts  into  a  multiple 
dwelling. 

PREMISES  AFFECTED — 603-609  Washington  Street, 
622-624  Greenwich  Street,  northwest  corner.  Block  602, 
#2M. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Doris  Diether,  Com¬ 
munity  Board  #2M,  Gerald  Hallissy  and  Jerome 
Kretchmer. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  24,  1978,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  February  28,  1978 ;  then  to  March  14, 
1978;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  4,  1977,  acting  on  Alt.  Applic.  #856/1977, 
reads : 

“1.  Use  group  2  residential  apartments  not  per¬ 
mitted  within  an  Ml  District  Section  42-00  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
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it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  Ml-5  district,  the  conversion  of  an 
existing  five-story  building  from  lofts  into  a  multiple  dwell¬ 
ing  on  condition  that  all  work  shall  substantially  conform  to 
drawings  as  they  apply  to  the  objection,  above  noted,  filed 
with  this  application,  marked  “Received  November  15,  1977”, 
one  sheet,  and  “February  22,  1978”,  13  sheets;  and  on 
further  condition  that  a  smoke  detection  device  be  installed 
in  each  apartment  in  accordance  with  Article  7B  of  the 
Multiple  Dwelling  Law ;  and  on  further  condition  that  case¬ 
ment  windows  be  installed  for  the  full  height  and  width  of 
the  openings  providing  access  to  the  fire  balconies;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


846-77-A 

APPLICANT — Samuel  J.  Kisseloff  for  Recycling  for  Hous¬ 
ing  Partnership,  Contract  Vendee. 

SUBJECT — Application  November  15,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  fire 
balconies  without  doors  and  without  three  foot  extension 
of  two  hours  fire  rated  material. 

PREMISES  AFFECTED— 603-609  Washington  Street, 
622-624  Greenwich  Street,  northwest  corner,  Block  602, 
Lots  30,  44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Doris  Diether  C.B. 

#2M,  Gerald  Hallissy  and  Jerome  Kretchmer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  4,  1977,  on  Alt.  Applic.  #856/77,  reads: 

“4.  Fire  balconies  without  doors  and  without  three 
foot  extension  of  two  hour  fire  rated  material  C26- 
604.2  g(3).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  4,  1977,  acting  on  Alt.  Applic.  #856/1977, 
Objection  No.  4,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
conform  to  the  resolution  adopted  this  date  under  Calendar 
Number  845-77-BZ ;  and  that  all  other  laws,  rules  and  regu¬ 
lations  be  complied  with. 


922-77-BZ 

APPLICANT — Lama  and  Vassalotti  for  Franklin-Clinton 
Service  Center,  Incorporated,  owner,  Amaco  Oil  Company, 
Long  Term  lessee. 

SUBJECT — Application  December  2,  1977 — decision  of 

the  Borough  Superintendent,  under  Section  11-413  of 
the  Zoning  Resolution,  to  permit  in  a  Cl -3  district,  the 
reconstruction  and  conversion  of  an  existing  automotive 
service  station  with  accessory  uses  previously  before  the 
Board  into  a  gasoline  and  oil  selling  station. 

PREMISES  AFFECTED — 308-314  Franklin  Avenue  and 
163-171  Clinton  Place,  northwest  corner,  Block  1949,  Lot 
42,  Borough  of  Brooklyn.  Community  Board  #3BK. 

APPEARANCES— 

For  Applicant :  James  Vassalotti. 

For  Opposition :  None. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  7,  1978,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  March  14,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  28,  1977,  acting  on  N.B.  Applic.  #181/1977, 
reads : 

“1.  The  proposed  demolition  and  reconstruction  of 
an  existing  Automotive  Service  Station  and  accessory 
uses  previously  permitted  by  the.  Board  of  Standards  and 
Appeals  under  Cal.  #1109-66-BZ  to — Automotive  Service 
office  and  storage  room  (no  repairs  of  any  kind)  and 
accessory  parking  for  not  more  than  nine  (9)  cars  in  open 
area,  on  a  lot  located  in  a  Cl-3  mapped  within  an  R6 
district  is  contrary  to  Section  32-00  Z.R.  and  B.S.A.  Cal. 
#1109-66-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the.  Board ;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-413  of  the  Zoning  Resolu¬ 
tion,  the  change  in  use  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-413  of  the  Zoning  Resolution, 
in  a  Cl-3  district,  the  reconstruction  and  conversion  of  an 
existing  automotive  service  station  with  accessory  uses  pre¬ 
viously  before,  the  Board  into  a  gasoline  and  oil  selling  station 
on  condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application,  marked  “Received  December  2, 
1978”,  3  sheets,  and  “March  9,  1978”,  one  sheet;  and  on 
further  condition  that  there  shall  be  no  repair  services  per¬ 
formed  at  this  site;  that  accessory  signs  comply  with  the  Cl 
district  regulations ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


546-77-BZ 

APPLICANT — Louis  Lieberman  for  Cong.  Machitze  Ha- 
dasa,  owner. 

SUBJECT — Application  August  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3  district,  the  erection  of  a 
two  story  enlargement  to  a  dwelling  for  use  as  a  synagogue 
that  will  exceed  the  permitted  floor  area  ratio,  have  less 
than  the  required  open  space  ratio  and  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED — 2502  Avenue  M,  southeast  cor¬ 
ner  of  Bedford  Avenue,  Block  7661,  Lot  40,  Borough  of 
Brooklyn.  Community  Board  #14BK. 
APPEARANCES— 

For  Applicant :  None 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . .’  6 

Negative:  .  q 

Adjourned:  3:10  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  14,  1978,  2  P.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

347-70-SA 

APPLICANT — Clark  Control,  Incorporated,  owner. 
SUBJECT — Additional  fire  pump  controller  and  battery- 
charger. 

APPEARANCES— 

For  Applicant :  George  S.  Borgida. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
347-70-SA — Amendment  to  resolution  to  include  additional 
fire  pump  controller  and  battery  charger. 

Clark  Control,  Incorporated,  Cleveland,  Ohio,  requested 
that  the  resolution  adopted  November  23,  1971  and  amended 
July  17,  1973  under  Calendar  Number  347-70-SA  be  reopened 
and  amended  to  include  an  additional  fire  pump  controller 
and  battery  charger. 

PROPOSED  USE:  Fire  pump  controller  and  battery 
charger. 

DESCRIPTION :  The  additional  fire  pump  controller, 
Clark  Bulletin  10710,  is  a  combined  manual  and  automatic 
controller  of  diesel  engines  which  drive  centrifugal  fire  pumps. 
The  controller  is  connected  to  two  storage  batteries  and  a 
120  volt,  60  Hertz  single  phase  source  of  power  supply.  The 
lead-acid  storage  batteries  are  12  or  24  volts,  and  have 
capacities  of  150-225  amp-hrs.  The  Part  No.  A10-308115A-3,5 
battery  charger  is  used  to  maintain  charges  on  the  two  bat¬ 
teries  simultaneously.  Remote  failure  alarm  and  remote 
running  alarm  circuits  are  provided.  Each  is  rated  at  10  amps, 
120  volts,  AC. 

INSPECTION  AND  TEST :  The  pump  controller  and 
battery  charger  have  been  tested  and  approved  by  Under¬ 
writers’  Laboratories  (File  EX  386). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  23,  1971  and 
amended  July  17,  1973  under  Calendar  Number  347-70-SA 
be  reopened  and  amended  to  include  the  Clark  Bulletin  10710 
fire  pump  controller,  with  Part  No.  A10-308115A-3,4  battery 
charger,  on  condition  that  all  uses  shall  comply  with  the 
applicable  requirements  of  the  Building  Code  and  the  Electri¬ 
cal  Code  of  the  City  of  New  York  and  the  original  resolution 
and  previous  amendment  adopted  under  this  Calendar  Num¬ 
ber. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufacturer,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 


Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

483-70-SM 

APPLICANT — Hilti,  Incorporated,  owner. 

SUBJECT — Additional  powder  actuated  tool. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Aguta, 
Commissioner  Carrol,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
483-70-SM — Amendment  to  resolution  to  include  additional 
powder  actuated  tool. 

Hilti,  Incorporated,  Stamford,  Connecticut,  requested  that 
the  resolution  adopted  February  9,  1971  and  amended  through 
March  8,  1977  under  Calendar  Number  483-70-SM  be  re¬ 
opened  and  amended  to  include  an  additional  powder  actuated 
tool. 

PROPOSED  USE:  Powder  actuated  tool  to  drive  fasteners 
into  work  surfaces. 

DESCRIPTION :  The  additional  tool,  Model  DX-200,  is  a 
low  velocity  tool,  with  peak  velocities  of  less  than  300  feet 
per  second.  The  tool  fires  pins  up  to  2 J4"  in  diameter  and 
threaded  studs  up  to  in  diameter,  and  is  single  booster 
loaded.  The  tool  is  fired  by  perpendicularly  pressing  against 
a  work  surface  with  a  force  of  30  pounds  and  simultaneously 
pulling  the  trigger.  The  .25  caliber  cased  boosters  are  avail¬ 
able  in  four  different  color  coded  power  levels. 
INSPECTION  AND  TEST :  The  tool  has  been  tested  and 
approved  in  accordance  with  ANSI  Standard  A  10.3  (RS  19-f 
of  the  Building  Code  of  the  City  of  New  York)  by  H.  P. 
White  Laboratory,  Incorporated,  Bel  Air,  Maryland  (report 
dated  October  19,  1977). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  9,  1971  and 
amended  through  March  8,  1977  under  Calendar  Number 
483-70-SM  be  reopened  and  amended  to  include  an  additional 
powder  actuated  tool,  Hilti  Model  DX-200,  on  condition  that 
all  uses  of  and  construction  involving  the  tool  shall  comply 
with  the  applicable  requirements  of  the  Building  Code  of  the 
City  of  New  York  and  the  original  resolution  and  previous 
amendments  adopted  under  this  Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  T est. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


6 

0 


258-72-SA 

APPLICANT— Pyrontronics  Company,  Incorporated,  owner. 
SUBJECT— Additional  fire  alarm  and  extinguishing  equip¬ 
ment. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE _ 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolt  . 
Negative:  . 

THE  RESOLUTION—  .  _  4  . 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
258-72-SA — Amendment  to  resolution  to  include  additional 
fire  alarm  and  extinguishing  equipment. 

Pyrotronics  Company,  Incorporated,  Cedar  Knolls  New 
Tersey,  requested  that  the  resolution  adopted  May  8,  1973  and 
amended  through  June  21,  1977  under  Calendar  Number 
258-72-SA  be  reopened  and  amended  to  include  additional 
fire  alarm  and  extinguishing  equipment. 

PROPOSED  USE:  Fire  alarm  and  extinguishing  equip¬ 
ment. 

DESCRIPTION:  The  additional  equipment  represents 

minor  improvements  of  previously  approved  equipment  and 
additional  modules,  smoke  detectors,  and  components  o 
detection,  time  sequence,  alarm,  and  control  associated  wit  1 
Halon  extinguishing  systems.  The  equipment  and  their  func¬ 
tions  are  as  follows:  1  r  a  a- 

Self  Contained  Air  Duct  Detector ,  Model  C A-  . 
This  unit  operates  from  120  VAC,  contains  one  DI-4  or 
DI-4H  ionization  detector  and  provides  two  sets  ol 
isolated  alarm  contacts  and  one  set  of  isolated  trouble 
contacts.  Unit  also  provides  self-contained  power  on 
lamp,  alarm  lamp  and  reset  switch.  . 

Air  Duct  Detectors,  Models  DA-4  and  DA-4R: 
The  Model  DA-4R  utilizes  the  Model  DI-4  or  DI-4H 
ionization  detector  and  connects  across  a  20  VDC  super¬ 
vised  initiation  device  circuit.  The  unit  provides  two  sets 
of  alarm  operated  relay  contacts,  in  addition  to  an  alarm 
lamp.  The  Model  DA-4  is  identical  to  the  Model  DA-4R 
except  it  does  not  contain  the  relay  contacts. 

Halon  Interface  Module,  Model  ML-3:  This  module 
provides  an  interface  between  a  compatible  Listed  control 
unit  such  as  the  Model  CP-250  or  CP-70  and  Listed 
Halon  extinguishing  system.  Provides  one  supervised 
initiating  circuit  and  one  supervised  series  loop  detona¬ 
tor  circuit.  24  VDC  power  is  derived  from  the  associated 
control  panel. 

Power  Supply,  Model  PS-30:  This  module  contains 
a  stepdown  transformer  and  full  wave  bridge  rectifier  and 
converts  the  120  VAC  input  to  a  full  wave  rectified  24  V 
signal  which  constitutes  the  basic  CP-30  system  power. 

Power  Supply,  Model  PS-31:  This  unit  is  similar  to 
the  Model  PS-30;  however,  it  provides  higher  power 
output  and  is  compatible  with  the  Model  CP-31  control 
panel. 

Control  Panel,  Model  CP-31:  This  control  panel 
contains  the  identical  circuitry  as  the  Model  CP-30  con¬ 
trol  panel  with  the  exception  that  it  does  not  contain  the 
circuitry  for  monitoring  a  loop  of  detection  devices  or 
loop  of  audible  signaling  devices.  This  module  is  de¬ 
signed  for  larger  systems  and  is  intended  to  be  used  with 
the  Models  PS-31,  BC-31,  MM-31,  and  RS-31,  specifi¬ 


cally  in  addition  to  all  other  functional  modules. 

Class  A  Zone  Module,  Model  ZA-30:  This  module 
provides  two  supervised  Class  A  zones  of  detection  de¬ 
vices,  is  compatible  with  various  ionization  detectors 
(Models  DI-4  and/or  DI-2  series)  or  shorting  type 
thermal  detectors  and/or  manual  stations.  This  circuit 
will  continue  to  be  functional  in  spite  of  a  single  open  in 
the  loop. 

Class  A  Bell  Module,  Model  AA-30:  This  module 
provides  one  supervised  Class  A  audible  circuit.  This 
circuit  will  continue  to  be  functional  in  spite  of  a  single 
open  in  the  loop.  _ 

Power  Distribution  Module,  Model  DM-30:  This 
module  provides  a  terminal  block  to  accommodate  larger 
size  wires. 

Program  Module,  Model  PM-31:  This  module  con¬ 
tains  a  matrix  of  diodes  providing  programming  for  a  10 
x  10  matrix.  This  module  facilitates  functional  program¬ 
ming  involving  other  modules,  such  as  supplementary 
relays,  audible  circuits,  etc. 

Meter  Module,  Model  MM-30:  This  module  is  used 
in  conjunction  with  the  Model  BC-30  and  provides 
manual  high  charge  switching  for  standby  batteries, 
ammeters,  and  voltmeters  and  automatic  sensing  for 
under-voltage  battery  condition. 

Battery  Module,  Model  BM-30:  This  module  pro¬ 
vides  a  bracket  assembly  to  contain  standby  batteries. 

Supplementary  Relay  Module,  Model  SR-32:  This 
module  provides  additional  control  capability  by  means 
of  isolated  relay  contact  outputs.  The  isolated  contacts 
may  be  used  within  the  control  panel,  as  well  as  control¬ 
ling  external  devices ;  provides  six  relays,  two  pole, 
double  throw  contacts  each  relay. 

Battery  Charger  Module,  Model  BC-32:  This 
module  is  identical  to  the  Model  BC-30  with  the  excep¬ 
tion  it  contains  an  audible  horn  to  annunciate  AC 
power  failure. 

Battery  Charger  Module,  Module  BC-31:  This 
module  automatically  charges  a  secondary  battery  supply 
and  provides  automatic  transfer  to  battery  power  in  the 
event  of  AC  power  failure  and  is  designed  for  large 
system  batteries. 

Meter  Module,  Model  MM-31:  This  module  is  com¬ 
patible  with  the  Model  BC-31  battery  charger  and 
doubles  the  charging  capability  of  the  BC-31.  This 
module  provides  an  audible  indicator  to  annunciate  AC 
power  loss  in  addition  to  a  silence  switch  and  ammeters 
and  voltmeters. 

Remote  Alarm  Silence  Unit,  Model  RS-31:  This 
unit  provides  a  key-operated  momentary  silencing  switch 
in  addition  to  an  alarm  lamp  and  alarm  silence  lamp. 

Agent  Release  Module,  Model  HC-30:  This  module 
provides  an  additional  supervised  shorting  device  initi¬ 
ating  circuit  and  control  circuitry  for  operating  extin¬ 
guishing  system  shutoff  valves  or  detonators.  Agent 
release  circuit  can  be  activated  as  a  result  of  an  alarm 
signal  at  control  unit,  operation  of  the  remote  manual 
release  circuit  or  operation  of  agent  release  switch  on 
module.  The  module  actuates  agent  release  from  its  own 
separate  battery  supply  during  loss  of  main  power.  The 
Model  TL-30  Timer  may  be  used  with  the  Model  HC-30. 
INSPECTION  AND  TEST :  The  equipment  has  been 
tested  and  approved  by  Underwriters’  Laboratories  (File 
S522)  and  has  been  recommended  for  approval  by  the  Divi¬ 
sion  of  Fire  Prevention. 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  8,  1973  and  amended 
through  June  21,  1977  under  Calendar  Number  258-72-SA  be 
reopened  and  amended  to  include  the  additional  fire  rated 
Pyrotronics  fire  alarm  and  extinguishing  equipment  listed 
above,  with  the  inclusion  of  their  uses  in  conjunction  with 
halon  extinguishing  equipment,  on  condition  that  all  uses, 
locations  and  installations  shall  comply  with  the  applicable 
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requirements  of  the  Building  Code  and  Chapter  19  of  the 
Administrative  Code  of  New  York,  Fire  Prevention  Direc¬ 
tives.  and  the  original  resolution  and  previous  amendments 
adopted  under  this  Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


241-74-SA 

APPLICANT — Peerless  Pump  Division,  An  Indian  Head 
Company,  Incorporated,  owner. 

SUBJECT— Additional  fire  pumps. 

APPEARANCES— 

For  Applicant:  William  L.  Smith  Jr. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
241-74-SA — Amendment  to  resolution  to  include  additional 
fire  pumps. 

Peerless  Pump  Division,  An  Indian  Head  Company,  Incor¬ 
porated,  Indianapolis,  Indiana,  requested  that  the  resolution 
adopted  February  25,  1975  and  amended  September  20,  1977 
under  Calendar  Number  241-74-SA  be  reopened  and  amended 
to  include  additional  fire  pumps. 

PROPOSED  USE:  Fire  pumps  for  standpipe  and  sprinkler 
systems. 

DESCRIPTION :  The  listing  below  represents  some 
changes  in  model  designations  and  some  additional  models 
with  different  sizes  and  corresponding  differences  in  specifica¬ 
tions.  The  electric  centrifugal  pumps  are  single  or  multi¬ 
stage,  horizontal  or  vertical  shafts.  The  model  designations 
and  their  specifications  are  as  follows : 

MULTI-STAGE  HORIZONTAL  SHAFT 

Maximum 

Rated  Net  Allowable 


Rated 

Model 

Head  Pressure  Approximate  Discharge 

Capacity 

No.  of 

Size 

Range 

Speed 

Head 

GPM 

Stages 

In. 

Designation 

PSI 

RPM 

PSI 

500 

2 

4 

TUF5 

100-175 

1800 

220 

500 

3 

4 

TUTF14 

176-250 

1800 

250 

750 

2 

5 

TUF7 

100-180 

1800 

205 

750 

3 

5 

TUTF16 

181-340 

1800 

350 

1000 

2 

6 

TUF10 

100-210 

1800 

235 

1500 

2 

8 

TUF15 

100-175 

1800 

195 

SINGLE  STAGE,  HORIZONTAL  SHAFT 

Maximum 

Fire  pumps,  single-stage  Allowable 


Rated 

Rated  Net 

Approximate  Discharge 

Capacity 

Size 

Model 

Head  Pressure 

Speed 

Head 

GPM 

In. 

Designation 

Range  PSI 

RPM 

PSI 

250 

2 

ADF8 

41-100 

3530 

194 

500 

3 

ABF9 

100-140 

3600 

190 

500 

4 

ABF10 

100-115 

3000 

191 

500 

4 

AF12-C 

147-184 

3300 

275 

500 

4 

AF12-C 

116-150 

3000 

280 

500 

4 

ABF12-C 

114-144 

2950 

280 

500 

4 

AF12-B 

41-56 

1800 

189 

500 

4 

ABF13 

57-75 

1800 

185 

500 

4 

ABF10 

40 

1800 

175 

500 

4 

ABF10 

60-75 

3600 

190 

500 

3 

ABF9 

76-100 

3600 

190 

500 

4 

ABF10 

141-165 

3600 

190 

500 

4 

ABF13 

100 

2400 

180 

750 

4 

ABF13 

100 

2500 

180 

750 

4 

ABF17 

100-115 

1800 

190 

750 

4 

ABF17 

110-125 

2000 

193 

750 

4 

ABF10 

100-109 

3000 

191 

750 

4 

ABF10 

100-155 

3600 

190 

750 

4 

AF12-C 

110-139 

3000 

280 

750 

4 

AF12-C 

136-175 

3300 

275 

750 

4 

AF12-C 

156-200 

3550 

240 

750 

4 

AF-12C 

104-131 

2950 

280 

750 

4 

ABF10 

70-100 

3600 

190 

750 

4 

ABF17 

70-100 

1800 

190 

750 

5 

AF13 

40-73 

1800 

185 

1000 

5 

AF10 

100-125 

1800 

175 

1000 

5 

AF13 

100-135 

2400 

173 

1000 

5 

AF13 

100-150 

2600 

185 

1000 

5 

ABFIO^ 

100-185 

3550 

283 

1000 

5 

ABFIO^ 

115-159 

3300 

283 

1000 

5 

ABF10J4 

100-130 

3000 

284 

1000 

5 

ABF10J4 

94-126 

2950 

284 

1000 

6 

AF13 

40-71 

1800 

185 

1000 

5 

AF10 

72-100 

1800 

175 

1500 

6 

AF15-B 

100-150 

1800 

170 

1500 

6 

AF13 

100-150 

2500 

180 

1500 

6 

AF13 

100 

2400 

180 

1500 

6 

AF16 

100 

1800 

170 

1500 

6 

ADFll^ 

100-125 

3000 

175 

1500 

6 

ADFll^H 

100-125 

3000 

175 

1500 

6 

ADFII14 

95-118 

2950 

175 

1500 

8 

AF13-B 

40-49 

1800 

185 

1500 

6 

AF14 

50-83 

1800 

183 

1500 

6 

AF16 

84-100 

1800 

170 

2000 

8 

AF20-B 

65-100 

1800 

184 

2000 

8 

AF20-B 

100-150 

2100 

175 

2000 

8 

AF20-B 

100-115 

1800 

184 

2000 

8 

AF20-B 

100-150 

2100 

175 

2000 

8 

AF25-B 

100-150 

1800 

183 

2500 

8 

AF20-B 

100-150 

2100 

175 

2500 

8 

AF20-B 

100-110 

1800 

184 

2500 

8 

AF20-B 

100-150 

2100 

175 

2500 

8 

AF25-B 

100-150 

1800 

183 

2500 

8 

AF25-B 

125 

2100 

175 

3000 

10 

AF16-B 

100-114 

1760 

184 

3500 

10 

AF16-B 

100-111 

1760 

184 

3000 

12 

12AF19-B 

82-119 

1480 

217 

3000 

12 

12AF19-B 

118-138 

1760 

218 

3500 

12 

12AF19-B 

80-117 

1480 

217 

3500 

12 

12AF19-B 

115-136 

1760 

218 

4000 

12 

12AF19-B 

78-115 

1480 

217 

4000 

12 

12AF19-B 

112-134 

1760 

218 

4500 

12 

12AF19-B 

76-113 

1480 

217 

4500 

12 

12AF19-B 

109-132 

1760 

218 

5000 

12 

12AF19-B 

106-130 

1760 

218 

4000 

10 

AF16B 

100-108 

1760 

184 

4500 

10 

AF16B 

100 

1760 

184 
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SINGLE  STAGE,  VERTICAL  SHAFT,  1760  RPM 


Type 

Rated  Capacity 

Rated  Net  Head 

Designation 

GPN 

Pressure  Range,  PSI 

8MA-F 

250 

40-140 

12LB-F 

500 

100-280 

12MB-F 

750 

100-280 

12MB-F 

1000 

100-264 

14MC-F 

1500 

100-200 

16MC-F 

2000 

104-262 

16MCF-MI 

2000 

104-208 

16HXB-F 

2500 

103-205 

16HXB-F 

3000 

155 

16HXB-FS 

2500 

109 

INSPECTION  AND  TEST :  The  pumps  have  been  tested 
and  approved  bv  Underwriters’  Laboratories  (Files  EX  570, 
E  1572,  EX  2791). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  25,  1975  and 
amended  September  20,  1977  under  Calendar  Number 

241-74-SA  be  reopened  and  amended  to  include  additional 
Peerless  fire  pumps  for  standpipe  and  sprinkler  systems 
(Models  listed  above)  on  condition  that  all  uses,  locations, 
and  installations  of  the  pumps  shall  comply  with  the  applic¬ 
able.  requirements  of  the  Building  Code  and  Electrical  Code 
of  the  City  of  New  York,  Fire  Prevention  Directives,  and 
the  original  resolution  and  previous  amendment  adopted 
under  this  Calendar  Number. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  cor¬ 
porate  name,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 

For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


502-77-SM 

APPLICANT — Superior  Fireplace  Company,  Division  of 
Mobex  Corporation,  owner. 

SUBJECT — Additional  uses  of  factory  built  fireplaces. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman 

Agusta,  Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative :  .  0 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
502-77-SM  :  Amendment  to  resolution  to  include  additional 
uses  of  factory  built  fireplaces. 

Superior  Fireplace  Company,  Division  of  Mobex  Corpo¬ 
ration,  Fullerton,  California,  requested  that  the  resolution 
adopted  October  4,  1977  under  Calendar  Number  502-77-SM 


be  reopened  and  amended  to  include  additional  uses  of  factory 
built  fireplaces. 

PROPOSED  USE:  Factory  built  solid  fuel  burning  fire¬ 
places. 

DESCRIPTION  :  The  additional  use  is  the  location  of  the 
previously  approved  EZ  Heat  Fireplaces,  Models  HC43  and 
HC38,  in  buildings  of  Occupancy  Groups  J-l  and  J-2  (high 
rise  residences,  hotels,  dormitories,  etc.),  which  were  built 
under  the  jurisdiction  of  the  New  York  City  Building  Code 
effective  December  6,  1968. 

The  additional  use  is  facilitated  by  an  increase  in  the 
maximum  overall  height  of  the  chimney  sections  used  for 
the  fireplaces  from  26  feet  to  80  feet.  The  chimney  sections 
are  tripled-walled,  10"  in  diameter,  with  .012"  thick  stainless 
steel  inner  walls,  .018"  thick  galvanized  steel  outer  walls. 
INSPECTION  AND  TEST :  The  fireplaces  and  chimneys, 
with  a  maximum  overall  chimney  height  of  80  feet,  were 
tested  and  approved  by  Underwriters’  Laboratories  (File 
MH  8988). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  4,  1977  under 
Calendar  Number  502-77-SM  be  reopened  and  amended  to 
include  the  use  of  EZ  Heat  Fireplaces,  Models  HC43  and 
LIC38  with  chimneys  up  to  80  feet  in  height  in  buildings 
of  Occupancy  Groups  J-l  and  J-2,  which  were  built  under 
the  jurisdiction  of  the  New  York  City  Building  Code  effec¬ 
tive  December  6,  1968,  on  the  following  conditions: 

1.  Each  fireplace  shall  be  installed  in  a  manner 
which  complies  with  the  requirements  for  low  tempera¬ 
ture  chimneys  of  Article  15  of  the  Building  Code  of  the 
City  of  New  York.  Separate  flues  shall  be  provided  for 
every  fireplace. 

2.  Each  fireplace  shall  have  a  hearth  which  com¬ 
plies  with  the  requirements  of  Section  C26-504.13(b) 
of  the  Building  Code. 

3.  Each  fireplace  shall  have  a  damper  which  com¬ 
plies  with  the  requirements  of  Section  C26-504.13(c). 

4.  Each  fireplace  shall  be  installed  with  clearances 
from  combustible  materials  in  accordance  with  the  re¬ 
quirements  of  Section  C26-504.13(d). 

5.  A  flue  stabilized  is  provided  for  each  straight  and 
offset  flue  section.  An  additional  stabilizer  is  provided 
at  each  floor  directly  above  an  offset  elbow.  In  no  case 
shall  the  stabilizers  be  more  than  12  feet  apart. 

6.  All  other  applicable  requirements  of  the  Build¬ 
ing  Code  and  the  original  resolution  adopted  under  this 
Calendar  Number  shall  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be.  filed  annually  with 
this  Board,  certifying  that  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the.  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 
Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

650-77-SA 

APPLICANT — Walter  T.  Gorman  P.E.,  for  Nalco  Chemi¬ 
cal  Company  owner. 
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SUBJECT — Application  October  3,  1977 — Nalgear  Pump 

models  MS  1023-2  and  MS  1024-2 

APPEARANCES— 

For  Applicant:  Carl  A.  Sulfaro. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
650-77-SA:  Walter  T.  Gorman,  P.  E.,  Brooklyn,  New  York 
for  Nalco  Chemical  Company,  Nalco  Field  Systems,  Chicago, 
Illinois,  filed  for  approval  of  Nalgear  Pumps,  Models 
MS-1023-2  and  MS-1024-2,  under  the  provisions  of  Article 
14  and  RS  14  of  the  Building  Code  and  Chapter  19  of  the 
Administrative  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Chemical  pumps. 

DESCRIPTION :  The  pumps  are  positive  displacement, 
rotary  gear  type,  used  to  pump  chemicals.  Model  MS- 
1023-2,  y2"  NPT,  is  rated  at  3  gallons  per  minute.  Model 
MS-1024-2,  yy  NPT,  is  rated  at  6  gallons  per  minute.  Each 
pump  contains  an  adjustable  bypass  valve,  a  coupling  guard, 
a  y  horsepower  motor,  General  Electric  Model  6Vfm-075- 
B561AL  or  GE  Statatrol  Model  6VFW-B1075,  a  motor  con¬ 
trol,  Woods  Model  J075-110V,  y  horsepower,  which  regu¬ 
lates  the  RPM’s  between  250  and  1750,  stainless  steel  pump 
housing  and  body,  aluminum  base  plate,  Hastelloy  drive 
gear,  and  Teflon  driven  gear  and  pump  packing.  The  tem¬ 
perature  rating  is  275°F.  The  bypass  valve  pressure  rating 
is  80  psi. 

INSPECTION  AND  TEST :  The  pump  motors  have  been 
tested  and  approved  by  Underwriters’  Laboratories.  The 
pump  motor  controller  has  been  tested  and  approved  by  the 
Canadian  Standards  Association. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Nalgear  Pumps,  Models  MS-1023-2 
and  MS- 1024-2,  on  condition  that  all  uses,  locations,  and 
installations  shall  comply  with  the  applicable  requirements 
of  the  Building  Code  and  Chapter  19  of  the  Administrative 
Code  of  the  City  of  New  York  and  Fire  Prevention  Direc¬ 
tives.  The  pumps  shall  be  permanently  labeled:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  650-77-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 
Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  Appliance  in  accordance  with  the  above 
report. 


63-78-SM 

APPLICANT — The  DeVilbiss  Company,  owner. 

SUBJECT — Drying  oven. 

APPEARANCES— 

For  Applicant :  Donald  P.  Will. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
63-78-SM — The  DeVilbiss  Company,  Toledo,  Ohio,  filed 
for  approval  of  DeVilbiss  DRB-500  and  540  Infrared  Travel¬ 
ing  Ovens  under  the  provisions  of  Article  7  of  the  Building 
Code  and  Chapter  19  of  the  Administrative  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Drying  oven. 

DESCRIPTION :  The  ovens  are  used  to  dry  motor  vehicles 
which  have  been  spray  finished.  The  oven  panels  consist 
of  electrical  bulbs  in  11"  square  aluminum  reflectors.  A 
gold  anodized  coat  is  applied  over  the  aluminum  reflector 
surface  to  allow  infrared  radiation  energy  to  dry  the  vehicles. 
The  height  of  the  overhead  section  of  the  Series  540  ovens 
is  pneumatically  adjustable  to  accommodate  large  vehicles. 
The  control  system  and  switches  allow  sectional  oven  control, 
automatic  reversal,  selection  of  the  length  of  the  drying 
cycle  prevention  of  spraying  and  automatic  ventilation  when 
the  oven  is  operating,  and  automatic  shutdown  of  the  oven 
when  the  conveying  mechanism  stops. 

INSPECTION  AND  TEST :  The  oven  have  been  tested 
and  approved  by  Underwriters’  Laboratories  (File  E57986). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  DeVilbiss  DRB-500  and  540  Infrared 
Traveling  Ovens  on  condition  that  all  uses,  locations,  and 
installations  of  the  ovens  shall  comply  with  the  applicable 
requirements  of  the  Building  Code,  Chapter  19  of  the.  Ad¬ 
ministrative  Code,  and  the  Board’s  Rules  Governing  the 
Use  of  Equipment  for  Spraying  and  Drying  of  Paints .... 
The  ovens  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  63-78-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change,  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

(Sgd.)  Alan  D.  Gershuny, 

Executive  Director, 
For  the  Committee  on  Test, 

Stuart  Lowenthal, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

692-77-A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.,  Jack  Kruger 
(Owner). 

SUBJECT — Application  October  25,  1977 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  a  legally  mapped  street. 
PREMISES  AFFECTED — 169  Kinghorn  Street,  north 
side,  175  feet  west  of  Arden  Avenue,  Block  5405,  Lot  11, 
Annadale,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  30,  1977,  on  N.B.  Applic.  #1010/77,  reads  : 
“1.  Street  giving  access  to  the  proposed  building  is 
not  placed  on  the  official  map  of  the  City  of  New  York, 
therefore : 

A.  No  C.  of  O.  can  be  issued  as  per  Article  3, 
Section  36  of  the  General  City  Law  and, 

B.  Permit  may  not  be  issued  since  proposed 
construction  does  not  have  at  least  8%  of  the  total 
perimeter  of  the  building  fronting  directly  upon  a 
legally  mapped  street  or  frontage  space  and  there¬ 
fore  contrary  to  Section  C26-401.1  of  the  Admin¬ 
istrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  30,  1977  acting  on  N.B.  Applic.  #1010/77, 
Objection  No.  1  A  and  B  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted , 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  and  that  the  building  shall 
substantially  comply  with  drawings  marked  received  “Octo¬ 
ber  25,  1977”,  1  sheet;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


693-77-A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.,  Leotto  Con¬ 
struction  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 25  Valdemar  Avenue,  north 
side,  302.06  feet  east  of  Queensdale  Street,  Block  6857,  Lot 
26,  Princess  Bay,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  28,  1977,  on  N.B.  Applic.  #934/77,  reads : 

“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  J>e  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  P110.2(c)(2) 
Administrative  Building  Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  28,  1977,  acting  on  N.  B. 
Applic.  #934/77,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted _  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  2  inches  of  rain  water  over  the  entire 
lot ;  same  to  be  verified  by  Building  Department ;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under 
and  to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25%  of  the  volume  required,  a  minimum  of  75%  of 
volume  to  be  within  the  dry  wells ;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer;  dry  wells  are  to  be  located 
so  as  to  allow  on-site  runoff  to  occur  as  close  as  possible  to 
the  natural  flow  permitting  the  least  disruption  of  trees  and 
natural  features ;  and  on  further  conditions  that  the  building 
shall  substantially  conform  to  drawings  marked  received 
“October  25,  1977”,  2  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 

694-77-A 

APPLICANT — Alphonse  J.  Calvanico,  P.E.,  Leotto  Con¬ 
struction  Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
dry  wells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 31  Valdemar  Avenue,  north 
side,  242.06  feet  east  of  Queensdale  Street,  Block  6857,  Lot 
28,  Princess  Bay,  Borough  of  Staten  Island. 

APPEARANCES — 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  28,  1977,  on  N.B.  Applic.  #935/77,  reads  : 

“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  P110.2(c)(2) 
Administrative  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  28,  1977,  acting  on  N.B. 
Applic.  #935/77,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  volume  of  the  dry  wells  be  of  sufficient 
capacity  to  contain  2  inches  of  rain  water  over  the  entire  lot ; 
same  to  be  verified  by  Building  Department ;  that  the  volume 
of  voids  of  selected  gravel  carefully  placed  under  and  to  the 
sides  of  the  dry  wells  may  be  used  to  satisfy  the  required 
retained  volume  as  long  as  it  represents  not  more  than  25% 
of  the  volume  required,  a  minimum  of  75%  of  volume  to  be 
within  the  dry  wells ;  that  when  a  storm  sewer  is  constructed 
in  the  street  fronting  this  site,  the  structure  then  will  connect 
to  such  sewer ;  dry  wells  are  to  be  located  so  as  to  allow 
on-site  runoff  to  occur  as  close  as  possible  to  the  natural  flow 
permitting  the  least  disruption  of  trees  and  natural  features ; 
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and  on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings  marked  received  “October  25,  1977”, 
2  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


695-77-A 

APPLICANT — Alphonse  J.  Calvanico,  Leotto  Construction 
Corp.  (owner). 

SUBJECT — Application  October  25,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
dry  wells  for  the  disposal  of  storm  water  (Local  Law  #7). 
PREMISES  AFFECTED — 19  Valdemar  Avenue,  north 
side,  362.06  feet  east  of  Queensdale  Street,  Block  6857,  Lot 
24,  Princess  Bay,  Borough  of  Staten  Island. 
APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  28,  1977,  on  N.B.  Applic.  #933/77,  reads: 

“1.  The  proposed  building  represents  more  than  one 
commencement  within  the  last  three  years  on  a  block 
which  is  developed  with  buildings  on  less  than  75%  of 
the  lots  and  no  public  storm  sewers  into  which  discharge 
is  feasible  is  located  within  500  feet  of  the  property. 
Therefore,  at  least  50%  of  storm  water  falling  on  the 
subject  property  must  be  conveyed  for  disposal  off-site 
per  Reference  Standard  RS-16,  Section  P110.2(c)  (2) 
Administrative  Building  Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  28,  1977,  acting  on  N.B. 
Apnlic.  #933/77,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  volume  of  the  dry  wells  be  of  sufficient  capacity  to 
contain  2  inches  of  rain  water  over  the  entire  lot ;  same  to 
be  verified  by  Building  Department ;  that  the  volume  of  voids 
of  selected  gravel  carefully  placed  under  and  to  the  sides  of 
the  dry  wells  may  be  used  to  satisfy  the  required  retained 
volume  as  long  as  it  represents  not  more  than  25%  of  the 
volume  required,  a  minimum  of  75%  of  volume  to  be  within 
the  dry  wells ;  that  when  a  storm  sewer  is  constructed  in  the 
street  fronting  this  site,  the  structure  then  will  connect  to 
such  sewer ;  dry  wells  are  to  be  located  so  as  to  allow  on-site 
runoff  to  occur  as  close  as  possible  to  the  natural  flow  per¬ 
mitting  the  least  disruption  of  trees  and  natural  features and 
on  further  conditions  that  the  building  shall  substantially 
conform  to  drawings  marked  received  “October  25,  1977”,  2 
sheets;  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


832-77-A 

APPLICANT — Robert  N.  Bressler  for  Arden  Heights — 
Boulevard  Jewish  Center,  owner. 

SUBJECT — Application  November  14,  1977 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street ; 
proposed  use  of  dry  well  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED— 1766  Arthur  Kill  Road,  south 
side,  149.94  feet  east  of  Arden  Avenue,  Block  5803,  Lot  52, 
Arden  Heights,  Borough  of  Staten  Island. 


APPEARANCES— 

For  Applicant:  Bruce  Pachter. 

NCTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 


Commissioner  Cincotta  and  Commissioner  Wolf . 6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  24,  1977,  on  N.B.  Applic.  #932/77,  reads : 

“1.  The  street  giving  access  to  the  proposed  building 
is  not  placed  on  the  official  map  of  the  City  of  New  York 
therefore : 

A.  A  certificate  of  occupancy  may  not  be  issued 
per  Article  3,  Section  36  of  the  General  City  Law. 

B.  Proposed  construction  does  not  have  at  least 
8%  of  the  total  perimeter  of  the  building  fronting 
directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  Section  C26-401.0 
of  the  Administrative  Code. 

2.  The  proposed  use  of  drywells  for  100%  disposal 
of  storm  water  when  no  public  storm  sewers  into  which 
discharge  is  feasible  are  located  within  500  feet  of  the 
property  is  contrary  to  Section  P110.2(c),  RS-16  of  the 
Administrative  Code.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  October  24,  1977,  acting  on  N.B. 
Applic.  #932/77,  Objection  Nos.  1  A  and  B  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  volume  of  the  dry  wells  be  of 
sufficient  capacity  to  contain  3  inches  of  rain  water  over  the 
new  roofed  area  and  3  inches  over  the  paved  area ; 
same  to  be  verified  by  Building  Department;  that  the 
volume  of  voids  of  selected  gravel  carefully  placed  under 
and  to  the  sides  of  the  dry  wells  may  be  used  to  satisfy  the 
required  retained  volume  as  long  as  it  represents  not  more 
than  25%  of  the  volume  required,  a  minimum  of  75%  of 
volume  to  be  within  the  dry  wells ;  that  when  a  storm  sewer 
is  constructed  in  the  street  fronting  this  site,  the  structure 
then  will  connect  to  such  sewer ;  dry  wells  are  to  be  located 
so  as  to  allow  on-site  runoff  to  occur  as  close  as  possible  to 
the  natural  flow  permitting  the  least  disruption  of  trees  and 
natural  features;  and  that  Objection  Nos.  1  A  and  B  and  2 
is  granted  under  the  powers  vested  in  the  Board  under 
Section  36  of  the  General  City  Law ;  and  on  further  conditions 
that  the  building  shall  substantially  conform  to  drawings 
marked  received  “November  14,  1977”,  4  sheets  and  “Decem¬ 
ber  12,  1977”,  2  sheets  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


115-77-A 

APPLICANT — Fr.  Paul  Kueynda  for  SS  Cosmas  and 
Damian  Human  Services  Center,  Incorporated,  owner. 

SUBJECT — Application  March  2,  1977 — filed  pursuant  to 
Section  36  of  the  General  City  Law  and  Section  230  of 
the  New  York  City  Charter  re-  street  abutting  building 
must  be  improved. 

PREMISES  AFFECTED — 155  Bruckner  Avenue,  east 
side,  100  feet  north  of  Forest  Avenue,  Block  1234,  Lot  52, 
Mariner’s  Harbor,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  Farber. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  deferred  decision;  hearing  closed. 
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545-77-A 

APPLICANT — Allen  B.  Terjesen  for  Northfield  Savings 
Bank,  owner. 

SUBJECT — Application  August  12,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  use  ot 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 1731  Victory  Boulevard,  north¬ 
east  corner  of  Winthrop  Place,  Block  349,  Lot  1,  Four 
Corners,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1978,  at  Z 
P.M.,  for  decision;  hearing  closed. 

654-77-A 

APPLICANT — Lama  and  Vassalotti  for  Amoco  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  October  7,  1977 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  change 
of  use  from  automotive  service  station  to  self  service  gaso¬ 
line  service  station. 

PREMISES  AFFECTED— 1527  Bedford  Avenue  and  656 
to  668  Lincoln  Place,  southeast  corner,  Block  1260,  Lot  5, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


799-77-A 

APPLICANT — Calvanico  Associates  for  Sol  Lerer,  Owner. 

SUBJECT — Application  November  1,  1977 — appeal  from  a? 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  well  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED— 479  Oakdale  Street,  north  side, 
367.68  ft.  west  of  Preston  Avenue,  Block  5324,  Lot  21, 
Annadale,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1978,  at  2 
P.M.,  for  decision;  hearing  closed. 


800-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dobe  Construc¬ 
tion,  Owner. 

SUBJECT — Application  November  1,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywell  for  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 1861  Carlton  Avenue,  southeast 
corner  of  Parkwood  Avenue,  Block  6912,  Lot  45,  Princess 
Bay,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1978,  at  2 
P.M.,  for  decision;  hearing  closed. 


863-77-A 

APPLICANT — Albert  Melniker  for  James  Hasson  and 
John  Galante,  owners. 

SUBJECT — Application  November  16,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 1761  Forest  Avenue,  north 
side,  251.49  feet  east  of  Richmond  Avenue,  Block  1477, 
Lot  41,  Port  Richmond,  Borough  of  Staten  Island. 


APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1978,  at 
2  P.M.,  for  deferred  decision;  hearing  closed. 


942-77-A 

APPLICANT — McGee  and  Morsellino  for  Albion  55  Com¬ 
pany,  owner,  Save  Way,  lessee. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  gasoline  service  station  to  self  service  gasoline  service 
station. 

PREMISES  AFFECTED — 77-33  Queens  Boulevard,  north¬ 
west  corner  of  Albion  Avenue,  Block  1536,  Lot  101,  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Administration :  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


943-77-A 

APPLICANT — McGee  and  Morsellino  for  Anthony  Heiss, 
owner,  Save  Way,  lessee. 

SUBJECT— Application  December  13,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  gasoline  service  station  to  self-service  gasoline  station. 

PREMISES  AFFECTED — 130  Bruckner  Boulevard,  south 
side,  75  feet  east  of  Brook  Avenue,  Block  2260,  Lot  4, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


944-77-A 

APPLICANT — McGee  and  Morsellino  for  Rock  Oil  Com¬ 
pany,  Incorporated,  owner,  Save  Way,  lessee. 

SUBJECT  Application  December  13,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  conversion 
from  gasoline  service  station  to  self-service  gasoline  service 
station. 

PREMISES  AFFECTED— 120-128  West  145th  Street, 
south  side,  260  feet  west  of  Lenox  Avenue,  Block  2013’ 
Lot  44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

A51nI?rN  r0F  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  continued  hearing;  additional  information. 


993-77-A 

APPLICANT — Frank’s  Fuel,  Incorporated,  owner. 

SUBJECT — Application  December  27,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  proposed  use  of  over¬ 
sized  tank  trucks  bearing  serial  numbers  906234,  923160  and 
921917,  71305  for  transporting  #4  and  #5  fuel  oil  in  New 
York  City. 

APPEARANCES— 

For  Applicant :  Vincent  R.  Reppa. 

For  Administration:  Lt.  R.  J.  Ellis,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 
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14-78-A 

APPLICANT — Alphonse  J.  Calvanico  for  Dean  L.  Balsa- 
mini,  owner. 

SUBJECT — Application  January  10,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 195  Woodvale  Avenue,  north¬ 
east  corner  of  Finlay  Avenue,  Block  6750,  Lot  57,  Pleasant 
Plains.  Borough  of  Staten  Island. 


APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD— Laid  over  to  April  18.  1978,  at  2 
P.M.,  for  decision;  hearing  closed. 


Adjourned:  4:50  P.M. 

Alan  D.  Gersiiuny,  Executive  Director 


RULES  OF  PROCEDURE 


Rules  of  Procedure  of  the  Board  of  Standards  and  Appeals  adopted  February  15,  1927,  amended 
December  2,  1930,  April  14,  1931,  June  13,  1933,  April  30,  1935  and  revised  September  22,  1959, 
effective  October  28,  1959,  amended  June  2,  1967,  and  further  amended  April  20,  1971,  effective 
September  6,  1971  and  amended  September  28,  1976  and  further  revised  on  July  12,  1977,  effective 
July  12,  1977  and  further  revised  on  March  14,  1978  effective  April  12,  1978. 


89-27-SR 

ARTICLE  I— PUBLIC  HEARING 

1.  Regular  sessions  designated  as  public  hearings  of  the 
Board  of  Standards  and  Appeals  shall  be  held  on  Tuesday 
of  each  week  at  10  A.M.  and  2  P.M.,  and  such  additional 
sessions  on  days  to  be  set  by  the  Board  and  as  may  be 
deemed  necessary  to  facilitate  the  work  of  the  Board. 

2.  Sessions  shall  be  devoted  to  hearings  on  applications  for 
variances  of  the  Zoning  Resolution ;  appeals  from  administra¬ 
tive  orders  or  decisions ;  applications  for  variances  of  the 
Labor  Law,  Building  Code,  Multiple  Dwelling  Law  or 
Housing  and  Maintenance  Code ;  applications  pursuant  to 
the  General  City  Law;  applications  for  approval  of  appli¬ 
ances,  materials  and  methods  of  construction  and  considera¬ 
tion  of  rules  and  such  other  matters  coming  before  the 
Board  in  respect  to  any  subject  matter,  jurisdiction  whereof 
as  conferred  upon  the  Board  by  Section  666  of  the  New 
York  City  Charter.  Such  sessions  shall  be  published  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals. 

3.  Special  sessions  may  be  called  by  the  Chairman  .or  at 
the  request  of  four  Commissioners,  provided  that  notice  is 
given  to  each  Commissioner  at  least  twenty-four  hours 
before  the  time  set  for  such  session. 

4.  All  hearing  sessions  shall  be  open  to  the  public. 

5.  A  quorum  of  the  Board  of  Standards  and  Appeals  shall 
consist  of  four  Commissioners. 

6.  The  Commissioners  of  the  Board  shall  attend  sessions 
in  person,  except  that,  during  absence  or  disability,  a  substi¬ 
tute  may  act  as  provided  by  law. 

ARTICLE  II— CASES  BEFORE  THE  BOARD 

1.  Every  application  under  the  Zoning  Resolution,  every 
administrative  appeal,  every  application  wherein  the  Board 
has  jurisdiction  pursuant  to  Section  666  of  the  New  York 
City  Charter  including,  but  not  limited  to,  General  City  Law, 
the  Labor  Law,  Building  Code,  Multiple  Dwelling  Law  or 
Housing  and  Maintenance  Code ;  and  every  application  for 
approval  of  any  materials,  appliances  or  methods  of  construc¬ 
tion  shall  be  made  to  the  Board  on  the  forms  provided,  and 
shall  include  the  data  required  in  such  forms  as  to  supply 
all  information  necessary  for  a  clear  understanding  by  the 
Board,  the  Executive  Director  and  the  staff.  The  statements 
of  essential  information  made  by  the  applicant  and  the 
determination  of  the  Board  in  each  case  will  be  incorporated 
in  a  resolution  formally  adopted  and  published  in  the  Bulletin 
of  the  Board.  Officials,  who  are  charged  with  the  enforce¬ 
ment  of  the  laws,  ordinances  and  rules  relating  to  buildings 
in  the  City  of  New  York  shall  be  bound  by  resolutions  and, 
before  granting  a  permit  or  taking  any  other  action,  shall 
see  that  there  are  no  misstatements  as  to  facts  and  that  the 
conditions  of  the  resolution  are  observed.  Any  administrative 
official  discovering  any  misstatement  of  essential  information 
is  required  to  notify  the  Board,  in  order  that  it  may  take 
such  actions  as  the  circumstances  require. 

2.  Any  communication  purporting  to  be  an  application  or 
appeal  shall  be  regarded  as  a  mere  notice  of  intention  to  seek 
relief  and  shall  have  no  force  or  effect  until  it  is  made  in 
the  form  required,  except  as  provided  in  Article  VI. 

3.  Upon  receipt  of  any  such  communication,  the  writer 
shall  be  supplied  with  the  proper  forms  for  presenting 
the  application  or  appeal  and  shall  file  the  proper  form  and 
furnish  all  necessary  data  within  thirty  (30)  days  of  the  date 
of  the  order  or  decision  appealed  from,  except  as  provided 


in  Article  VI.  Before  such  appeal  or  application  is  docketed 
and  Calendar  number  assigned,  the  applicant  shall  pay 
the  prescribed  fee. 

4.  A  copy  of  each  administrative  appeal  form  required 
by  this  article  shall  be  forwarded  by  the  applicant,  im¬ 
mediately  upon  compliance  with  Subdivision  3  of  this 
article,  to  the  administrative  official  from  whose  order  or 
determination  the  appeal  is  made.  When  such  application  is 
filed  pursuant  to  the  General  City  Law,  a  copy  of  each  appli¬ 
cation  and  plans  relative  thereto  shall  simultaneously  be 
served  on  the  President  of  the  Borough  in  which  the 
premises  are  located.  Proof  of  such  service  shall  be  filed 
with  the  Board. 

5.  At  the  public  hearing  of  a  case  before  the  Board,  the 
applicant  shall  first  present  the  argument  in  support  of  the 
case  and  those  in  objection  shall  follow.  To  maintain  orderly 
procedure,  each  side  shall  proceed  without  interruption  by 
the  other.  After  two  persons  have  spoken  in  favor  or  in 
opposition  to  any  matter,  additional  statements  shall  be  limited 
to  three  minutes  each.  At  the  end  of  the  hearing,  additional 
time  to  speak  may  be  permitted  at  the  discretion  of  the 
Chairman. 

6.  Every  person  before  the  rostrum  shall  abide  by  the 
order  and  direction  of  the  Chairman.  Discourteous  or  dis¬ 
orderly  conduct  shall  be  regarded  as  a  breach  of  his 
privileges  and  shall  be  dealt  with  as  the  Chairman  deems 
proper.  Subject  to  the  direction  of  the  Board,  the  Executive 
Director  shall  enforce  these  rules  and  supervise  the  Sergeant 
at  Arms  in  maintaining  order  and  decorum  in  the  hearing 
room  and  lobbies  during  all  public  hearings. 

7.  Commissioners  shall  not  proceed  to  question  or  discuss 
an  issue,  put  a  motion  or  offer  a  resolution  until  they  shall 
have  addressed  the  Chairman  and  shall  have  been  recognized 
by  him.  During  the  progress  of  the  roll  call,  no  Commis¬ 
sioner  shall  leave  his  seat. 

8.  No  member  of  the  Board  shall  pass  upon  any  question 
in  which  he  or  any  corporation  in  which  he,  as  a  stockholder 
or  officer,  director  or  security  holder,  is  interested.  In  addi¬ 
tion,  the  Executive  Director,  Deputy  Director,  Counsel  and 
Examiners  shall  not  review  any  application  in  which  they  or 
any  corporation  in  which  they,  as  stockholder  or  officer, 
director  or  security  holder,  are  interested. 

ARTICLE  III— THE  CALENDAR 

1.  Each  case  filed  in  the  proper  form,  with  the  required 
data,  shall  be  numbered  serially  except  that,  when  a  new  case 
is  filed  for  the  same  premises  as  a  disposed-of-case  and  the 
Board  so  directs,  the  original  calendar  number  may  be  used 
and,  in  addition,  the  case  shall  be  termed  Volume  I,  II,  or 
III,  etc.  as  the  case  may  be. 

The  Calendar  numbers  shall  begin  anew  on  January  1st 
of  each  year,  and  shall  be  hyphenated  with  the  number  of 
the  year  and  the  initials  indicating  the  character  of  the  case. 

2.  As  soon  as  a  case  is  filed  and  fee  is  paid,  it  shall  receive 
a  calendar  number,  be  placed  on  the  docket  and  referred 
to  the  examiners  for  review.  When  the  examiners  find  that 
the  applicant  has  properly  completed  his  application  or  ap¬ 
peal,  the  applicant  shall  be  notified  of  the  date  on  which 
his  case  will  be  set  for  public  hearing. 

3.  Each  case  shall  be  listed  by  Calendar  number  and 
premises  in  the  Hearing  Calendar  printed  in  the  Bulletin 
of  the  Board,  under  the  title  of  the  respective  proceedings 
and  the  date  for  which  such  case  has  been  set. 

4.  The  Special  Order  cases  shall  consist  of  applications 
for  any  extension  of  the  time  to  complete  the  work,  for  any 
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extension  of  the  term  of  the  variance,  for  the  restoration 
of  a  case  to  the  docket,  by  order  of  the  Supreme  Court  of  the 
State  of  New  York  or  by  the  Board  of  Estimate  of  the  City 
of  New  York,  for  any  amendment  to  the  resolution  or  for  any 
other  action  in  any  matter  coming  before  the  Board. 

5.  Applications  for  amendment  of  variances  pursuant  to 
Sections  11-411,  11-412  and  11-413  of  the  Zoning  Resolution, 
as  well  as  applications  for  amendment  of  variances  or  special 
permits  granted  after  December  15,  1961,  shall  be  considered 
on  the  Special  Order  Calendar  of  the  Board  at  a  regular 
meeting  unless  the  Board  determines  the  scope  of  the  matter 
being  considered  requires  an  entirely  new  application,  subject 
to  the  regular  procedures  of  the  Board.  Upon  compliance 
with  Article  V,  Section  4  hereof  (compliance  with  Uniform 
Land  Use  Review  Procedures)  the  Board  may  grant  a  change 
of  use  within  the  limitations  of  Sections  52-31  to  52-36  of 
the  Zoning  Resolution  or  an  alteration,  extension  or  enlarge¬ 
ment  on  the  Special  Order  Calendar. 

ARTICLE  IV— DISPOSITION  OF  CASES 

1.  The  final  determination  of  any  zoning  application  or 
administration  appeal  before  the  Board  shall  be  in  the  form 
of  a  resolution.  Such  resolution  shall  either  reverse,  vary  or 
modify  the  order  requirement  or  determination  for  which  the 
appeal  is  made  by  granting  or  denying  the  application  on 
appeal  or  dismissing  the  application  or  appeal  for  lack  of 
jurisdiction  or  prosecution.  The  concurring  vote  of  four 
Commissioners  shall  be  necessary  to  a  decision.  If  a  resolu¬ 
tion  fails  to  receive  four  votes  for  the  application,  the  action 
will  be  deemed  equivalent  to  a  denial  and  a  resolution  denying 
such  application  or  appeal  shall  be  formally  entered  on  the 
record  unless  there  be  a  Commissioner  absent  at  the  roll  call 
or  the  position  vacated  and  the  vote  of  the  absentee  added  to 
the  number  of  votes  for  the  application  would  be  equal  to 
four,  in  which  case  the  matter  will  be  laid  over  for  considera¬ 
tion  and  final  determination. 

2.  With  the  consent  of  the  Board,  any  applicant  may  with¬ 
draw  the  application  or  appeal  at  any  time  prior  to  de¬ 
termination  thereon,  but,  if  a  motion  has  been  made,  and  be 
pending,  such  motion  shall  have  precedence. 

3.  No  application  or  appeal  which  has  been  dismissed  or 
denied  may  be  considered  again  except  on  a  motion  adopted 
to  reconsider  the  vote  or  to  restore  to  the  Calendar. 

4.  No  request  for  a  re-hearing  will  be  granted  unless  sub¬ 
stantial  new  evidence  be  submitted  or  an  application  be  filed 
under  a  different  provision  of  the  law.  If,  on  motion  of  a 
Commissioner,  adopted  by  four  affirmative  votes,  the  re¬ 
quest  is  granted,  the  case  shall  be  put  on  the  docket  and 
calendared  for  rehearing. 

In  all  cases  the  request  for  rehearing  shall  be  in  writing, 
reciting  the  reasons  for  the  request,  and  shall  be  accom¬ 
panied  by  the  necessary  data  and  diagrams.  Such  request 
shall  be  filed  with  the  Executive  Director  who  shall  set  a 
date  when  the  request  for  restoration  to  the  Calendar  shall  be 
submitted  to  the  Board,  of  which  date  the  person  making 
the  request  shall  be  notified. 

5.  The  Board  may,  on  the  motion  of  any  Commissioner, 
review  any  decision  that  it  has  made  and  may  reverse  or 
modify  such  decision,  but  no  such  review  shall  prejudice  the 
rights  of  any  person  who  has  in  good  faith  acted  thereon 
before  it  is  reversed  or  modified. 

ARTICLE  V— ZONING  APPLICATIONS 

1.  No  application  for  a  variance  or  modification  of  the 
provisions  of  the  Zoning  Resolution  shall  be  entertained  by 
the  Board  except  in  a  specific  case,  and  from  an  order, 
requirement,  decision  or  determination  made  by  the  Commis¬ 
sioner  of  Buildings  or  any  Borough  Superintendent  of  the 
Department  of  Buildings  pursuant  to  Section  666  (6)  (a) 
of  the  New  York  City  Charter,  on  the  ground  that  the  pro¬ 


posed  plan  or  use  violates  the  Zoning  Resolution,  except  when 
the  Board  has  original  jurisdiction. 

2.  No  such  application  shall  be  entertained  unless  the 
application  is  filed  within  thirty  (30)  days  from  the  date  of 
the  action  of  the  Commissioner  of  Buildings  or  any  Borough 
Superintendent  of  the  Department  of  Buildings. 

3.  Every  application  shall  be  made  on  Form  BZ  and  shall 
be  accompanied  by  all  the  data  required  by  such  forms,  and 
shall  be  considered  subject  to  such  rules  as  the  Board  has 
adopted  or  may  adopt  under  the  Zoning  Resolution. 

4.  As  soon  as  any  application  is  completed  by  the  filing  of 
the  data  required  in  Form  BZ  and  payment  of  the  prescribed 
fee,  the  case  shall  receive  a  Calendar  Number.  The  Executive 
Director  shall  forward  a  copy  of  all  case  material  to  the  City 
Planning  Commission.  In  addition  a  copy  of  all  case  material 
shall  be  submitted  by  the  applicant  by  certified  mail  or  per¬ 
sonal  service  to  the  Local  Community  Board  which  has 
jurisdiction  within  the  area  affected  by  the  application  or 
when  the  affected  area  is  within  the  district  of  more  than  one 
local  board,  one  copy  each  of  all  such  material  shall  be  sub¬ 
mitted  to  the  two  or  more  Local  Community  Boards  affected 
and  the  appropriate  Borough  Board.  The  applicant  shall 
submit  proof  of  such  service  to  this  Board  within  ten  (10) 
days  of  initial  filing.  The  aforesaid  notice  by  certified  mail 
shall  constitute  the  certification  of  completeness  under  the 
Uniform  Land  Use  Review  Procedure  pursuant  to  Section 
197-c  of  the  New  York  City  Charter.  Within  sixty  (60) 
calendar  days  after  receipt,  the  community  board  shall  hold 
a  public  hearing  and  submit  a  written  recommendation  con¬ 
cerning  such  application.  For  purposes  of  this  provision,  a 
community  board  shall  be  deemed  to  have  received  an  appli¬ 
cation  three  (3)  calendar  days  after  the  mailing  of  the  notice 
to  the  community  board.  A  community  board  may  waive  in 
writing  the  holding  of  a  public  hearing  and  the  adoption  of 
a  written  recommendation.  Upon  receipt  of  a  waiver  or  rec¬ 
ommendation  from  each  of  the  concerned  community  boards 
or  borough  boards  or  upon  the  expiration  of  the  time  limit  for 
community  board  or  borough  board  review,  the  Board  may 
proceed  to  review  the  application  and  to  make  a  decision.  Any 
public  hearing  scheduled  for  a  date  prior  to  the  expiration 
of  the  time  limits  for  action  by  the  community  or  borough 
boards  shall  be  adjourned  until  the  first  meeting  after  such 
time  limits.  After  review  of  the  application  by  the  Examiner, 
the  applicant  shall  be  notified  by  the  Executive  Director  on 
Form  6CC  of  the  date  set  for  the  public  hearing,  which  shall 
be  at  least  thirty  (30)  days  after  the  mailing  of  said  notice. 
Simultaneously,  the  Executive  Director  shall  notify  the 
Chairman  of  the  City  Planning  Commission  and  the  Chair¬ 
man  of  the  local  Community  Board  which  has  jurisdiction 
or  in  appropriate  cases  the  Chairmen  of  the  two  or  more 
local  Community  Boards  and  Borough  Board  affected.  With 
this  notice,  the  applicant  shall  be  supplied  with  an  official 
copy  of  Form  7NO,  which  he  or  she  is  required  to  send  by 
certified  mail,  or  by  personal  service  or  by  regular  mail  not 
less  than  twenty  (20)  days  prior  to  the  date  of  such 
hearing  to  every  property  owner  entitled  to  notice  of  the 
application  and  to  the  Chairman  of  the  City  Planning  Com¬ 
mission  and  to  the  Chairman  of  the  Local  Community  Board 
which  has  jurisdiction  or  in  appropriate  cases  the  Chairmen 
of  the  two  or  more  Local  Community  Boards  and  the  Borough 
Board  affected.  The  area  of  notification  to  affected  property 
owners  shall  be  defined  as  a  radius  of  400  feet  from  the  center 
of  the  lot  which  is  the  subject  matter  of  the  application  except 
that  for  lots  of  50,000  square  feet  or  more  in  area  or  having 
a  frontage  of  more  than  300  feet  on  any  one  street,  the 
affected  area  shall  be  within  a  line  running  parallel  to  and 
200  feet  from  all  site  property  lines.  A  radius  of  200  feet  shall 
be  taken  from  corners  of  the  site  property  having  an  interior 
angle  of  less  than  180  degrees.  On  all  applications  for  lots 
containing  separately  owned  one,  two  or  three  family  dwell¬ 
ings,  and  on  applications  for  special  permits,  the  area  of 
notification  to  the  affected  property  owners  shall  be  defined 
as  a  radius  of  200  feet  from  the  center  of  the  lot.  In  addi¬ 
tion,  the  applicant  shall  publish  the  contents  of  Form  7NO, 
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or  such  notice  as  may  be  approved  by  the  Secretary  of  the 
Board,  at  his  or  her  own  expense  in  one  newspaper  of  local 
circulation  or  one  newspaper  of  general  circulation,  except, 
that  publication  shall  not  be  required  for  applications  involv¬ 
ing  bulk  variances  on  separately  owned  one,  two  and 
three  family  dwellings  and  for  applications  involving 
special  permits.  The  publication  of  this  notice  shall  take 
place  in  such  newspaper  on  one  day  of  each  week  for  two  (2) 
of  the  three  (3)  weeks  prior  to  the  Public  Hearing.  The 
Secretary,  or  such  staff  member  as  the  Chairman  shall 
designate,  shall  notify  the  applicant  in  a  notice  to  accompany 
Form  6CC  in  which  newspaper  the  applicant  shall  place  the 
notice  to  be  published.  Five  (5)  days  prior  to  such  hearing 
date,  the  applicant  shall  file  a  verified  statement  that  each 
property  owner,  the  Chairman  of  the  City  Planning  Com¬ 
mission,  the  Chairman  of  the  Local  Community  Board  having 
jurisdiction  or  in  the  appropriate  case  the  Chairmen  of  the 
two  or  more  Local  Community  Boards  and  the  Borough  Board 
affected  has  been  so  notified,  either  by  personal  service  or  by 
certified  mail  or  by  regular  mail.  If  such  service  has  been 
by  regular  mail,  the  applicant  shall  submit  an  affidavit  of 
mailing  together  with  an  official  Post  Office  Certificate  of 
Mailing.  The  applicant  shall  also  file  a  copy  of  the  published 
notice  with  appropriate  proof  of  publication.  Not  less 
than  fourteen  (14)  days  notice  of  the  said  hearing  shall  be 
given  publication  in  the  Bulletin  of  the  Board. 

5.  On  the  date  set  for  the  Public  Hearing,  the  applicant, 
owner,  his  architect,  engineer,  agent  or  attorney  shall  state 
his  case;  then  the  opposition  shall  be  heard,  and  both  shall 
have  an  opportunity  for  rebuttal. 

6.  Any  application  that  has  been  denied  after  a  Public 
Hearing  cannot  be  reheard  except  on  new  material  facts 
or  under  a  different  section  of  the  Zoning  Resolution. 

7.  All  persons  directly  and  substantially  affected  by  an 
application  and  who  reside,  lease  or  own  real  property  within 
the  affected  area  described  in  section  4  of  this  article  may 
appear  at  the  public  hearing  and  voice  their  objections  or 
approval  in  person  or  by  agent  or  attorney.  In  lieu  of  an 
appearance  in  person  or  by  agent  or  attorney,  such  persons 
may  file  their  views  in  writing.  Briefs  will  be  accepted  only 
if  filed  before  or  at  the  public  hearing.  All  persons  other  than 
property  owners,  directly  and  substantially  affected  by  an 
application  or  described  herein  who  wish  to  be  heard  at  a 
Public  Hearing  on  the  subject  of  the  application  shall  on  or 
before  the  time  of  commencement  of  said  public  hearing 
submit  an  affidavit  attesting  to  their  name,  address  and  length 
of  duration  at  said  premises.  Those  persons  as  described 
above  unable  to  appear  in  person  but  wishing  to  express  a 
position  in  favor  of  or  in  opposition  to  an  application  may 
submit  a  similar  affidavit  in  writing  stating  said  position  be¬ 
fore  or  at  the  Public  Hearing.  Any  person  appearing  in  a 
representative  capacity  shall  present  an  affidavit  of  authori¬ 
zation  to  appear. 

8.  All  applications  for  zoning  variances  and  special  permits 
shall  be  accompanied  by  an  environmental  impact  check  list 
which  shall  be  signed  and  stamped  or  impressed  with  the  seal 
of  a  Registered  Architect  or  Licensed  Professional  Engineer. 
I'he  check  list  shall  indicate  whether  or  not  the  application 
involves  any  actions  which  are  subject  to  review  under  Exec¬ 
utive  Order  91/77-  City  Environmental  Quality  Review. 

If  an  application  is  subject  to  such  review,  it  shall  not  be 
accepted  for  filing  by  this  Board  unless  and  until  it  is  accom¬ 
panied  by  a  statement  from  a  lead  agency  (Department  of 
Environmental  Protection  or  the  Department  of  City  Plan¬ 
ning  of  the  City  of  New  York)  that  they  have  satisfactorily 
liled  all  information  required  for  review  or  are  exempt  from 
those  requirements  and  may  proceed  with  the  application  at 
this  Board. 

ARTICLE  VI— ADMINISTRATIVE  APPEALS 

No  appeal  from  any  order,  requirement,  decision  or 
determination  of  the  Commissioner  of  Buildings,  or  any 
Borough  Superintendent  of  the  Department  of  Buildings  or 


the  Fire  Commissioner  or  from  any  rule  or  regulation  re¬ 
lating  to  the  construction,  alteration,  demolition,  structural 
changes,  equipment,  occupancy  or  use  of  any  building  or 
structure  or  premises  under  the  New  York  City  Charter  or 
the  General  City  Law  or  any  other  law  under  which  the 
Board  has  jurisdiction  shall  be  entertained  unless  such 
appeal  is  filed  on  Form  A  with  all  the  data  required  in  such 
form,  within  thirty  (30)  days  from  the  date  of  the  order, 
requirement,  decision  or  determination  appealed  from,  except 
that  minor  appeals  from  orders  or  decisions  may  be  filed  on 
Form  A  accompanied  by  a  written  description  of  the 
premises  and  a  copy  of  the  order  or  decision.  What  con¬ 
stitutes  minor  appeals  from  orders  or  decisions  shall  be 
determined  by  the  Executive  Director. 

2.  Appeals  involving  manufacture  or  storage  affected  by 
the  following  sections  of  the  New  York  City  Fire  Prevention 
Code:  Sections  C19-28.0,  C19-30.0,  C19-49.0,  C19-50.0, 
C19-50.1,  C19-53.0,  C19-58.0,  C19:61.0,  C19-90.0,  C19-91.0 
and  Cl 9-95.0,  shall  require  notification  to  all  persons  directly 
and  substantially  affected  as  described  in  section  3  below  and 
to  the  local  Community  Board  or  Boards  in  which  the  prop¬ 
erty  is  located. 

3.  As  scon  as  any  appeal  referred  to  in  section  2  of  this 
article,  is  completed  by  the  filing  of  the  data  required  in 
Form  A  and  payment  of  the  prescribed  fee,  the  case  shall 
receive  a  Calendar  Number.  In  addition,  a  copy  of  all  case 
material  shall  be  submitted  by  the  applicant  by  certified  mail 
or  personal  service  to  the  local  Community  Board  which  has 
jurisdiction  within  the  area  affected  by  the  appeal  or  when 
the  affected  area  is  within  the  district  of  more  than  one  local 
community  board,  one  copy  of  all  such  material  shall  be 
submitted  to  the  two  or  more  Community  Boards  affected 
and  the  appropriate  Borough  Board.  The  applicant  shall 
submit  proof  of  such  service  to  this  Board  within  ten  days 
of  initial  filing.  After  review  of  the  appeal  by  the  Examiner, 
the  applicant  shall  be  notified  by  the  Director  on  Form  6CC 
of  the  date  set  for  the  Public  Hearing,  which  shall  be  at  least 
thirty  (30)  days  after  the  mailing  of  said  notice.  Simulta¬ 
neously,  the  Director  shall  notify  the  Chairman  of  the  local 
Community  Board  which  has  jurisdiction  or  in  appropriate 
cases  the  Chairmen  of  the  two  or  more  local  Community 
Boards  and  Borough  Board  affected.  With  this  notice,  the 
applicant  shall  be  supplied  with  an  official  copy  of  Form  7NO, 
which  he  is  required  to  send  by  certified  mail  or  by  personal’ 
service  not  less  than  twenty  (20)  days  prior  to  the  date  of 
such  hearing  to  every  property  owner  entitled  to  notice  of  the 
appeal  and  to  the  Chairman  of  the  local  Community  Board 
which  has  jurisdiction  or  in  appropriate  cases  the  Chairmen 
of  the  two  or  more  local  Community  Boards  and  the  Borough 
Board  affected. 


The  area  of  notification  to  affected  property  owners  shall 
be  defined  as  a  radius  of  400  feet  from  the  center  of  the  lot 
which  is  the  subject  matter  of  the  appeal,  except  that  for  lots 
of  50,000  square  feet  or  more  in  area  or  having  a  frontage  of 
more  than  300  feet  on  any  one  street,  the  affected  area  shall 
be  within  a  line  running  parallel  to  and  200  feet  from  all  site 
property  lines.  A  radius  of  200  feet  shall  be  taken  from 
corners  of  the  site  property  having  an  interior  angle  of  less 
than  180  degrees.  If  there  are  less  than  ten  (10)  affected 
property  owners  within  said  affected  area,  then  the  area  of 
notification  shall  be  a  radius  of  800  feet  or  for  lots  of  50,000 
square  feet  or  more  in  area  or  having  a  frontage  of  more  than 
300  feet  on  any  one  street,  a  line  running  parallel  to  and  400 
feet  from  all  site  property  lines,  with  a  radius  of  400  feet 
from  corners  as  aforesaid. 


In  addition,  the  applicant  shall  publish  the  contents  of  Form 
7NO,  or  such  notice  as  may  be  approved  by  the  Secretary  of 
the  Board,  at  his  or  her  own  expense  in  one  newspaper  of 
local  circulation  and  one  newspaper  of  general  circulation 
The  publication  of  this  notice  shall  take  place  in  such  news¬ 
papers  on  one  day  of  each  week  for  two  (2)  of  the  three  (3) 
weeks  prior  to  the  Public  Hearing.  The  Secretary,  or  such 
staff  member  as  the  Chairman  shall  designate,  shall  notify  the^ 
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applicant  in  a  notice  to  accompany  Form  6CC  in  which  news¬ 
paper  the  applicant  shall  place  the  notice  to  be  published. 
Five  (5)  days  prior  to  such  hearing  date,  the  applicant  shall 
file  a  verified  statement  that  each  property  owner,  the  Chair¬ 
man  of  the  local  Community  Board  having  jurisdiction  or  in 
the  appropriate  case  the  Chairmen  of  the  two  or  more  local 
Community  Boards  and  the  Borough  Board  affected  has  been 
notified,  either  by  personal  service  or  by  certified  mail.  The 
applicant  shall  also  file  a  copy  of  the  published  notice  with 
appropriate  proof  of  publication.  Not  less  than  fourteen  (14) 
days  notice  of  the  said  hearing  shall  be  given  publication  in 
the  Bulletin  of  the  Board. 

4.  Interpretations  of  the  provisions  of  the  Zoning  Resolu¬ 
tion  shall  have  general  application  unless  specifically  limited 
by  the  Board ;  and  they  shall  be  considered  by  the  Board  as 
a  Form  A  appeal.  The  Board  shall  determine  what  plans  and 
exhibits  are  required  to  be  filed  for  interpretative  appeals. 

ARTICLE  VII— LABOR  LAW  VARIANCES 

1.  No  application  for  a  variance  of  the  Labor  Law,  or  of 
any  rule  adopted  thereunder,  affecting  the  demolition,  con¬ 
struction  or  alteration  of  buildings,  exits  therefrom,  the 
installation  of  fixtures  or  apparatus,  as  authorized  by 
Section  666  of  Chapter  27  of  the  New  York  City  Charter, 
shall  be  entertained  unless  it  is  made  on  Form  A.  with  all 
the  data  required  on  such  form  within  thirty  (30)  days  of 
the  date  of  the  administrative  order. 

ARTICLE  VIII— MATERIALS,  APPLIANCES 
AND  METHODS  OF  CONSTRUCTION 

2.  No  application  for  and  approval  oi  a  material,  appliance 
or  method  of  construction  shall  be  entertained  unless  it  is 
filed  on  Form  SA/SM,  with  all  the  data  required.  Unless 
specifically  invited,  it  shall  not  be  necessary  for  manufacturers 
or  their  representatives  to  be  present  at  the  hearings  of  Form 
SA/SM  applications. 

ARTICLE  IX— ADOPTION  OF  RULES 

1.  No  application  for  the  adoption  or  amendment  to  any 
of  the  rules  of  the  Board  shall  be  entertained  unless  the 
application  is  made  in  writing. 

2.  No  proposed  rule  or  regulation  or  amendment  thereto, 
originating  with  the  Board  or  submitted  to  the  Board  for 
adoption,  shall  be  published  in  the  Bulletin,  until  such  publi¬ 
cation  is  authorized  by  at  least  four  (4)  Commissioners. 

3.  No  resolution  of  the  Board  of  Standards  and  Appeals 
adopting  or  amending  any  rule  or  regulation  under  Section 
666  of  the  Charter  or  any  other  law  shall  be  adopted  unless 
such  proposed  rule  or  regulation  shall  have  been  published  in 
the  Bulletin  of  the  Board  for  at  least  ten  days  prior  to  a 
public  hearing  thereon.  Four  (4)  affirmative  votes  of  the 
Board  shall  be  necessary  for  the  adoption  of  such  resolution. 
No  such  rule  shall  become  effective  until  twenty  (20)  days 
after  publication  in  the  Bulletin. 

ARTICLE  X— ADOPTION  OF  GENERAL 
RESOLUTIONS 

1.  Every  decision  of  the  Board  of  Standards  and  Appeals 
adopting  general  resolutions  shall  require  at  least  four  (4) 
affirmative  votes  for  its  adoption.  No  such  resolution  shall 
become  effective  until  twenty  (20)  days  after  publication  in 
the  Bulletin. 

ARTICLE  XI— INSPECTIONS 

1.  In  any  case  in  which  the  Board  may  deem  it  necessary, 
inspection  of  the  premises  in  question  may  be  ordered  by 
the  Board.  Inspection  in  connection  with  zoning  applica¬ 
tions  and  administrative  appeals  shall  be  made  by  a  Commit¬ 
tee  of  not  less  than  two  (2)  Commissioners  and  they  shall 
report  their  findings  to  the  Board  at  any  executive  session, 
prior  to  the  public  hearing  at  which  the  vote  will  be  cast. 
The  committee  may  include  the  Executive  Director  and/or  a 
staff  engineer  as  designated  by  the  Board.  Any  Commissioner 


of  the  Board  shall  be  included  in  the  Committee,  upon  his 
request. 

2.  The  Chairman  or  in  his  absence,  the  Vice  Chairman 
shall,  subject  to  these  rules,  designate  the  Commissioners  of 
the  Board  to  make  inspections  and,  unless  otherwise  directed 
by  the  vote  of  four  (4)  Commissioners  of  the  Board,  shall 
appoint  any  committee  that  may  be  deemed  necessary. 

ARTICLE  XII— TESTS 

1.  The  six  (6)  Commissioners  of  the  Board  shall  consti¬ 
tute  the  Supervisory  Committee  on  materials,  appliances  and 
methods  of  construction.  In  any  case  in  which  a  test  is 
required,  the  Executive  Director  shall  order  such  test  of  any 
material,  appliance  or  method  of  construction.  Such  tests 
shall  be  conducted  according  to  the  rules  adopted  by  the 
Board,  or  directives  of  the  Supervisory  Committee,  and  in 
accordance  with  the  requirements  of  law  for  the  use  of  such 
material,  appliance  or  method  of  construction.  Tests  shall  be 
conducted  in  the  presence  of  such  member  of  the  engineering 
staff  as  the  Executive  Director  may  designate.  In  lieu  of  the 
above,  tests  made  of  the  material,  appliance  or  method  of 
construction,  by  a  recognized  standard  testing  laboratory, 
City  or  State  department,  may  be  acceptable,  but  the  Board 
reserves  the  right  to  be  represented  at  tests  by  a  member  of 
the  Engineering  Staff  or  Board  or  any  other  person  desig¬ 
nated  by  the  Supervisory  Committee.  The  complete  report  of 
such  tests  shall  be  made  to  the  Board  in  writing. 

2.  All  expenses,  including  laboratory  and  traveling  ex¬ 
penses,  of  such  tests  shall  be  borne  by  the  applicant  and  no 
cost  of  such  tests  shall  be  borne  by  the  Board. 

3.  Four  (4)  affirmative  votes  of  the  Board  shall  be 
necessary  for  the  approval  of  such  material,  appliance  or 
method  of  construction. 

ARTICLE  XIII— EXTENSIONS 

1.  Applications  for  extension  of  time  in  which  to  obtain 
permit,  complete  the  work  and/or  obtain  a  Certificate  of 
Occupancy  shall  be  filed  not  more  than  ninety  (90)  days 
prior  to  nor  more  than  thirty  (30)  days  subsequent  to  the 
expiration  date. 

Applications  for  extension  of  the  term  of  variance  or 
special  permits  shall  be  filed  not  more  than  one  (T)  year 
prior  to  nor  more  than  thirty  (30)  days  subsequent  to  the 
expiration  date  of  each  variance  or  special  permit. 

ARTICLE  XIV— RECORDS 

1.  All  applications  and  appeals  shall  be  on  the  required 
forms,  and  all  communications,  reports,  etc.,  relating  thereto 
shall  be  on  sheets  approximately  814  inches  by  11  inches  in 
size.  Plans  shall  be  on  sheets  8)4  inches  by  11  inches  or 
double  thereof  unless  otherwise  accepted  by  the  Executive 
Director.  After  final  disposition,  all  applications  and  appeals 
and  other  papers  appertaining  thereto  shall  be  suitably  bound 
and  indexed  and  filed  numerically  in  cabinets.  All  applications 
and  appeals,  shall  upon  application  to  the  clerk  in  charge,  be 
accessible  to  the  public  at  all  reasonable  hours. 

2.  All  drawings  shall  be  properly  titled,  numbered,  dimen¬ 
sioned,  dated,  and  otherwise  shall  conform  with  the  instruc¬ 
tion  sheet.  No  drawings  shall  be  accepted  unless  they  bear 
the  seal  of  a  registered  architect  or  licensed  professional 
engineer.  Further,  no  such  plans  shall  be  acceptable  which 
are  illegible  or  unreadable  because  of  extremely  reduced 
reproductions  from  large  plans. 

ARTICLE  XV— THE  BULLETIN 

1.  The  Bulletin  of  the  Board  of  Standards  and  Appeals 
shall  be  published  each  week  except  during  recess.  It  shall 
contain : 

(1)  Directory  of  the  Board. 

(2)  Docket  of  cases  filed  since  the  last  publication  of 
the  Bulletin. 

(3)  The  Hearing  Calendar. 
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RULES  OF  PROCEDURE 


(4)  Notice  of  Hearing  on  proposed  rules  or  the  amend¬ 
ment  of  rules. 

(5)  An  abstract  of  the  minutes  of  each  meeting,  includ¬ 
ing  a  brief  statement  of  the  action  in  each  case, 
with  the  roll  call  thereon  and  the  full  text  of  the 
resolutions  adopted. 

(6)  Index  of  rules  adopted. 

(7)  Such  other  information  as  m3y  be  of  value  to  the 
public  and  within  the  scope  of  the  work  of  the 
Board. 

2.  The  preparation  and  editing  of  material  for  the  Bulletin 
shall  be  in  charge  of  such  members  of  the  staff  as  shall  be 

designated  by  the  Executive  Director. 

3.  The  Bulletin  of  the  Board  of  Standards  and  Appeals  is 
the  official  publication  of  the  Board  in  accordance  with  Sec¬ 
tion  665  of  the  New  York  City  Charter.  Notice  of  hearings 
published  in  such  Bulletin  constitutes  required  legal  notice. 

ARTICLE  XVI— OFFICERS 

1.  The  Chairman,  or  in  his  absence,  the  Vice  Chairman 
shall  preside  at  all  sessions.  The  Chairman,  or  in  his  ab¬ 
sence,  the  Vice  Chairman,  may  designate  another  Commis¬ 
sioner  of  the  Board  to  preside  and  perform  the  duties  of 
the  Chair  at  public  sessions  or  hearings.  If  the  Chairman  and 
Vice  Chairman  are  absent  and  a  quorum  is  present,  they 
shall  choose  a  presiding  officer  from  among  their  number. 

2.  The  Chairman,  subject  to  these  rules,  shall  decide  all 
points  of  order  or  procedure,  at  public  hearings,  unless 
otherwise  directed  by  a  majority  of  the  Board  in  session 
at  that  time. 

3.  The  Chairman  shall,  subject  to  these  rules,  designate  the 
Commissioners  of  the  Board  to  make  inspections  and,  unless 
otherwise  directed  by  the  vote  of  four  (4)  Commissioners 
of  the  Board,  shall  appoint  any  committee  that  may  be 
deemed  necessary,  except  as  otherwise  provided  in  Article 
XI. 

4.  The  Chairman,  any  Commissioner  and  the  Executive 
Director  shall  report  at  executive  sessions  all  pertinent  official 
transactions  that  do  not  otherwise  come  to  the  attention  of 
the  Board. 

5.  Under  the  direction  of  the  Board,  administrative,  author¬ 
ity  is  vested  in  the  Executive  Director,  who  shall  subject  to 
these  rules,  transact  all  administrative  business  of  the  Board, 
engage  the  necessary  employees  and  direct  the  work  of  the 
office.  Official  correspondence  relating  to  administrative  mat¬ 
ters  shall  be  signed  by  the  Executive  Director.  All  official 
correspondence  relating  to  any  matter  pending  before  the 


Board  on  the  Hearing  Calendar  shall  be  signed  by  the  Chair¬ 
man  or  a  member  of  the  Board  or  staff  designated  by  him. 
Incoming  official  correspondence  may  be  sent  to  the  Chair¬ 
man,  the  Commissioners  and/or  the.  Executive  Director. 

6.  Subject  to  these  rules  and  the  supervision  of  the 
Executive  Director,  the  Chief  Clerk  shall  have  charge  of  all 
accounts  and  shall  see  that  the  files  and  indices  are  kept  in 
proper  order  and  up  to  date  and  generally  supervise  the 
clerical  work  of  the  office  force. 

7.  Subject  to  these  rules  and  the  supervision  of  the  Execu¬ 
tive  Director,  the.  Engineering  Staff  shall  examine  and  report 
on  all  applications  and  appeals,  prepare  proposed  rules  or 
revised  rules  assigned  to  them  by  the  Executive  Director,  and 
shall  report  on  the  desirability,  reasons  and  necessity  for 
action.  They  shall  supervise  and  witness  the  tests  conducted 
under  the  auspices  of  the  Board. 

8.  A  complete  stenographic  record  of  the  transactions  at 
public  sessions  shall  be  made  for  the  files,  and  there  shall  be 
prepared  after  each  meeting  for  publication  in  the  Bulletin 
the  abstract  of  the  minutes  which  are  to  appear  in  such  Bul¬ 
letin.  Verbatim  transcripts  of  the  record  or  any  part  thereof 
may  be  made  as  directed  by  the  Chairman  or  the  Executive 
Director. 

ARTICLE  XVII— RULES  OF  PROCEDURE 

1.  Amendments  to  these  Rules  of  Procedure  may  be  made 
by  the  Board  of  Standards  and  Appeals  at  any  public  hear¬ 
ing,  provided  notice  of  such  amendment  has  been  given  to 
each  Commissioner  of  the  Board  at  least  three  (3)  days  prior 
to  such  session,  either  in  writing  or  by  publication  in  the 
Bulletin.  Any  Rule  of  Procedure  may  be  suspended  at  any 
session  by  the  concurring  vote  of  four  (4)  Commissioners. 

ARTICLE  XVIII— ADDITIONAL  RULES 
AS  TO  NOTICE 

1.  Names  of  owners  within  the  area  affected  by  a  zoning 
application  and  names  of  owners  within  the  area  affected  by 
an  application  brought  pursuant  to  Article  VI,  Section  2  of 
the  Rules  of  Procedure  entitled  to  notice  of  hearing  may  be 
obtained  from  the  City  Collector’s  Office  upon  forms  provided 
by  the  Board,  or  any  other  Board  approved  source. 

2.  Where  property  within  the  area  of  notification  is  owned 
cooperatively  or  as  a  condominium,  then  notice  of  public 
hearing  shall  be  limited  to  the  business  office  of  the  coopera¬ 
tive  or  the  condominum.  Said  notice  shall  be  promptly 
forwarded  to  the  respective  condominium  owners  and 
cooperators. 
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Docket. 

Notice  of  Hearing  of  Calendar. 


VITO  J.  FOSSELLA,  P.E.,  M.C.E.,  Chairman 

Philip  P.  Agusta,  R.A.,  M.U.P.,  Vice  Chairman 
Habry  M.  Carroll,  P.E. 

John  J.  Walsh,  P.E 
John  B.  Cincotta 
Stanley  M.  Wolf,  R.A. 

Commissioners. 

Alan  D.  Gershuny,  Executive  Director 
Richard  B.  Atwell,  Deputy  Director 
Frances  M.  Waldron,  Secretary 
Darrell  L.  Gavrin,  J.D.,  Counsel 


Avril  H.  Latham,  Chief  Clerk 

»  - 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  March 
21,  1978,  Affecting  Calendar  Numbers — 


143-58-BZ 

648-77-A 

665-77-BZ 

653-77-BZ 

1085-67-BZ 

374-76-A 

828-77-BZ 

822-77-BZ 

621-72-BZ 

596-47-BZ 

895-77-BZ 

936-77-BZ 

519-75-BZ 

1966-61-BZ 

927-77-BZ 

937-77-A 

581-76-BZ 

593-72-BZ 

507-77-BZ 

964-77-BZ 

662-76-BZ 

441-74-BZ 

508-77-BZ 

965-77-A 

742-76-BZ 

461-77-BZ 

596-77-BZ 

981-77-BZ 

765-76-BZ 

612-77-BZ 

604-77-BZ 

982-77-A 

647-77-BZ 

61-78-A 

609-77-BZ 

268-77-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  March 
21,  1978,  Affecting  Calendar  Numbers — 

469-77-A 

727-77-A 

752-77-A 

777-77-A 

916-77-A 

728-77-A 

753-77-A 

778-77-A 

115-77-A 

729-77-A 

754-77-A 

779-77-A 

468-77-A 

730-77-A 

755-77-A 

780-77-A 

706-7 7- A 

731-77-A 

756-77-A 

781-77-A 

707-77-A 

732-77-A 

757-77-A 

782-77-A 

708-77-A 

733-77-A 

758-77-A 

783-77-A 

709-77-A 

734-77-A 

759-77-A 

784-77-A 

710-77-A 

735-77-A 

760-77-A 

785-77-A 

711-77-A 

736-77-A 

761-77-A 

786-77-A 

712-77-A 

737-77-A 

762-77-A 

787-77-A 

713-77-A 

738-77-A 

763-77-A 

788-77-A 

714-77-A 

739-77-A 

764-77-A 

789-77-A 

715-77-A 

740-77-A 

765-77-A 

801-77-A 

716-77-A 

741-77-A 

766-77-A 

802- 77- A 

717-77-A 

742-77-A 

767-77-A 

863-77-A 

718-77-A 

743-77-A 

768-77-A 

871-77-A 

719-77-A 

744-77-A 

769-77-A 

917-77-A 

720-77-A 

745-77-A 

770-77-A 

918-77-A 

721-77-A 

746-77-A 

771-77-A 

919-77-A 

722-77-A 

747-77-A 

772-77-A 

920-77-A 

723-77-A 

748-77-A 

773-77-A 

941-77-A 

724-77-A 

749-77-A 

774-77-A 

946-77-A 

725-77-A 

750-77-A 

775-77-A 

991-77-A 

726-77-A 

751-77-A 

776-77-A 

992-77-A 

Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New  Correction  Affecting  Calendar  Numbers — 
York,  N.  Y.  10013.  131-77- A  250-77-A 


Telephone — 566-5174. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  March  21,  1978 
Cal.  No.  Dept.  Premises  Affected 

186-78-SM — Plastocrete  161  Series,  (water  reducer  for 
concrete)  manufactured  by  Sika  Chemical  Corporation, 
Material. 


187-87-BZ — BQ — 220-33  Northern  Boulevard,  northeast 
corner  of  220th  Place,  Block  6324,  Lot  20,  Bayside,  Bor¬ 
ough  of  Queens,  Community  Board  #11Q,  Alt.  #31/78, 
re-  floor  area  ratio,  Cont.  to  Sect.  33-121  ZR;  front  walls, 
Cont.  to  Sect.  33-431  ZR;  parking  spaces  Cont.  to  Sect. 
36-21  ZR;  Loading  berth  Cont.  to  Sect.  36-62  ZR. 


188-78-BZ— BB— 1712-18  81st  Street,  8102  New  Utrecht 
Avenue,  southwest  corner,  Block  6313,  Lot  31,  Borough 
of  Brooklyn,  Community  Board  #11BK,  Alt.  #36/7 8, 
re-  UG  16  in  a  Res.  Dist.  proposed  to  be  enlarged  Cont. 
to  Sect.  52-41  ZR;  Structural  alteration  Cont.  to  Sect. 
52-22  ZR. 


189-78-SM — Sikament  (Sikamix  126),  (Super  water-re¬ 
ducing  admixture)  manufactured  by  Sika  Chemical  Cor¬ 
poration,  Material. 


190-78-BZ — BB — 441  Bay  Ridge  Parkway,  north  side, 
325.6'  east  of  4th  Avenue,  Block  5930,  Lot  73,  Borough  of 
Brooklyn,  Community  Board  #10BK,  Alt.  #259/78,  re- 
Proposed  extension  in  rear  and  side  yard  in  R-5  zone, 
Cont.  to  Sec.  23-462  and  23-47  ZR. 


191-78-A — BB — 1073  East  27th  Street,  east  side,  165' 
north  of  Avenue  K,  Block  7609,  Lot  15,  Borough  of 
Brooklyn,  Alt.  #170/78,  re-  Proposed  synagogue  in  three 
story  frame  building  not  permitted  under  C26-254.0  Bldg. 
Code. 


192-78-A — BB — 1421  Avenue  O,  northwest  corner  of 
East  15th  Street,  Block  6752,  Lot  48,  Borough  of  Brook¬ 
lyn,  Alt.  #237/78,  re-  Proposed  synagogue  in  two  story 
frome  building  not  permitted  under  C26-254.0  of  Bldg. 
Code. 


193-78-BZ— BM— 2710  Broadway,  228-234  West  104th 
Street,  southeast  corner,  Block  1875,  Lot  46,  Borough  of 
Manhattan,  Community  Board  #7M,  Alt.  #593/77,  re- 
Theatre  workshop,  UG8  not  permitted  within  Cl-5  Dist. 
by  Sec.  32-17  ZR. 


194-78-A — BM — 2710  Broadway,  southeast  corner  of 
West  104th  Street,  Block  1875,  Lot  46,  Borough  of 
Manhatan,  Alt.  #593/77.  re-  Non  fire  proof  structure 
exceeding  2  stories,  may  not  be  used  for  theater.  (4.2.1) 
C26-254  and  (3.1.1)  C26-235  (a)  old  code;  egress,  Cont. 
to  (6.1. 2. 4)  d6,  C26-273  old  code. 


195-78-BZ — BM — 344/48  West  38th  Street,  south  side 
150'  east  of  Ninth  Avenue,  Block  761,  Lot  59,  Borough 
of  Manhattan,  Community  Board  #4M,  Alt.  #54/78,  re- 
Change  from  factory  to  factory  and  residential,  Class  A 
apartments  (UG  2)  in  a  Ml-5  Dist.  Cont.  to  Sect. 
42-00  ZR. 


196-78-A — BM — 344/48  West  38th  Street,  south  side, 
150'  east  of  Ninth  Avenue,  Block  761,  Lot  59,  Borough 
of  Manhattan,  Alt.  #54/78,  re-  Rear  yard,  Cont.  to  Sect. 
26  (5b)  of  M.D.  Law. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.S.I. — Department  of  Build¬ 
ings,  Staten  Island;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


APRIL  25,  1978,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  25,  1978,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

683-67-A 

APPLICANT — Kantor,  Davidoff,  Winston  and  Ferber  by 
David  I.  Ferber  for  Midtown  Tennis  Club,  lessee;  Mutual 
Redevelopment  Houses,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution.  Appeal  from  a  decision  of  the 
Borough  of  Superintendent  re — air  structure  over  roof; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 323  to  341  Eighth  Avenue,  307 
to  311  West  26th  Street,  northwest  corner,  Block  751, 
Part  of  1,  Borough  of  Manhattan. 


1705-61-BZ 

APPLICANT — Atkin  and  Gibson  for  G.I.T.  Industries 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  May  15,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7e  and  21  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  parking  of  motor  vehicles  as 
accessory  to  the  adjacent  supermarket. 

PREMISES  AFFECTED — 1244  Metcalf  Avenue,  east  side, 
101.77  feet  north  of  Westchester  Avenue,  Block  3780,  Lot 
11,  Borough  of  the  Bronx.  Community  Board  #9BX. 


183-48-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  255  Turnpike 
Associates,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  June  25,  1978 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7c  and  7e  of  the  Zoning  Resolu¬ 
tion,  permitting  the  extension  of  a  business  building  (stores, 
bank  and  theater)  from  a  retail  use  district  into  a  residence 
use  district ;  and  permitting  the  parking  of  more  than  5 
motor  vehicles  in  the  retail  and  residence  use  districts ;  and 
permitting  in  the  retail  use  portion,  the  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED— 255-01  to  259-25  Union  Turn¬ 
pike,  blockfront,  north  side  between  255th  Street  and  260th 
Street,  Block  8513,  Lot  2,  Glen  Oaks,  Borough  of  Queens. 
Community  Board  #13Q. 


625-76-BZ 

APPLICANT — Dominick  Salvati  for  McKenson  Garcia, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  February  15,  1978 
— decision  of  the  Borough  Superintendent,  permitting  in  a 
Cl-3  district,  in  an  existing  three  story  building,  the  use  of 
the  first  floor  and  cellar  as  a  restaurant  and  cabaret. 

PREMISES  AFFECTED — 322  Macon  Street,  429-437  Sum¬ 
ner  Avenue,  southeast  corner,  Block  1669,  Lot  1,  Borough 
of  Brooklyn. 


50-70-BZ 

APPLICANT — Augustus  A.  Beekman,  Fire  Commissioner. 

OWNER  OF  PREMISES — City  of  New  York,  Fire  Depart¬ 
ment. 
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SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance — expired  March  17,  1978 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Section  72-21  and  73-14  of  the  Zoning 
Resolution,  permitting  in  an  R6  district,  for  construction 
of  a  prefabricated  temporary  structure  for  use  as  a  fire 
station. 

PREMISES  AFFECTED— 1264  Boston  Road,  east  side,  140 
feet  south  of  East  169th  Street,  Block  2663,  Lot  22,  Borough 
of  the  Bronx. 


105-77-BZ 

APPLICANT — McGee  and  Morsellino  for  Salvatore  Mar- 
gaglione,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
72-21  and  73-03  (g)  of  the  Zoning  Resolution,  permitting 
in  a  C2-2  and  R3-2  district,  the  expansion  of  an  existing 
restaurant,  catering  and  cabaret  establishment  into  the 
second  and  third  floors  and  the  enlargement  in  area  of  the 
accessory  parking  facility  into  the  residence  district 

PREMISES  AFFECTED — 150-24  Northern  Boulevard, 
southwest  corner  of  150th  Place,  Block  5032,  Lots  16,  24 
and  28,  Flushing,  Borough  of  Queens. 


285-77-BZ 

APPLICANT — Rampulla  Associates  for  Grace  Zachary, 
owner. 

SUBJECT — Application  June  7,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  conversion 
of  an  existing  two  story  and  cellar  dwelling  into  a  profes¬ 
sional  office  building. 

PREMISES  AFFECTED— 75  Little  Clove  Road,  north¬ 
east  corner  of  Seneca  Avenue,  Block  663,  Lot  26,  Sunny- 
side,  Borough  of  Staten  Island.  Community  Board  #  IS. I. 


966-77-BZ 

APPLICANT — Board  of  Higher  Education — City  Univer¬ 
sity  of  New  York,  owner. 

SUBJECT — Application  December  14,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-4  and  Ml-1  district,  the 
enlargement  in  area  of  an  existing  college  facility  that 
will  extend  into  the  Ml  district. 

PREMISES  AFFECTED — 500  Grand  Concourse,  south¬ 
east  corner  of  East  149th  Street,  Block  2343,  Lot  32, 
Borough  of  the  Bronx.  Community  Board.  #1BX. 


967-77-BZ 

APPLICANT — Sheldon  Lobel  for  Romford  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  December  15,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-9  district,  the  amend¬ 
ment  to  a  new  building  application  that  creates  non-com¬ 
pliance  in  lot  area  per  room. 

PREMISES  AFFECTED— 301/303  East  83rd  Street  and 
1602/1614  Second  Avenue,  northeast  corner,  Block  1546, 
Lots  1  and  50,  Borough  of  Manhattan.  Community  Board 
#8M. 


40-78-BZ 

APPLICANT — Lama  and  Vassalotti  for  Bacarol  Realty 
Corporation,  owner. 


SUBJECT — Application  January  27,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-3  and  R5  district,  at 
an  refrigeration  repair  and  service  establishment  pre¬ 
viously  before  the  Board,  the  enlargement  in  lot  area  to 
increase  the  accessory  parking  area. 

PREMISES  AFFECTED— 70/84  Sullivan  Street,  north 
side,  57.2  feet  east  of  Van  Brunt  Street.  Block  556,  Lots 
15,  18,  19,  20  and  21.  Borough  of  Brooklyn.  Community 
Board  #6BK. 


665-77-BZ 

APPLICANT — Shael  Shapiro  for  Shapiro  Lawn  Associates 
for  143-5  Owners  Corporation,  owner. 

SUBJECT — Application  October  14,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Ml-5  district,  the  conversion  of 
an  existing  twelve  story  building  from  factories  into  a 
multiple  dwelling  above  the  first  floor  store  and  factory. 

PREMISES  AFFECTED— 143-5  West  20th  Street,  north 
side,  256.3  feet  east  of  Seventh  Avenue,  Block  796,  Lot  13, 
Borough  of  Manhattan.  Community  Board  #4M. 

Laid  over  from  March  21,  1978,  for  continued  hearing. 


828-77-BZ 

APPLICANT — Sheldon  Lobel  for  MTM  Printing  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  November  9,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  printing  establishment 
that  increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED— 23-21  College  Point  Boulevard, 
east  side,  181.62  feet  south  of  23rd  Avenue,  Block  4226, 
Lot  17,  College  Point,  Borough  of  Queens.  Community 
Board  #7Q. 

Laid  over  from  March  21,  1978,  for  continued  hearing. 

Alan  D.  Gershuny,  Executive  Director 


APRIL  25,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  April  25,  1978,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

652-77-A 

APPLICANT — Charles  Rizzo  for  Herman’s  Sporting 
Goods,  owner. 

SUBJECT — Application  October  3,  1977 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re — storage  of  propane 
cylinders. 

PREMISES  AFFECTED— 135/139  West  42nd  Street, 
north  side,  187.10  feet  east  of  Broadway,  Block  995,  Lot 
15,  Borough  of  Manhattan. 


839-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Gino  Tucci, 
owner. 

SUBJECT — Application  November  15,  1977 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 74  Almond  Street,  west  side, 
134.21  feet  south  of  Vespa  Avenue,  Block  6011,  Lot  44, 
Annadale,  Borough  of  Staten  Island. 
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840-77-A 

APPLICANT — Alphonse  J.  Calvanico,  for  Gino  Tucci, 
owner. 

SUBJECT — Application  November  15,  1977 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 84  Almond  Street,  Southeast 
corner  of  Vespa  Avenue,  Block  6011,  Lot  55,  Annadale, 
Borough  of  Staten  Island. 


841-77-A 

APPLICANT — Alphonse  J.  Calvanico,  for  Gino  Tucci, 
owner. 

SUBJECT — Application  November  15,  1977 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 64  Almond  Street,  west  side, 
214.21  feet  south  of  Vespa  Avenue,  Block  6011,  Lot  38, 
Annadale,  Borough  of  Staten  Island. 


842-77-A 

APPLICANT — Alphonse  J.  Calvanico,  for  Gino  Tucci, 
owner. 

SUBJECT — Application  November  15,  1977 — Appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
use  of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 42  Almond  Street,  west  side, 
358.43  feet  North  of  Woodrow  Road,  Block  6011,  Lot  77, 
Annadale,  Borough  of  Staten  Island. 


823-77-SM 

APPLICANT — Booth  Fire  Escape,  Limited — evacuation 
system. 


834-77-SA 

APPLICANT — Gamewell,  Incorporated — fire  alarm  equip¬ 
ment. 


843-77-A 

APPLICANT — Alphonse  J  Calvanico,  for  Gino  Tucci, 
owner. 

SUBJECT — Application  November  15,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 61  Vespa  Avenue,  Northeast 
corner  of  Ruxton  Avenue,  Block  6011,  Lot  48,  Annadale, 
Borough  of  Staten  Island. 


844-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Gino  Tucci, 
owner. 

SUBJECT — Application  November  15,  1977 — Filed  Pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street; 
proposed  use  of  drywell  for  the  disposal  of  storm  water 
(Local  Law  #7). 

PREMISES  AFFECTED — 39  Ruxton  Avenue,  east  side, 
359.33  feet  north  of  Woodrow  Road,  Block  6011,  Lot  26, 
Annadale,  Borough  of  Staten  Island. 


963-77-A 

APPLICANT — Peter  F.  Oddo,  Jr.  for  Leewood  Building 
Corporation,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintndent  re-  proposed  use  of 
drywells  for  the  disposal  of  storm  water  (Local  Law  #7). 

PREMISES  AFFECTED — 620  Ramona  Avenue,  south  side, 
405  feet  west  of  Foster  Avenue,  Block  6920,  Lot  29, 
Huguenot,  Borough  of  Staten  Island. 


946-77-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 

OWNER  OF  PREMISES— Samuel  J.  Lefrak. 

SUBJECT — Application  December  13,  1977 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  #186310  re-  Sprinkler 
System. 

PREMISES  AFFECTED — 97-77  Queens  Boulevard,  north¬ 
west  corner  of  65th  Avenue,  Block  2092,  Lot  1,  Richmond 
Hill,  Borough  of  Queens. 


941-77-A 

APPLICANT — Louis  Lieberman  for  Frbil  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  December  13,  1977— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
motor  vehicle  repair  shop  into  two  story  frame  building. 

PREMISES  AFFECTED — 8664-8666  18th  Avenue,  west 
side,  150  feet  north  of  Benson  Avenue,  Block  6368,  Lot  55, 
Borough  of  Brooklyn. 


961-77-A 

APPLICANT — Peter  F.  Oddo,  Jr.,  for  Catlumac  Corpora¬ 
tion,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 3  McCormick  Place,  northwest 
corner  of  Parkinson  Avenue,  Block  3221,  Lot  5,  Grasmere, 
Borough  of  Staten  Island. 


962-77-A 

APPLICANT — Peter  F.  Oddo,  Jr.,  for  Catlumac  Corpora¬ 
tion,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — -5  McCormick  Place,  north  side, 
28  feet  west  of  Parkinson  Avenue,  Block  3221,  Lot  6, 
Grasmere,  Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 


MAY  2,  1978,  10:00  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  2,  1978,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

507-75-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Sal-Jo  Homes,  In¬ 
corporated,  owner. 
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SUBJECT — Application  for  consideration — to  withdraw  ap¬ 
plication  to  reopen  and  amend  resolution — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Sections  72-21  and  73-44  of  the  Zoning  Resolution, 
permitting  in  a  Cl-2  district,  the  reduction  in  the  number 
of  accessory  parking  spaces  for  a  proposed  two  story  retail 
store  and  office  building  that  will  have  entrances  within  50 
feet  of  intersecting  streets. 

PREMISES  AFFECTED— 2351  Hylan  Boulevard,  south¬ 
west  corner  of  Bryant  Avenue,  Block  3644,  Lot  62,  New 
Dorp,  Borough  of  Staten  Island. 

60-74-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Donald  Zucker, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  January  4,  1978 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
C5-3  and  Cl -9  district,  the  erection  of  a  20  story  and  pent¬ 
house  multiple  dwelling  that  exceeds  the  permitted  tower 
coverage  and  floor  area  ratio  and  has  less  than  the  required 
lot  area  per  room  and  accessory  parking. 

PREMISES  AFFECTED — 115-125  East  34th  Street,  north 
side,  183.6  feet  east  of  Park  Avenue,  Block  890,  Lots  11, 
12,  13,  14,  15  and  16,  Borough  of  Manhattan. 


706-47-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Morris  Leibson, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  7,  1978 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7f,  7i  and  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  car 
washing  (non-automatic,  motor  vehicle  repairs,  office  and 
automobile  showroom  for  Nash  cars,  previously  denied  by 
the  Board)  and  the  parking  and  storage  of  motor  vehicles 
on  unbuilt  portion  of  lot. 

PREMISES  AFFECTED — 162-16  Union  Turnpike  and 
80-02/10  164th  Street,  Block  6857,  Lot  53,  Borough  of 
Queens.  Community  Board  #8Q. 


692-52-BZ 

APPLICANT — Hein,  Waters,  Klein  and  Feder  for  John 
McCarthy,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  December  16,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Sections  7e,  7f,  7i  and  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  and  business  use  district,  the  erection 
and  maintenance  of  a  structure  to  be  used  as  an  auto  show¬ 
room,  motor  vehicle  repair  shop,  storage  garage  and 
office  for  authorized  car  dealer,  with  accessory  parking 
in  open  portion  of  plot  located  in  residence  use  district  and 
with  a  business  entrance  (curb  cut)  in  residence  use  portion 
of  plot. 

PREMISES  AFFECTED— 209-34  Northern  Boulevard, 
south  side,  250  feet  east  of  Oceania  Street,  Block  7309,  Lot 
15  and  18  (formerly  Lot  15)  Bayside,  Borough  of  Queens. 
Community  Board  #11Q. 

477-69-BZ 

APPLICANT — Hein,  Waters,  Klein  and  Feder  for  John 
McCarthy,  owner. 


SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  term  of  variance 
which  expired  December  16,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under  Sec¬ 
tion  11-412  of  the  Zoning  Resolution,  permitting  in  a  C2-2 
district,  the  extension  of  a  motor  vehicle  repair  shop  previ¬ 
ously  before  the  Board  into  an  adjoining  auto  showroom 
and  auto  supply  store. 

PREMISES  AFFECTED— 209-34  to  209-50  Northern  Bou¬ 
levard,  south  side,  250  feet  west  of  211th  Street,  Block 
7309,  Lots  15  and  18,  Bayside,  Borough  of  Queens.  Com¬ 
munity  Board  #11Q. 


APPLICANT — M.  Milton  Glass  for  Sidney  J.  Bernstein, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  an 
extension  of  term  of  variance  which  expired  April  16,  1978 
— Appeal  from  a  decision  of  the  Fire  Commissioner  re¬ 
elevator  in  readiness ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 130  West  30th  Street,  south 
side,  352  feet  6  inches  west  of  Avenue  of  the  Americas. 
Block  805.  Lot  81.  Borough  of  Manhattan. 


APPLICANT — Andrew  DiCamillo  for  86  Flatlands  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure  and  extension  of  time  to  complete 
which  expired  December  21,  1977 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  an 
R5  district,  the  erection  of  a  one-story  building  for  use  as 
a  retail  store  with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 8606  Flatlands  Avenue,  south 
side,  40  feet  east  of  East  86th  Street  and  912  East  87th 
Street,  Block  8023,  Lots  38  and  46,  Borough  of  Brooklyn. 


829-77-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Joseph  Palermo 
and  Carmine  Rozzo,  owners,  Jack  LaLanne  Staten  Island 
Health  Spa,  Incorporated,  lessee. 

SUBJECT — Application  November  9,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the  erection 
of  a  one  story  building  for  use  as  a  physical  culture  estab¬ 
lishment  with  accessory  parking  in  open  area. 

PREMISES  AFFECTED — 1660  Richmond  Avenue,  west 
side,  143.54  feet  north  of  Victory  Boulevard,  Block  2236, 
Lot  133,  Bull’s  Head,  Borough  of  Staten  Island.  Community 
Board  #2S.I. 


830-77-A 

APPLICANT— Leonard  F.  Rothkrug  for  Joseph  Palermo 
and  Carmine  Rozzo,  owners,  Jack  LaLanne  Staten  Island 
Health  Spa,  Incorporated,  lessee. 

SUBTECT — Application  November  9,  1977 — filed  pursuant 
to  Section  36  of  the  General  City  Law  re-  proposed  parking 
in  the  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 1660  Richmond  Avenue,  west 
side,  143.54  feet  north  of  Victory  Boulevard,  Block  2236, 
Lot  133,  Bull’s  Head,  Borough  of  Staten  Island. 

969-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Oswald 
Taylor,  owner. 


362-62-A 


477-76-BZ 
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SUBJECT — Application  December  16,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing  three 
story  mixed  building  the  enlargement  in  area  of  the  first 
floor  store  that  creates  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 598  Nostrand  Avenue,  west 
side,  100  feet  south  of  Pacific  Street,  Block  1200,  Lot  48, 
Borough  of  Brooklyn.  Community  Board  #3BK. 


994-77-BZ 

APPLICANT — McGee  and  Morsellino  for  Rutledge  Apart¬ 
ments,  owners,  C  and  K  Incorporated,  lessee. 

SUBJECT — Application  December  29,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and 
R4  district,  the  maintenance  of  accessory  residential  garages 
as  an  accessory  storage  facility  for  a  retail  store. 

PREMISES  AFFECTED— 89-43/89-49  Doran  Avenue, 
north  side,  119.68  feet  west  of  Woodhaven  Boulevard,  Block 
3872,  Lot  49,  Glendale,  Borough  of  Queens.  Community 
Board  #5Q. 


18-78-BZ 

APPLICANT — Frank  P.  Farinella  for  Hurley  and  Farinella 
for  AGS  Properties,  owner. 

SUBJECT — Application  January  12,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
four  story  building,  the  conversion  of  the  basement  level 
from  doctors  offices  into  business  offices. 

PREMISES  AFFECTED— 111  and  113  East  38th  Street, 
north  side,  160  feet  west  of  Lexington  Avenue,  Block  894, 
Lots  10  and  11,  Borough  of  Manhattan.  Community  Board 
#6M. 

Alan  D.  Gershuny,  Executive  Director 


MAY  2,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing, 
Tuesday  afternoon,  May  2,  1978,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

905-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Jacobs  Mandel, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 275  Getz  Avenue,  east  side, 
133.00  feet  south  of  Genesee  Street,  Block  5518,  Lot  227, 
Eltingville,  Borough  of  Staten  Island. 


906-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Jacob  Mandel, 

owner. 

SUBJECT — Application  November  29,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 279  Getz  Avenue,  east  side, 
175.00  feet  south  of  Genesee  Street,  Block  5518,  Lot  225, 
Eltingville,  Borough  of  Staten  Island. 


907-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Jacob  Mandel, 
owner. 

SUBJECT- — Application  November  29,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 283  Getz  Avenue,  east  side, 
219.00  feet  south  of  Genesee  Street,  Block  5518,  Lot  223, 
Eltingville,  Borough  of  Staten  Island. 


908-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Jacob  Mandel, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 287  Getz  Avenue,  east  side, 
259  feet  south  of  Genesee  Street,  Block  5518,  Lot  221, 
Eltingville,  Borough  of  Staten  Island. 


909-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Jacob  Mandel, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 214  Ridgewood  Avenue,  west 
side,  254.00  feet  south  of  Genesee  Street,  Block  5518,  Lot 
166,  Eltingville,  Borough  of  Staten  Island. 


910-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Harry  Goldberg, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 246  Downes  Avenue,  south 
side,  186.42  feet  east  of  Lexa  Place,  Block  6324,  Lot  145, 
Annadale,  Borough  of  Staten  Island. 


911-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Harry  Goldberg, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 258  Downes  Avenue,  south¬ 
east  corner  of  Lexa  Place,  Block  6324,  Lot  138,  Annadale, 
Borough  of  Staten  Island. 


912-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Harry  Goldberg, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 295  Bennett  Avenue,  northeast 
corner  of  Lexa  Place,  Block  6324,  Lot  130,  Annadale, 
Borough  of  Staten  Island. 
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913-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Harry  Goldberg, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 285  Bennett  Avenue,  north  side, 
84.36  feet  east  of  Lexa  Place,  Block  6324,  Lot,  126,  Anna- 
dale,  Borough  of  Staten  Island. 


914-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Harry  Goldberg, 
owner. 

SUBJECT — Application  November  29,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 275  Bennett  Avenue,  north  side, 
168.72  feet  east  of  Lexa  Place,  Block  6324,  Lot  122,  Anna- 
dale,  Borough  of  Staten  Island. 


915-77-A 

APPLICANT — Jerome  L.  Grushkin,  for  Harry  Goldberg, 
owner. 

SUBJECT— Application  November  29,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 267  Bennett  Avenue,  north  side, 
253.08  feet  east  of  Lexa  Place,  Block  6324,  Lot  118,  Anna- 
dale,  Borough  of  Staten  Island. 


983-7 7- A 

APPLICANT — Peter  F.  Oddo,  Jr.,  for  Silver  Ridge 
Estates,  owner. 

SUBJECT — Application  December  20,  1977— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 362  Lamoka  Avenue,  south 
side,  36.25  feet  east  of  Ridgewood  Avenue,  Block  5482, 
Lot  49,  Eltingville,  Borough  of  Staten  Island. 


984-77-A 

APPLICANT— Peter  F.  Oddo,  Jr.,  for  Silver  Ridge 
Estates,  owner. 

SUBJECT — Application  December  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 366  Lamoka  Avenue,  southeast 
corner  of  Ridgewood  Avenue,  Block  5482,  Lot  48,  Elting¬ 
ville,  Borough  of  Staten  Island. 


985-77-A 

APPLICANT — Peter  F.  Oddo,  Jr.,  for  Silver  Ridge 
Estates,  owner. 

SUBJECT — Application  December  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 447  Cortelyou,  west  side, 
348.70  feet  south  of  Lamoka  Avenue,  Block  5481,  Lot  26, 
Eltingville,  Borough  of  Staten  Island. 


986-77-A 

APPLICANT — Redken  Laboratories,  Incorporated,  owner. 

SUBJECT — Application  December  20,  1977 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  nail 
polish  remover  in  16  ounce,  high  density,  polyethylene 
container  with  a  cap  made  of  phenolic  material  with  a 
poly  aluminum  mylar  liner,  container  not  in  Compliance 
with  the  Regulations  of  the  Administrative  Code  of  the 
City  of  New  York. 

Alan  D.  Gershuny,  Executive  Director 


MAY  9,  1978,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  9,  1978,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

207-68-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Home  Care 
Products,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  June  18,  1978 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-2  district  the  change  in  occupancy  of 
an  existing  one  story  building  from  a  bowling  establish¬ 
ment  to  the  manufacture  and  storage  of  paper  vacuum 
bags  with  accessory  parking. 

PREMISES  AFFECTED — 115-58  Dunkirk  Street,  west 
side,  80.32  feet  north  of  Newburg  Street,  Block  10315, 
Lots  134,  225  and  227,  St.  Albans,  Borough  of  Queens. 
Community  Board  #12Q. 


774-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  1239-41  Fulton 
Street  Corporation,  owner. 

SUBJECT — Application  for  consideration — to  reopen  for 
extension  of  term  of  variance  which  expired  March  6, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-4  district  in  an  existing 
two  story  and  cellar  building,  occupied  as  a  restaurant, 
the  addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED— 41-47  East  167th  Street,  1201-19 
River  Avenue,  northeast  corner,  Block  2489,  Lot  33, 
Borough  of  The  Bronx.  Community  Board  #BX. 


38-76-A 

APPLICANT — Albert  Melniker  for  Standard  Board  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  15, 
1978 — appeal  from  a  decision  of  the  Fire  Commissioner 
re-  classification  as  a  bulk  storage  plant;  previously  granted 
on  condition. 

PREMISES  AFFECTED— 1483  Richmond  Terrace,  north 
side,  95.77  feet  east  of  Broadway,  Block  184,  Lot  275, 
West  New  Brighton,  Borough  of  Staten  Island. 

580-76-BZ 

APPLICANT — McGee  and  Morsellino  for  Mario  Tuc- 
ciarone,  Charles  Met  and  Estate  of  Anthony  Cocheo, 
owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  22, 
1978 — decision  of  the  Borough  Superintendent;  previously- 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  erection  of 
a  two  story  retail  store  and  office  building  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED — 188-16  Northern  Boulevard, 
southwest  corner  of  189th  Street,  Block  5512,  Lot  38, 
Flushing,  Borough  of  Queens. 


924-77-BZ 

APPLICANT — John  L.  Chillemi,  owner. 

SUBJECT — Application  December  2,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  SRD  district,  the  erection 
of  a  two  story,  one  family  dwelling  that  encroaches  on 
the  special  district  settock  requirement. 

PREMISES  AFFECTED — 630  Arden  Avenue,  southwest 
corner  of  Drumgoole  Road  West,  Block  6232,  Lot  50, 
Annadale,  Borough  of  Staten  Island.  Community  Board 
#3S.I. 

975-77-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  LMB  Realty 
Corporation  d/b/a  Magnet  Paint  and  Shellac  Company, 
owner. 

SUBJECT — Application  December  20,  1977 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  Paint  and 
Shellac  manufacturing  establishment. 

PREMISES  AFFECTED— 184-186  Lawrence  Avenue, 
south  side,  205  feet  west  of  Ocean  Parkway,  Block  5423, 
Lot  36,  Borough  of  Brooklyn.  Community  Board  #12BK. 


71-78-BZ 

APPLICANT — Harry  Soled  for  Efraim  Stein  and  M. 
Kohl,  owners. 

SUBJECT — Application  February  14,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
two  story  enlargement  to  a  two  family  dwelling  that 
creates  noncompliance  in  floor  area  radio,  open  space 
ratio  and  rear  and  side  yard  encroachments. 

PREMISES  AFFECTED— 1157  53rd  Street,  north  side, 
226  feet  west  of  12th  Avenue,  Block  5661,  Lot  53,  Borough 
of  Brooklyn.  Community  Board  #12BK. 


171-78-BZ 

APPLICANT — Leonard  M.  Simon  for  Angelo  Cestari,  as 
Executor  of  the  Estate  of  Amadeo  Vilardi,  G.J.G.P. 
Management,  Incorporated,  Contract  vendee. 

SUBJECT — Application  March  7,  1978 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  two  story  office  building  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED — 1535  Rockaway  Parkway,  east 
side,  155.75  feet  south  of  Flatlands  Avenue,  Block  8205, 
Lots  22,  28,  Borough  of  Brooklyn.  Community  Board 
#18BK. 

Alan  D.  Gershuny,  Executive  Director 


MAY  9,  1978,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  9,  1978,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


972-77-A 

APPLICANT — Edward  Lauria  for  Joseph  Petersen,  owner. 

SUBJECT — Application  December  16,  1977 — filed  pursuant 
to  Section  36  Article  3  of  the  General  City  Law  re¬ 
proposed  building  not  fronting  on  a  legally  mapped  street. 

PREMISES  AFFECTED — 1018  Huguenot  Avenue,  west 
side,  25  feet  north  of  Desius  Street  Block  6583,  Lot  45, 
Huguenot,  Borough  of  Staten  Island. 


42-78-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 

OWNER  OF  PREMISES:  City  of  New  York  Health  & 
Hospitals  Corporation. 

SUBJECT — Application  January  30,  1978 — for  MODI¬ 
FICATION  OF  CERTIFICATE  OF  OCCUPANCY 
#167338  re-  Sprinkler  System. 

PREMISES  AFFECTED— 2601/79  Ocean  Parkway,  east 
side,  100  feet  north  of  Shore  Parkway,  Block  7239,  Lot  1, 
Borough  of  Brooklyn. 


44-78-A 

APPLICANT — Frank  A.  Vaccare,  P.E.  for  Townbridge 
Homes,  Incorporated,  owner. 

SUBJECT — Application  January  31,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 217  Melhorn  Road,  northeast 
corner  of  Staten  Island.  Block  869,  Lot  84,  Castleton 
Corner,  Borough  of  Staten  Island. 


45-78-A 

APPLICANT — Frank  A.  Vaccaro,  P.E.  for  Townbridge 
Homes,  Incorporated,  owner. 

SUBJECT — Application  January  31,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 512  Staten  Island  Blvd.,  North¬ 
west  corner  of  Tillman  Street,  Block  689,  Lot  75,  Castle¬ 
ton  corners,  Borough  of  Staten  Island. 


46-78-A 

APPLICANT — Frank  A  Vaccaro,  P.E.  for  Townbridge 
Homes,  Incorporated,  owner. 

SUBJECT— Application  January  31,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  wells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 207  Melhorn  Road,  southeast 
corner  of  Fine  Blvd.,  Block  689,  Lot  63,  Borough  of  Staten 
Island. 


47-78-A 

APPLICANT — Frank  A.  Vaccaro,  P.E.  for  Townbridge 
Homes,  Incorporated,  owner. 

SUBJECT — Application  January  31,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 92  Fine  Blvd.,  southwest  cor¬ 
ner  of  Tillman  Street,  Block  689,  Lot  66,  Borough  of 
Staten  Island. 
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62-78-A 

APPLICANT — Solomon  Haselnuss  for  Cast  Ten  Ventures, 
Incorporation,  Contract  Vendee. 

SUBJECT — Application  February  8,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  cellar 
apartment. 

PREMISES  AFFECTED — 361-365  Clinton  Street,  south¬ 
east  corner  of  DeGraw  Street,  Block  333,  Lot  9,  Borough 
of  Brooklyn. 


81-78-A 

APPLICANT — Samuel  J.  Kisseloff  for  Lake  Gold  Realty 
Corporation,  Contract  Vendee. 

SUBJECT — Application  February  17,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  height,  num¬ 
ber  of  stories,  and  floor  area  ratio  for  proposed  converted 
dwelling  is  contrary  to  Multiple  Dwelling  Law. 

PREMISES  AFFECTED— 175  East  73rd  Street,  north 
side,  155  feet  west  of  3rd  Avenue,  Block  1408,  Lot  30, 
Borough  of  Manhattan. 


184- 78-A 

APPLICANT — Jerome  L.  Grushkin  for  M.M.H.  Builders, 
owner. 

SUBJECT — Application  March  10,  1978 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  proposed  use  of 
splash  blocks  draining  for  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED— 2219  Clove  Road,  southeast  cor¬ 
ner  of  Windermere  Road,  Block  3226,  Lot  17,  Grasmere, 
Borough  of  Staten  Island. 

185- 78-A 

APPLICANT — Jerome  L.  Grushkin  for  M.M.H.  Builders, 
owner. 

SUBJECT — Application  March  10,  1978 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  use  of 
splash  blocks  draining  for  disposal  of  storm  water  (Local 
Law  #7). 

PREMISES  AFFECTED — 2223  Clove  Road,  east  side, 
23.21  feet  south  of  Windermere  Road,  Block  3226,  Lot  15, 
Grasmere,  Borough  of  Staten  Island. 

Alan  D.  Gershuny,  Executive  Director 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  21,  1978,  10  A.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  March  7,  1978  were 
approved  as  printed  in  the  Bulletin  March  16,  1978,  Volume 
63,  Number  11. 

143-58-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Aquila  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  5,  1978 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  a  Cl-2  district,  at  an  existing 
automotive  service  station  with  accessory  uses  previously 
before  the  Board,  the  enlargement  in  area  of  the  acces¬ 
sory  building  and  the  erection  of  a  canopy  and  sign  over 
the  pump  islands. 

PREMISES  AFFECTED — 1574-1596  Hutchinson  River 
Parkway,  southeast  corner  of  Middletown  Road,  Block 
5386,  Lots  1,  2,  3,  6,  7  and  8,  Borough  of  The  Bronx. 
Community  Board  #10BX. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  18,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  21,  1978  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  18,  1958,  as  amended  through  March  5,  1968,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  on  condition  that 
there  will  be  no  more  than  one  curb-cut  on  Middle- 
town  Road  frontage;  and  that  the  proposed  5'-6"  high 
brick  wall  shall  be  built  inside  of  the  property  line  on 
the  Roebling  Avenue  frontage;  and  that  the  site  shall 
substantially  conform  to  revised  drawings  of  proposed 
conditions  marked  ‘Received  March  7,  1978’ — one  sheet; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects ;  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  79-58) 


1085-67-BZ 

APPLICANT — Fred  L.  Liebmann  for  Galrose  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  2,  1978 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-9  and  R8  district,  in  an 
existing  four  story  building,  the  change  in  occupancy  of 
the  first  floor  from  apartments  to  a  retail  store. 


PREMISES  AFFECTED— 308  East  53rd  Street,  south 
side,  99  feet  east  of  Second  Avenue,  Block  1345,  Lot  48, 
Borough  of  Manhattan.  Community  Board  #6M. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  2,  1968,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  21,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  2, 
1968,  as  amended  through  September  23,  1969,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“ granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  ...  ;  on  condition 

that  this  variance  shall  expire  in  the  event  there  is  a 
change  in  the  use  from  the  present  use;  and  that  the 
signs  shall  comply  to  the  rules  and  regulations  for  a 
Cl-9  District ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained  within  one  year  from  the  date  of  this  amended 
resolution.”  (Alt.  1559-67) 


621-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Qua-Ma  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  30, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  11-412  and  114-13  of 
the  Zoning  Resolution,  permitting  in  an  R5  district,  the 
reduction  in  lot  area  of  an  existing  automotive  service 
station  with1  accessory  uses  previously  before  the  Board, 
the  addition  to  the  uses  to  include  auto  body  repairs. 

PREMISES  AFFECTED — 20-24  Jewett  Avenue,  west 
side,  92.51  feet  south  of  Bennett  Street,  Block  1012,  Lot  84, 
Port  Richmond,  Borough  of  Staten  Island.  Community 
Board  #1S.I. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  30,  1973,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  21,  1978,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
30,  1973,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  ...  ;  on  condition 
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that  the  front  gate  and  fence  be  repaired  where  needed ; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects;  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  202-72) 

519-75-BZ 

APPLICANT — McGee  and  Morsellino  for  Ozone  Park 
Enterprises,  owner ;  Globe  Shipping  Company,  Incorpo¬ 
rated,  lessee. 

SUBJECT — to  reopen  in  accordance  with  the  order  of  the 
Court  for  the  making  of  findings  of  fact,  under  Section 
72-21  of  the  Zoning  Resolution  of  the  City  of  New  York 
to  permit  in  an  R3-2  district,  the  enlargement  in  lot  area 
and  reconstruction  of  a  warehouse  with  accessory  offices. 

PREMISES  AFFECTED— 124-26  South  Conduit  Avenue, 
a/k/a  150-20  125th  Street,  southwest  corner  of  South 
Conduit  Avenue,  Block  11893,  Lots  46,  47  and  48  South 
Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE  TO  ACCEPT  FINDINGS  AS  READ— 
Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf....  6 

Negative:  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 

Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  20,  1976,  after  due  notice  by  publication  in  the 
Bulletin:  laid  over  to  February  10,  1976;  then  to  March  9, 
1976;  then  to  March  23,  1976;  then  to  March  30,  1976;  then 
to  April  13,  1976;  then  to  May  18,  1976;  March  14,  1978; 
March  21,  1978;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  12,  1975,  acting  on  N.B.  Applic.  509/1974, 
reads : 

“1.  Proposed  use  of  premises  in  an  R3-2  district  as 
a  warehouse  and  accessory  offices  (UG16)  is  contrary 
to  Section  22-00  of  the  Zoning  Resolution.” 

and 

Whereas,  this  application  was  approved  under  resolution 
dated  May  18,  1976;  and 

Whereas,  an  Article  78  proceeding  was  brought  in  con¬ 
nection  with  this  matter ;  and 
Whereas,  the  Order  of  the  court  dated  May  23,  1977,  by 
Judge  William  G.  Giaccio  annulled  the  May  18,  1976  decision 
of  the  Board  of  Standards  and  Appeals  and  remitted  this 
matter  to  this  Board  “for  the  making  of  findings  of  fact  suffi¬ 
cient  to  satsify  the  requirements  of  Section  72-21  of  the 
Zoning  Resolution  . . .” ;  and 

Whereas,  pursuant  to  the  abovementioned  Order,  this 
Board  reopened  this  application  on  March  14,  1978  solely  to 
include  written  findings  of  fact  into  the  record;  and 

Whereas,  this  procedure  is  in  accordance  with  the  opinion 
of  Corporation  Counsel,  and  that  further  testimony  would 
not  be  accepted  on  this  matter ;  and 

Whereas,  Community  Board  #10,  Queens,  through  its 
District  Manager,  Mrs.  Ann  Grossberg,  was  notified  by  this 
Board  of  this  procedure  by  registered  mail,  return  receipt 
requested,  on  March  17,  1978;  and 
Whereas,  the  entire  record  of  the  instant  application  has 
been  re.d  by  Chairman  Vito  J.  Fossella,  Commissioner  John 
B.  Cincotta,  and  Commissioner  Stanley  M.  Wolf;  and 
Whereas,  the  findings  were  read  into  the  record  by  Vice 
Chairman  Philip  P.  Agusta,  and  made  part  thereof  at  the 


public  hearing  on  March  21,  1978,  to  have  effect,  nunc,  pro 
tunc ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  enlargement  in  lot  area  and  the  reconstruction 
of  a  warehouse  with  accessory  offices,  on  condition  that  all 
work  shall  substantially  conform,  to  drawings  filed  with  this 
application  marked,  “Received  May  11,  1976” — 7  sheets;  and 
on  further  condition  that  this  variance  shall  be  limited  to  a 
term  of  10  years,  that  the  hours  of  operation  be  restricted  to 
8  A.M.  to  6  P.M.  Monday  through  Saturday  and  closed 
on  Sunday,  that  any  commercial  vehicles  servicing  the  ware¬ 
house  have  ingress  and  egress  limited  to  the  South  Conduit 
Ave.  frontage  only  and  that  an  affidavit  attesting  to  these 
facts  be  submitted  to  the  Board  and  Department  of  Buildings 
prior  to  the  issuance  of  a  building  permit ;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

581-76-BZ 

APPLICANT — McGee  and  Morsellino  for  Isidoro  Bratelli, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  an  R3-2 
district,  the  reconstruction  and  the  construction  of  a  second 
floor  enlargement  to  a  retail  store  and  office  building  that 
increases  the  degree  of  non-compliance  within  the  front 
yard,  side  yard  and  the  parking  requirements. 
PREMISES  AFFECTED — 149-01  Northern  Boulevard, 
northeast  corner  of  149th  Street,  Block  5006,  Lot  26, 
Flushing,  Borough  of  Queens.  Community  Board  #7Q. 
APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE — 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  16,  1976,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  16,  1976,  by  adding  thereto: 

“That  the  cellar  may  be  rearranged  substantially  as 
shown  on  revised  drawings  of  proposed  conditions 
marked  ‘Received  February  13,  1978’ — one  sheet;  on 
condition  that  the  use  in  the  cellar  be  limited  to  show 
room  and  accessory  storage;  that  this  variance  shall 
expire  with  any  change  of  use  or  added  use;  and  that 
there  will  be  no  more  than  four  persons  at  any  given 
time  occupying  the  cellar  level ;  and  that  substantial  con¬ 
struction  shall  be  completed  within  one  year  from  the 
date  of  this  amended  resolution;  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt.  12-76) 
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662-76-BZ 

APPLICANT — Carl  Levine,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  February  1, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R6  district,  at  an  existing 
motor  vehicle  sales  and  service  establishment  previously 
before  the  Board,  the  enlargement  in  area  of  the  structure 
and  the  use  of  the  open  area  for  accessory  parking. 

PREMISES  AFFECTED— 1837-1849  Linden  Boulevard, 
northeast  corner  of  Malta  Street,  Block  4319,  Lots  42,  47, 
49,  SO  (formerly  Lots  42,  47,  49,  50,  51,  52  and  53), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Carl  Levine. 

ACTION  OF  BOARD — Application  to  reopen  and  extend 
time  to  complete  construction  withdrawn  at  the  request  of 
the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


742-76-BZ 

APPLICANT — Andrew  Tsarsis  for  CBS,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  February 
22,  1978 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  Cl -9  and  R8  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  television 
studio  with  accessory  uses. 

PREMISES  AFFECTED— 409-411  East  75th  Street,  north 
side,  138  feet,  east  of  First  Avenue,  1456  First  Avenue, 
402-414  East  76th  Street,  Block  1470,  Lots  8  and  148,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Andrew  Tsarsis. 

ACTION  OF  BOARD — application  reopened  and  time  ex¬ 
tended  to  complete  the  work. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  22,  1977,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  21,  1978,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
22,  1977  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion.” 

(Alt.  707-76) 

765-76-BZ 

APPLIANT — M.  Milton  Glass  for  The  Summit  Organiza¬ 
tion,  Incorporated,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  February  15, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 


Resolution,  permitting  in  a  C5-2  district,  the  conversion  of 
an  existing  12  story  commercial  building  from  offices  into 
a  mixed  building  that  creates  non-compliance  in  lot  area 
per  room  and  encroachments  on  the  minimum  distance 
between  windows  and  lot  lines. 

PREMISES  AFFECTED — 153-159  Madison  Avenue  and 
25-27  East  32nd  Street,  southeast  corner,  Block  862,  Lot 
24,  Borough  of  Manhattan. 

APPEARANCES—  _ 

For  Applicant :  Elliott  M.  Glass. 

ACTION  OF  THE  BOARD — application  reopened  and 
time  extended  to  complete  the  work. 

THE  VOTE— 

Affirmative:  Chairman  Fossella,  Commissioner  Carroll, 
Commissioner  Walsh,  Commissioner  Cincotta  and 


Commissioner  Wolf  .  5 

Negative:  .  0 

Not  Voting:  Vice  Chairman  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  15,  1977,  on  certain  conditions;  and 
Whereas,^  public  hearing  was  held  on  this  application  on 
March  21,  1978,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
15,  1977  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion.” 

(Alt.  740-76) 


647-77-BZ 

APPLICANT — Architects  Design  Group  by  Greco  and 
Faraldo  for  Robert  Haskell,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  September  28,  1977 — decision  of  the  Borough 
Superintendent,  under  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-1  district,  the  conversion  of  an 
existing  five  story  building  into  a  multiple  dwelling  that 
creates  non  compliance  in  floor  area  ratio,  open  space 
ratio,  lot  area  per  room  and  rear  yard  encroachment. 

PREMISES  AFFECTED— 113  East  11th  Street,  north 
side,  148.9  feet  east  of  4th  Avenue,  Block  556,  Lot  49, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


648-77-A 

APPLICANT — Architects  Design  Group  by  Greco  and 
Faraldo  for  Robert  Haskell,  owner. 

SUBJECT — Application  for  consideration — to  withdraw  the 
application  of  September  28,  1977 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  multiple  dwelling  law. 

PREMISES  AFFECTED— 113  East  11th  Street,  north 
side,  148.9  feet  east  of  4th  Avenue,  Block  556,  Lot  49, 
Borough'  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 
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THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 


374-76-A 

APPLICANT — Consolidated  Edison  Company  of  New 
York,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  October  26, 
1977  and  for  amendment — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  storage  of  bulk  oil,  in  company 
unmanned  barges  at  Pier  98. 

PREMISES  AFFECTED— 600  West  59th  Street  and  850 
12th  Avenue,  west  side,  Pier  98,  dock  properties,  Blocks 
1106  and  1109,  Lots  1  and  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to _  April  18,  1978,  at 
10  A.M.,  Special  Order  Calendar  for  inspection  and  addi¬ 
tional  information  to  be  submitted,  applicant  to  be  notified, 
continued  hearing. 


596-47-BZ 

APPLICANT — Michael  and  Betty  Daniolos,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  11, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  21  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  change  in  occupancy  from  dwelling  to  dwelling  and 
store. 

PREMISES  AFFECTED— 219-41  91st  Road,  north  side, 
125  feet  east  of  Springfield  Boulevard,  Block  10719,  Lot 
34,  Queens  Village,  Borough  of  Queens.  Community 
Board  #13 Q. 

APPEARANCES— 

For  Applicant :  Betty  Daniolos. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  10 
A.M.,  Special  Order  Calendar  for  decision,  hearing  closed. 


1966-61-BZ 

APPLICANT — Atkin  and  Gibson  for  Sidney  Pines,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  24,  1978, 
and  for  amendment — decision  of  the  Borough  Superinten¬ 
dent;  previously  granted  on  condition  under  Section  60(3) 
of  the  Multiple  Dwelling  Law,  permitting  in  a  residence 
use  district,  the  extension  of  an  existing  multiple  dwelling, 
accessory  parking  lot  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 3058-3060  Bailey  Avenue,  east 
side,  170  feet  north  of  Albany  Crescent,  Block  3261,  Lot  12 
(formerly  Lots  12  and  74),  Borough  of  The  Bronx.  Com¬ 
munity  Board  #8BX. 

APPEARANCES— 

For  Applicant:  Thomas  Gibson. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1978,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


593-72-BZ 

APPLICANT — Diffendale  and  Kubec  for  Richmond 
Memorial  Hospital  and  Health  Center,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  October  19, 


1977 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  installation 
of  an  accessory  sewage  treatment  plant  for  an  existing 
hospital. 

PREMISES  AFFECTED — 360  Seguine  Avenue,  northwest 
corner  of  Kingsland  Street,  Block  6699,  Lot  82,  Princes 
Bay,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Peter  W.  Diffendale. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


441-74-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Harold  G.  Wenig, 
owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
extension  of  time  to  complete  which  expired  February  22, 
1978 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl -3  district,  in  conjunction 
with  the  construction  of  a  shopping  center,  the  increase  in 
the  number  of  accessory  parking  spaces  and  the  location  of 
accessory  loading  area  within  10  feet  of  a  residence  district. 

PREMISES  AFFECTED — 250  Arden  Avenue,  west  side, 
300  feet  south  of  Hampton  Avenue,  Block  6017,  Lot  3000, 
Village  Greens,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
10  A.M.,  Special  Order  Calendar  for  decision,  hearing 
closed. 


461-77-BZ 

APPLICANT — Stanley  Shapiro  for  Equitable  Funding  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  1,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
two  story  enlargement  to  a  two  family  dwelling  that  creates 
non-compliance  in  floor  area  ratio,  open  space  ratio  and 
encroachment  into  the  required  rear  yard. 

PREMISES  AFFECTED — 494  State  Street,  south  side, 
129.3  feet  west  of  Third  Avenue,  Block  179,  Lot  22,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #2BK. 

APPEARANCES— 

For  Applicant:  Stanley  Shapiro. 

For  Opposition :  Lillian  Beckford. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1978,  at  10 
A.M.,  for  decision,  hearing  closed. 


612-77-BZ 

APPLICANT —  Diffendale  and  Kubec  for  Mrs.  Rose 
Pitcherelli,  owner. 

SUBJECT — Application  September  14,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C8-1  district,  in 
an  existing  three  story  mixed  building.  The  conversion  of 
the  second  and  third  floors  from  two  apartments  into  four 
apartments  that  increase  the  degree  of  non-conformity. 

PREMISES  AFFECTED — 2131  Hylan  Boulevard,  north¬ 
west  corner  of  Bedford  Avenue,  Block  3589,  Lot  63,  Grant 
City,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

APPEARANCES— 

For  Applicant:  Peter  W.  Diffendale. 

For  Opposition:  None. 
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ACTION  OF  BOARD— Laid  over  to  April  18,  1978,  at  10 
A.M.,  for  continued  hearing;  additional  information. 


61-78-A 

APPLICANT — Diffendale  and  Kubec  for  Mrs.  Rose  Pitch- 
erelli,  owner. 

SUBJECT — Application  February  3,  1978 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Multiple 
Dwelling  Law. 

PREMISES  AFFECTED — 2131  Hylan  Boulevard,  north¬ 
east  corner  of  Bedford  Avenue,  Block  3589,  Lot  63,  Grant 
City,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Peter  W.  Diffendale. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1978,  at 
10  A.M.,  for  continued  hearing;  additional  information. 


665-77-BZ 

APPLICANT— Shael  Shapiro  for  Shopiro  Lawn  Associates 
for  143-5  Owners  Corporation,  owner. 

SUBJECT — Application  October  14,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Ml-5  district,  the  con¬ 
version  of  an  existing  twelve  story  Building  from  factories 
into  a  multiple  dwelling  above  the  first  floor  store  and 
factory. 

PREMISES  AFFECTED— 143-5  West  20th  Street,  north 
side,  256.3  feet  east  of  seventh  Avenue,  Block  796,  Lot  13, 
Borough  of  Manhattan.  Community  Board  #4M. 
APPEARANCES— 

For  Applicant:  Shael  Shapiro  and  Rhea  Nichols. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1978,  at 
10  A.M.,  for  continued  hearing;  additional  information. 


828-77-BZ 

APPLICANT — Sheldon  Lobel  for  MTM  Printing  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  November  9,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R4  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  printing  establishment 
that  increases  the  degree  of  non-conformity. 

PREMISES  AFFECTED— 23-21  College  Point  Boulevard, 
east  side,  181.62  feet  south  of  23rd  Avenue,  Block  4226,  Lot 
17,  College  Point,  Borough  of  Queens.  Community  Board 
#7Q. 

APPEARANCES— 

For  Applicant :  Sheldon  Lobel,  Steven  Kolman,  Margery 
Kolman,  Patricia  Yelle,  Fred  Mazzarello,  Joseph  J. 
Gurksnis  and  D.  Baglione. 

For  Opposition:  Joan  Vogt,  Gasper  W.  Salamone,  Marie 
V.  Kuminiz,  Mara  C.  Solis,  May  Pisano,  Maria  Stohz, 
Helen  Schlichtorl  and  others. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1978,  at 
10  A.M.,  for  continued  hearing;  additional  information. 


895-77-BZ 

APPLICANT — Harry  Soled  for  Paolo  and  Maria  Bennici, 
owners. 

SUBJECT — Application  November  23,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -3  and  R6  district,  the 
enlargement  in  area  of  an  existing  non-transient  parking 
lot  previously  before  the  Board. 


PREMISES  AFFECTED— 219-229  Union  Street,  north 
side,  114.6  feet  east  of  Henry  Street,  Block  338,  Lots  44, 
46,  47  and  49,  Borough  of  Brooklyn.  Community  Board 
#6BK. 

APPEARANCES— 

For  Applicant:  Josef  Friedman. 

For  Opposition:  Kenneth  D.  Mann,  Jr. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1978,  at  10 
A.M.,  for  hearing  at  the  request  of  the  Community  Board 
and  applicant. 


927-77-BZ 

APPLICANT— Harry  Simmons,  Jr.  for  St.  Luke’s  Episco¬ 
pal  Church,  owner. 

SUBJECT — Application  December  6,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R5  district  the  enlargement 
in  area  of  an  existing  church  that  increases  the  degree  of 
non-compliance  within  the  front  yard. 

PREMISES  AFFECTED— 777  East  222nd  Street  north¬ 
west  corner  of  Barnes  Avenue,  Block  4836,  Lot  7  and  12, 
Borough  of  The  Bronx.  Community  Board  #  12BX. 

APPEARANCES— 

For  Applicant:  Harry  Simmons,  Patrick  Walker,  Lyra  T. 
McGugins,  Mary  S.  Mosely,  Violet  Fogarty,  Ciarabelle 
Sinclair  and  C.  Arturd  Christian. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  10 
A.M.,  for  decision,  hearing  closed. 


507-77-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  John  Di- 
Pietro,  owner. 

SLTBJECT — Application  July  28,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement,  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  without  the 
required  side  yard. 

PREMISES  AFFECTED— 1340  East  57th  Street,  west 
side,  323  feet  south  of  Avenue  M,  Block  7881,  Lot  62, 
Borough  of  Brooklyn.  Community  Board  #18BK. 
APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati. 

For  Opposition:  Eleanor  Duhaime. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  6,  1977,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  20,  1977 ;  then  to  January 
24,  1978;  then  to  February  14,  1978;  then  to  February  21, 
1978;  then  to  March  7,  1978;  then  to  March  21,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  20,  1977,  acting  on  N.B.  Applic.  #93/1977,  reads: 
“1.  Proposed  two  family  residence  in  an  R3-2  dis¬ 
trict  without  (1)  8'-0"  side  yard  is  contrary  to  Section 
23-461  of  the  Zoning  Resolution. 

2.  Proposed  two  family  residence  in  an  R3-2  district 
with  excessive  L.A.R.  is  contrary  to  Section  23-222  of 
the  Zoning  Resolution. 
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3.  Proposed  two  family  residence  in  an  R3-2  district 
is  excessive  in  F.A.R.  O.S.R.  which  is  contrary  to  Sec¬ 
tion  23-141  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  this  site  is  an  irregular,  trapezodial  lot;  and 
Whereas,  the  submitted  feasibility  study  indicates  the  need 
for  this  occupancy  to  make  the  project  economically  viable; 
and 

Whereas,  the  R3-2  regulations  permit  row  houses  which 
now  exist  throughout  the  neighborhood ;  and 

Whereas,  the  site  abuts  a  school  yard  which  provides  ade¬ 
quate  light  and  ventilation;  and 

Whereas,  this  site  was  developed  with  a  landmark  build¬ 
ing  when  purchased  by  this  owner ;  and 

Whereas,  the  structure  was  ruined  by  vandalism  and  de¬ 
stroyed;  and 

Whereas,  this  variance  is  limited  only  to  a  bulk  variation 
which  creates  a  practical  difficulty ;  and 

Whereas,  one  of  the  primary  concerns  of  the  objectors 
was  the  possibility  of  an  illegal  third  family ;  and 

Whereas,  the  Board  has  taken  adequate  safeguards  to 
prevent  this  occurrence ;  and 

W hereas,  the  development  of  this  site  with1  two  complying 
structures  would  be  substandard  for  this  neighborhood;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two-story  and  basement,  two-family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  without  the  re¬ 
quired  side  yard,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  as  they  apply  to  the  objection,  above 
noted,  filed  with  this  application,  marked  ‘‘Received  July  28, 
1977”,  3  sheets,  and  “January  23,  1978”,  6  sheets,  and  “Feb¬ 
ruary  13,  1978”,  3  sheets;  and  on  further  condition  that  a  re¬ 
strictive  covenant  limiting  the  occupancy  to  two  families  be 
recorded;  that  the  Certificate  of  Occupancy  shall  indicate 
the  libre,  page  and  date  of  recording  of  said  covenant;  that 
the  basement  floor  be  lowered  two  feet  below  the  legal  grade ; 
that  the  basement  toilet  be  limited  by  a  four  foot  by  four 
foot  water  closet  and  wash1  basin  compartment;  that  the 
basement  entrance  door  be  eliminated;  that  personal  access 
be  provided  through  the  overhead  door  and  an  interior  one- 
hour,  fireproof,  self-closing  door  in  the  garage;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


508-77-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  John  Di- 
Pietro,  owner. 

SUBJECT — Application  July  28,  1977 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio  and  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 1342  East  57th  Street,  west 
side,  340  feet  south  of  Avenue  M,  Block  7881,  Lot  63,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #18BK. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati. 

For  Opposition:  Eleanor  Duhaime. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  6,  1977,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  December  20,  1977 ;  then  to  January  24, 
1978;  then  to  February  14,  1978;  then  to  February  21,  1978; 
then  to  March  7,  1978;  then  to  March  21,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  20,  1977,  acting  on  N.B.  Applic.  #94/1977,  read: 

“1.  Proposed  two  family  residence  in  an  R3-2  dis¬ 
trict  with  excessive  L.A.  is  contrary  to  Section  23-222 
of  the  Zoning  Resolution. 

2.  Proposed  two  famijy  residence  in  an  R3-2  district 
is  excessive  in  F.A.R.  and  O.S.R.  is  contrary  to  Section 
23-141  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  this  site  is  an  irregular,  trapezodial  lot;  and 
Whereas,  the  submitted  feasibility  study  indicates  the 
need  for  this  occupancy  to  make  the  project  economically  vi¬ 
able  ;  and 

Whereas,  the  R3-2  regulations  permit  row  houses  which 
now  exist  throughout  the  neighborhood ;  and 

Whereas,  the  site  abuts  a  school  yard  which  provides 
adequate  light  and  ventilation;  and 

Whereas,  this  site  was  developed  with  a  landmark  build¬ 
ing  when  purchased  by  this  owner ;  and 

Whereas,  the  structure  was  ruined  by  vandalism  and  des¬ 
troyed;  and 

Whereas,  this  variance  is  limited  to  a  bulk  variation  which 
creates  a  practical  difficulty  only ;  and 

Whereas,  one  of  the  primary  concerns  of  the  objectors 
was  the  possibility  of  an  illegal  third  family;  and 

Whereas,  the  Board  has  taken  adequate  safeguards  to  pre¬ 
vent  this  occurrence;  and 

Whereas,  the  development  of  this  site  with  two  comply¬ 
ing  structures  would  be  substandard  for  this  neighborhood; 
and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited,  and  that  the  application  be 
and  it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two-story  and  basement,  two-family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  without  the  required 
side  yard,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  as  they  apply  to  the  objection,  above  noted, 
filed  with  this  application,  marked  “Received  July  28,  1977”, 
3  sheets,  and  “January  23,  1978”,  6  sheets,  and  “February 
13,  1978”,  3  sheets ;  and  on  f  urther  condition  that  a  restrictive 
covenant  limiting  the  occupancy  to  two  families  be  recorded ; 
that  the  Certificate  of  Occupancy  shall  indicate  the  libre,  page 
and  date  of  recording  of  said  covenant;  that  the  basement 
floor  be  lowered  two  feet  below  the  legal  grade ;  that  the 
basement  toilet  be  limited  by  a  four  foot  by  four  foot  water 
closet  and  wash  basin  compartment ;  that  the  basement  en¬ 
trance  door  be  eliminated ;  that  personal  access  be  provided 
through  the  overhead  door  and  an  interior  one-hour,  fire¬ 
proof,  self-closing  door  in  the  garage ;  and  that  all  laws,  rules 
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and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


596-77-B  Z 

APPLICANT— Walter  T.  Gorman  for  Fabrizio  Realty 
Corporation,  owner. 

SUBJECT— Application  August  30,  1977— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  recon¬ 
struction  and  rehabilitation  of  an  automotive  service  sta¬ 
tion  with  accessory  uses  previously  before  the  Board. 
PREMISES  AFFECTED— 261-265  Nagle  Avenue,  3822 
3830  10th1  Avenue  and  501-505  204th  Street,  entire  block, 
Block  2216,  Lot  58,  Borough  of  Manhattan.  Community 
Board  #12M. 

APPEARANCES— 

For  Applicant :  Carl  A.  Sulfaro. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  7,  1978,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  March  21,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  17,  1977,  acting  on  Alt.  Applic.  #735/1977, 
reads : 

“1.  Proposed  structural  alteration  to  a  building 
occupied  as  a  non-conforming  use  and  now  located  in  an 
R7-2  District  is  contrary  to  Section  52-22  of  the  Zoning 
Resolution. 

2.  Proposed  alteration  to  the  building,  increase  in 
the  number  of  gasoline  tanks  and  pumps  and  change  in 
curb  cuts  is  contrary  to  the  resolution  adopted  by  the 
Board  of  Standards  and  Appeals  under  Calendar 
#983-55-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  reconstruction  of  the  present  building  and  restora¬ 
tion  of  use. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
in  an  R7-2  district,  the  reconstruction  and  rehabilitation  of 
an  automotive  service  station  with  accessory  uses  previously 
before  the  Board  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 
received  “August  30,  1977”,  6  sheets  and  “March  14,  1978”, 
1  sheet  and  on  further  condition  that  there  shall  be  no  repair 
or  servicing  performed  and  that  this  use  be  limited  to  a  term 
of  15  years  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


604-77-BZ 

APPLICANT — Weinberg  and  Kirshenbaum  for  Bernard 
Wolff,  owner. 

SUBJECT — Application  September  7,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  (op)  district,  the 
maintenance  of  an  enlargement  to  an  existing  warehouse 


and  catering  establishment  that  encroaches  on  the  required 
yard  along  a  district  boundary. 

PREMISES  AFFECTED— 2421  McDonald  Avenue,  east 
side,  205.11^4  feet  south  of  Village  Road  South,  Block 
7150,  Lot  48,  Borough  of  Brooklyn.  Community  Board 
#15BK. 

APPEARANCES— 

For  Applicant:  Harold  Weinberg,  P.E. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  28,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  21,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  6,  1977,  acting  on  Alt.  Applic.  #872/1977, 
reads  : 

“1.  The  existing  illegal  one  story  enlargement 
located  within  a  required  30'  rear  district  boundary  yard 
is  contrary  to  Section  33-292  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-50  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  section  73-50  of  the  Zoning  Resolution,  to  permit  in 
a  C8-1  (OP)  district,  the  maintenance  of  an  enlargement  to 
an  existing  warehouse  and  catering  establishment  that  en¬ 
croaches  on  the  required  yard  along  a  district  boundary 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  received  “Sep¬ 
tember  7,  1977”,  5  sheets  and  “March  14,  1978”,  1  sheet  and 
on  further  condition  that  the  rear  wall  receive  stucco  treat¬ 
ment  and  be  properly  maintained  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substan¬ 
tial  construction  be  completed  within  one  year  from  the  date 
of  this  resolution. 


609-77-B  Z 

APPLICANT — Hurley,  Kearney  and  Lane  for  Church  of 
Our  Lady  of  Grace  at  Howard  Beach,  owner. 

SUBJECT — Application  September  13,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  church  that  en¬ 
croaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 100-05  159th  Avenue,  northwest 
corner  of  101st  Street,  Block  14170,  Lot  1,  Howard  Beach, 
Borough  of  Queens.  Community  Board  #10Q. 
APPEARANCES— 

For  Applicant :  Harry  E.  Hasselmann. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTES— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  7,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  14,  1978;  then  to  March  7, 
1978;  then  to  March  21,  1978;  and 

Whereas,  the  decision  of  the  Borough  Superintendant, 
dated  August  16,  1977,  acting  on  Alt.  Applic.  #914/1976, 
reads : 

“1.  Front  yards  of  less  than  15'-0"  to  the  proposed 
enlargement  of  a  community  facility  building  in  a  R3-1 
zone,  is  contrary  to  Section  24-34  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
diffiulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited  and  that  the  application  be 
and  it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  church  that  encroaches 
on  the  required  front  yard  on  condition  that  all  work  shall 
substantially  conform  to  drawings  as  they  apply  to  the  ob¬ 
jection,  above  noted,  filed  with  this  application,  marked  re¬ 
ceived  “September  13,  1977”,  12  sheets  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


653-77-BZ 

APPLICANT — George  Perotto  for  Pasquale  Postiglione, 
owner. 

SUBJECT — Application  October  6,  1977 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  conver¬ 
sion  of  an  existing  theatre  into  a  one  story  and  mezzanine 
structure  for  use  as  a  clothing  manufacturing  establish¬ 
ment  with  accessory  offices. 

PREMISES  AFFECTED— 102-10  43rd  Avenue,  south  side, 
47  feet  east  of  102nd  Street,  Block  1978,  Lot  4,  Corona, 
Borough  of  Queens.  Community  Board  #4Q. 

APPEARANCES— 

For  Applicant :  George  Perotto,  P.E. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  7,  1978,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  March  21,  1978; 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1977,  acting  on  Alt.  Applic.  #221/1977, 
reads : 

“3.  Proposed  change  of  use  from  Theater,  Use 
Group  8,  to  Clothing  Manufacturing,  Use  Group  17,  in  a 
C2-2  in  R6  zone  is  contrary  to  Section  42-14  and  32-00 
of  the  Amended  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 


Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe9 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  conversion  of  an 
existing  theatre  into  a  one  story  and  mezzanine  structure  for 
use  as  a  clothing  manufacturing  establishment  with  accessory 
offices  on  condition  that  all  work  shall  substantially  conform 
to  drawings  as  apply  to  the  objection,  above  noted,  filed  with 
this  application,  marked  received  “October  6,  1977”,  6  sheets 
and  March  15,  1978”,  1  sheet  and  on  further  condition  that 
the  clothing  manufacturing  conform  with  the  performance 
standards  for  an  Ml  district,  that  signs  comply  with  the.  Cl 
district  regulations,  that  the  operation  of  this  use  be  limited 
to  from  Monday  to  Saturday,  closed  on  Sunday,  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


822-77-B  Z 

APPLICANT— Solomon  Haselnuss  for  Fabrizio  Realty 
Corporation,  owner. 

SUBJECT— Application  November  9,  1977— decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-4 
district,  the  reconstruction  of  an  automotive  service  station 
with  accessory  uses  previously  before  the  Board. 
PREMISES  AFFECTED — 4566  Broadway  a/k/a  2  Nagle 
Avenue,  northeast  corner,  Block  2172,  Lot  1,  Borough 
of  Manhattan.  Community  Board  #12M. 

APPEARANCES— 

For  Applicant :  Solomon  Haselnuss. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  7,  1978,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  March  21,  1978 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  3,  1977,  acting  on  N.B.  Applic.  #31/1977, 
reads : 

“1.  Proposed  automotive  service  station  (U.G.  16) 
is  not  permitted  as  of  right  in  a  C2-4  Zoning  District 
as  per  Section  32-00-ZR.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-211  and  73-212  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Sections  73-211  and  73-212  of  the  Zoning  Resolution, 
to  permit  in  a  C2-4  district,  the  reconstruction  of  an  auto¬ 
motive  service  station  with  accesssory  uses  previously  before 
the  Board  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  received 
“November  4,  1977”,  2  sheets  and  “March  17,  1978”,  5  sheets 
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and  on  further  condition  that  signs  conform  with  sections 
73-211  (e)  and  73-212  of  the  Zoning  Resolution;  that  trees 
and  shrubbery  be  planted  and  properly  maintained  and  that 
the  existing  40  ft.  c.c.  on  Nagle  Ave.  be  reduced  to  30  ft.  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


936-77-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin 
et  al  for  487  Park  Avenue  Corporation,  Contract  Vendee. 
SUBJECT— Application  December  8,  1977- — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  a  C5-3R  district,  the  erec¬ 
tion  of  a  twenty  five  story  store  and  office  building  that 
exceeds  the  permitted  floor  area  ratio,  penetrates  the  sky 
exposure  plane  and  without  the  required  accessory  loading 
berth. 

PREMISES  AFFECTED— 487-499  Park  Avenue,  south¬ 
east  corner  of  East  59th  Street,  Block  1313,  Lot  4,  Borough 
of  Manhattan.  Community  Board  #5M. 
APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Howard  A. 

Zipser,  James  Freed  and  Bernard  Rice. 

For  Opposition ;  David  Shivitz. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD- — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 
Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  28,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  14,  1978;  then  to  March1  21, 
1978;  and 

“1.  Proposed  floor  area  ratio  exceeding  the  per¬ 
mitted  maximum  floor  area  ratio,  is  contrary  to  Section 
33-122  Z.R. 

2.  Proposed  height  of  front  wall  without  the  re¬ 
quired  front  setback  penetrates  the  sky  exposure  plane 
and  is  thereby  contrary  to  Section  33-432  Z.R. 

3.  Failure  to  provide  a  required  accessory  loading 
berth  is  contrary  to  Section  36-62  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C5-3  CR  district,  the  erection  of  a 
25-story  store  and  office  building  that  exceeds  the  permitted 
floor  area  ratio,  penetrates  the  sky  exposure  plane  and  with¬ 
out  the  required  accessory  loading  berth,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  as  they 
apply  to  the  objection,  above  noted,  filed  with  this  application, 
marked  “Received  December  8,  1977”,  one  sheet,  and  “Janu¬ 
ary  9,  1978”,  10  sheets;  and  on  further  condition  that  all 
loading  and  unloading  be  restricted  to  the  non-business  hours 
of  from  6  P.M.  to  6  A.M.,  with  no  loading  on  Sunday;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 


with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


937-77-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Rosenman,  Colin 
et  al  for  487  Park  Avenue  Corporation,  Contract  Vendee. 
SUBJECT — Application  December  8,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  open¬ 
ings  in  exterior  walls,  located  on  side  lot  line. 
PREMISES  AFFECTED— 487-499  Park  Avenue,  south¬ 
east  corner  of  East  59th  Street,  Block  1313,  Lot  4,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Howard  A.  Zip¬ 
ser,  James  Freed  and  Bernard  Rice. 

For  Opposition :  David  Shivitz. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  29,  1977,  on  N.B.  Applic.  #  27/77,  reads: 
“11.  Proposed  openings  in  exterior  walls,  located  on 
side  lot  lines,  are  contrary  to  Table  3-4  and 
C26-503.1  (a).” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  29,  1977,  acting  on  N.B.  Applic.  #27/1977, 
Objection  No.  11,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
conform  to  the  resolution  adopted  this  date  under  Calendar 
Number  936-77-BZ ;  and  that  all  other  laws,  rules  and  regu¬ 
lations  be  complied  with. 

964-77-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Louis  Sulzer, 
owner. 

SUBJECT — Application  December  13,  1977 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and  72- 
21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district, 
on  a  corner  lot,  the  maintenance  of  an  existing  three  story 
dwelling  that  encroaches  on  the  required  side  yard. 
PREMISES  AFFECTED — 57  Carpenter  Avenue,  east  side, 
110.21  feet  south  of  Glenn  Road,  Block  2015,  Lot  243,  New 
Springville,  Borough  of  Staten  Island.  Community  Board 
#2S.I. 

APPEARANCES— 

For  Applicant :  David  C.  Winters  and  Ellis  Tremper. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Waive  public  hearing. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commission  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  14,  1978,  after  due  notice  by  publication  in  the  Bulle¬ 
tin ;  laid  over  to  March  21,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  14,  1977,  acting  on  N.B.  Applic.  #3187/ 
1966,  reads : 
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“1.  The  sideyard  of  3.78'  along  the  north  lot  line  is 
contrary  to  Section  23-461  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  limited  to  the  objection  cited,  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  on  a  corner  lot, 
the  maintenance  of  a  three-story  dwelling  that  encroaches  on 
the  required  side  yard,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  as  they  apply  to  the  objection, 
above  noted,  filed  with  this  application,  marked  “Received 
December  13,  1977”,  6  sheets;  and  on  further  condition  that 
the  basement  ceiling  be  fire  retarded  with  a  one-hour  rated 
material ;  that  a  smoke  detection  device  be  installed  on  each 
floor;  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


965-77-A 

APPLICANT — Alphonse  J.  Calvanico  for  Louis  Zulner, 
owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  three 
story  two  family  dwelling  of  Class  4  Construction. 
PREMISES  AFFECTED — 57  Carpenter  Avenue,  east  side, 
110.21  feet  south  of  Glenn  Road,  Block  2015,  Lot  243,  New 
Springville,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters  and  Ellis  Tremper. 

For  Opposition:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  14,  1977,  on  N.B.  Applic.  #3187/66,  reads: 
“2.  The  building  is  a  three  story,  two  family  dwell¬ 
ing  of  Class  4  construction  which  is  contrary  to  C26- 
254.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  14,  1977,  acting  on  N.B.  Applic.  #3187/ 
1966,  Objection  No.  2,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  all 
work  conform  to  the  resolution  adopted  this  date  under 
Calendar  Number  964-77-BZ ;  and  that  all  other  laws,  rules 
and  regulations  be  complied  with. 


981-77-BZ 

APPLICANT — Stein,  Davidoff,  Malito  and  Katz  for  Con¬ 
solidated  Edison  of  New  York,  Incorporated,  owner,  Gym¬ 
nastic  Enterprises,  Incorporated,  lessee. 

SUBJECT — Application  December  20,  1977 — decision  of  the 
Borough  Superintendent,  under  Section (s)  72-01  (b)  and 


72-21  of  the  Zoning  Resolution,  to  permit  in  an  R8  district, 
the  erection  of  a  one  story  structure  for  use  as  a  physical 
culture  establishment  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED— 405-411  East  73rd  Street,  north 
side,  113  feet  east  of  First  Avenue,  Block  1468,  Lot  5,  Bor¬ 
ough  of  Manhattan,  Community  Board  #8M. 
APPEARANCES— 

For  Applicant:  Sid  Davidoff. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION — 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  28,  1978,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  7,  1978;  then  to  March  21,  1978; 
and 

Whereas,  the  design  of  the  Borough  Superintendent, 
dated  November  9,  1977,  acting  on  N.B.  Applic.  #30/1977, 
reads : 

“1.  Proposed  Use  Group  9  physical  culture  estab¬ 
lishment  is  not  a  permitted  use  within  a  R-8  zoning  dis¬ 
trict  Section  22-00  Z.R. 

7.  Provide  a  minimum  thirty  (30)  foot  rear  yard 
Section  23-47  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
limited  to  the  objection  cited,  and  that  the  application  be  and 
it  hereby  is  granted  under  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R8  district,  the  erection  of  a  one-story 
structure  for  use  as  a  physical  culture  establishment  that 
encroaches  on  the  required  rear  yard,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  as  they  apply 
to  the  objection,  above  cited,  filed  with  this  application, 
marked  “Received  December  20,  1977”,  3  sheets,  and  “March 
17,  1978”,  2  sheets;  on  further  condition  that  a  smoke  detec¬ 
tion  system  be  installed  with  a  central  office  connection ;  that 
fences  be  provided  along  lot  lines  providing  a  fire  barrier 
from  adjoining  windows;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 

982-77-A 

APPLICANT — Stein,  Davidoff,  Malito  and  Katz  for  Con¬ 
solidated  Edison  Company  of  New  York,  Incorporated, 
owner,  Gymnastic  Enterprises,  Incorporated,  lessee. 

SUBJECT —  Application  December  20,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  frontage  sepa¬ 
ration  from  interior  lot  line. 

PREMISES  AFFECTED — 405-411  East  73rd  Street,  north 
side,  113  feet  east  of  First  Avenue,  Block  1468,  Lot  5,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sid  Davidoff. 

For  Opposition :  None. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Fossella,  Vice  Chairman  Agusta, 


Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  7,  1977,  on  N.B.  Applic.  #30/77,  reads: 

“3.  Failure  to  provide  a  required  ten  (10)  foot  clear 
space  around  the  entire  perimeter  of  the  tent  structure 
contrary  to  C26-718.3. 

4.  Failure  to  provide  a  required  twenty  (20)  foot 
separation  from  the  interior  lot  lines,  contrary  to 
C26-718.2.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  7,  1977,  acting  on  N.B.  Applic.  #30/77, 
Objection  Nos.  3  and  4,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
all  work  conform  to  the  resolution  adopted  this  date  under 
Calendar  Number  981-77-BZ;  and  that  all  other  laws,  rules 
and  regulations  be  complied  with. 


268-77-BZ 

APPLICANT — Calvanico  Associate  for  Sunshine  Broker¬ 
age  Corporation,  owner. 

SUBJECT — Application  May  25,  1977  —  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  installa¬ 
tion  of  an  advertising  sign  that  on  the  distance  to  an 
arterial  highway  and  encroaches  on  the  residence  district 
boundary. 

PREMISES  AFFECTED — 82  Nelson  Street,  southwest 
corner  of  Henry  Street,  Block  526,  Lot  24,  Borough 
of  Brooklyn.  Community  Board  #6BK. 
APPEARANCES— 

For  Applicant:  David  C.  Winters. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Waive  public  hearing. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Carroll,  Commissioner 

Cincotta  .  2 

Negative:  Chairman  Fossella,  Vice  Chairman  Agusta, 

Commissioner  Walsh,  Commissioner  Wolf  .  4 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  7,  1978,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  March  21,  1978;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  5,  1977,  acting  on  E.S.  Applic.  #172/1976,  reads: 
“1.  Proposed  advertising  sign  in  an  M-l  district 
located  within  200  feet  of  an  arterial  highway  (B’klyn- 
Queens  Exp.)  is  contrary  to  Sec.  42-53. 

2.  Proposed  advertising  sign  in  an  M-l  district  lo¬ 
cated  within  100  feet  of  an  adjoining  residence  district, 
facing  at  an  angle  of  less  than  165  degrees  away  from 
such  residence  district  and  not  limited  to  an  accessory 
business  sign  is  contrary  to  Section  42-541  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 


in  this  case  it  is  unable  to  make  findings  b  and  C  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  5,  1977,  acting  on  E.S.  #172/1976  Objection  No. 
1  and  2  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 

Adjourned:  1:25  P.M. 

Alan  D.  Gershuny,  Executive  Director 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  21,  1978,  2  P.M. 

Present:  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commissioner 
Cincotta  and  Commissioner  Wolf. 

469-77-A 

APPLICANT — Jeremiah  T.  Walsh,  P.E.,  Commissioner  of 
Buildings. 

OWNER  OF  PREMISES — Cedar  Management  Corpora¬ 
tion. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #18833  re-  stairway  enclosure. 
PREMISES  AFFECTED— 65-69  Nassau  Street,  28-30 
John  Street,  southwest  corner,  Block  65,  Lot  1,  Borough1  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Louis  Passione. 

For  Owner :  Gerald  M.  Daub. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Commissioner  of  Buildings, 
dated  July  1,  1977,  to  Modify  C.O.  #18833,  reads: 

‘‘Application  is  hereby  made  to  the  Board  of  Standards 
and  Appeals,  in  accordance  with  the  provisions  of  Sec¬ 
tion  1804  (4)  (c)  (6)  of  the  New  York  City  Charter, 
to  Modify  Certificate  of  Occupancy  #18833  in  relation 
to  the  following  building : 

65-69  Nassau  Street 
AKA  28-30  John  Street” 

and 

Whereas,  the  Premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
tinder  certain  conditions ; 

Resolved ,  that  the  application  of  the  Commissioner  of 
Buildings  for  modification  of  the  certificate  of  occupancy  be 
and  it  hereby  is  granted,  and  that  the  certificate  of  occupancy 
be  modified  to  require  the  work  as  indicated  on  a  plan  marked 
received  ‘‘March  17,  1978”,  1  sheet;  and  that  an  approved 
type  smoke  detection  system  interconnected  to  the  existing 
fire  alarm  system  be  installed  throughout  the  building;  and 
that  the  occupancy  be  limited  to  a  maximum  of  15  persons  on 
each  floor,  with  a  maximum  for  the  entire  building  of  75 
persons,  and  that  all  other  laws,  rules  and  regulations  appli¬ 
cable  shall  be  complied  with. 


916-77-A 

APPLICANT — Tucciarone  and  Amin  for  150th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  November  30,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  sub¬ 
division  of  zoning  lot. 
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PREMISES  AFFECTED— 29-33  215th  Place,  east  side, 

205.05  feet  south  of  29th  Avenue,  Block  6058,  Lot  18, 

Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mario  Tucciarone,  Joe  Gallo,  Charles 
Breman  and  Doris  Di  Giorgio. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Fossella,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh, 
Commissioner  Cincotta  and  Commissioner  Wolf  ....  6 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  29,  1977,  on  N.B.  Applic.  #203/77,  reads: 

“8.  Original  zoning  lot,  Tax  Lot  20  in  Block  6058, 
which  was  reapportioned  into  Lots  18  and  20  failed  to 
provide  a  minimum  5'0"  side  yard  for  Lot  20  creating  a 
non-compliance  in  violation  of  Sects.  12-10  and  23-461  of 
the  Zon.  Res.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  November  29,  1977  acting  on  N.B. 
Applic.  #203/77  Objection  No.  8  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  three  feet  along  the  northerly  lot  line  of  lot  18  be  con¬ 
veyed  to  lot  20  ;  that  no  enlargements  or  extensions  be  per¬ 
mitted  which  will  reduce  the  10  foot,  4  inch  distance  between 
buildings ;  and  on  further  conditions  that  the  building  shall 
substantially  conform  to  drawings  marked  received  “Novem¬ 
ber  30,  1977”,  2  sheets;  and  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 


115-77-A 

APPLICANT — Fr.  Paul  Kueynda  for  SS  Cosmas  and 
Damian  Human  Services  Center,  Incorporated,  owner. 

SUBJECT — Application  March  2,  1977 — filed  pursuant  to 
Section  36  of  the  General  City  Law  and  Section  230  of 
the  New  York  City  Charter  re-  street  abutting  building 
must  be  improved. 

PREMISES  AFFECTED  — 155  Bruckner  Avenue,  east 
side,  100  feet  north  of  Forest  Avenue,  Block  1234,  Lot  52, 
Mariner’s  Harbor,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision,  hearing  closed. 


468-77-A 

APPLICANT — Jeremiah  T.  Walsh,  Commissioner  of  Build¬ 
ings. 

OWNER  OF  PREMISES— William  Schmid. 

SUBJECT — Application  July  7,  1977 — for  Modification  of 
Certificate  of  Occupancy  #4467  re-  access  to  fire  escapes, 
and  stairway  enclosure. 

PREMISES  AFFECTED— 25-29  William  Street  and  38-42 
Exchange  Place,  southwest  corner,  Block  25,  Lot  27, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Louis  Passione. 

For  Owner :  Amy  Jane  Edelstein. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1978,  at  2 
P.M.,  for  continued  hearing,  additional  information. 


706-77- A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  froni  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 158  Joseph  Avenue,  northwest 
corner  of  Oakville  Street,  Block  1987,  Lot  320,  Willow- 
brook,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  William  Lichtner. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


707-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 156  Joseph  Avenue,  west  side, 
26.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  321, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision ;  additional  information ;  hearing  closed. 


708-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 152  Joseph  Avenue,  west  side, 
50.8  feet  north  of  Oakville  Street,  Block  1987,  Lot  322, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


709- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  for  consideration — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 150  Joseph  Avenue,  west  side, 
75.6  feet  north  of  Oakville  Street,  Block  1987,  Lot  323, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 

710- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 146  Joseph  Avenue,  west  side, 
100.4  feet  north  of  Oakville  Street,  Block  1987,  Lot  325, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 
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711-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 144  Joseph  Avenue,  west  side, 
125.2  feet  north  of  Oakville  Street,  Block  1987,  Lot  326, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


712-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 140  Joseph  Avenue,  west  side, 
150  feet  north1  of  Oakville  Street,  Block  1987,  Lot  327, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  THE  BOARD— Laid  oyer  to  April  11,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


713-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 138  Joseph  Avenue,  west  side, 
174.8  feet  north  of  Oakville  Street,  Block  1987,  Lot  328, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  THE  BOARD— Laid  oyer  to  April  11,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


714-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough1  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 134  Joseph  Avenue,  west  side, 
199.6  feet  north  of  Oakville  Street,  Block  1987,  Lot  330, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  THE  BOARD— Laid  oyer  to  April  11,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed.  ,  ;  .  * l4j 


715-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 


PREMISES  AFFECTED — 132  Joseph  Avenue,  west  side, 
224.4  feet  north  of  Oakville  Street,  Block  1987,  Lot  331, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


716-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 128  Joseph  Avenue,  west  side, 
249.2  feet  north  of  Oakville  Street,  Block  1987,  Lot  332, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


717-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 126  Joseph  Avenue,  west  side, 
274.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  333, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


718-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 122  Joseph  Avenue,  west  side, 
302.42  feet  south  of  Harold  Street,  Block  1987,  Lot  335, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


719-77-A 

APPLICANT — Lichter  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 120  Joseph  Avenue,  west  side, 
277.62  feet  south  of  Harold  Street,  Block  1987,  Lot  336, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


720-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 
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SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7) 

PREMISES  AFFECTED — 116  Joseph  Avenue,  west  side, 
252.82  feet  south  of  Harold  Street,  Block  1987,  Lot  337, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


721-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 

of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 114  Joseph  Avenue,  west  side, 
228.02  feet  south  of  Harold  Street,  Block  1987,  Lot  338, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


722-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 110  Joseph  Avenue,  west  side, 

203.22  feet  south  of  Harold  Street,  Block  1987,  Lot  340, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


723-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 108  Joseph  Avenue,  west  side, 
178.42  feet  south  of  Harold  Street,  Block  1987,  Lot  342, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  THE  BOARD— Laid  oyer  to  April  11,  1978, 
at  2  P.M.,  for  decision ;  additional  information ;  hearing 
closed. 


724-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 104  Joseph  Avenue,  west  side, 
153.62  feet  south  of  Harold  Street,  Block  1987,  Lot  343, 
Willowrbrook,  Borough  of  Staten  Island. 

ACTION  OF  THE  BOARD— Laid  oyer  to  April  11,  1978, 
at  2  P.M.,  for  decision ;  additional  information ;  hearing 
closed. 


725-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 


SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 102  Joseph  Avenue,  west  side, 
128.82  feet  south  of  Harold  Street,  Block  1987,  Lot  344, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  THE  BOARD — Laid  over  to  April  11,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


726-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 98  Joseph  Avenue,  west  side, 
104.02  feet  south  of  Harold  Street,  Block  1987,  Lot  346, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  THE  BOARD— Laid  over  to  April  11,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


727-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywrell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 96  Joseph  Avenue,  west  side, 

79.22  feet  south  of  Harold  Street,  Block  1987,  Lot  347, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  THE  BOARD— Laid  oyer  to  April  11,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


728-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 92  Joseph  Avenue,  west  side, 

44.22  feet  south  of  Harold  Street,  Block  1987,  Lot  348, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  THE  BOARD — Laid  over  to  April  11,  1978, 
at  2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


729-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 90  Joseph  Avenue,  southwest 
corner  of  Harold  Street,  Block  1987,  Lot  350,  Willow¬ 
brook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 
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730-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  or  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 159  Joseph  Avenue,  northeast 
corner  of  Oakville  Street,  Block  1987,  Lot  256,  Willow- 
brook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


731-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 157  Joseph  Avenue,  east  side, 
26.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  257, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


732-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 153  Joseph  Avenue,  east  side, 

50.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  258, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


733- 77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 151  Joseph  Avenue,  east  side, 
75.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  259, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information ;  hearing 
closed. 

734- 77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 147  Joseph  Avenue,  east  side, 

99.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  261, 
Willowbrook,  Borough  of  Staten  Island. 


ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


735-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 145  Joseph  Avenue,  east  side, 
124.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  262, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


736-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 141  Joseph  Avenue,  east  side, 
148.5  feet  north  of  Oakville  Street,  Block  1987,  Lot  263, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


737-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 139  Joseph  Avenue,  east  side, 
173.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  264, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


738-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 135  Joseph  Avenue,  east  side, 

197.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  266, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


739-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 
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PREMISES  AFFECTED — 133  Joseph  Avenue,  east  side, 
222.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  267, 
Willo\vbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


740-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 129  Joseph  Avenue,  east  side, 
246.50  feet  north  of  Oakville  Street,  Block  1987,  Lot  268, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision ;  additional  information ;  hearing 
closed. 


741-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 127  Joseph  Avenue,  east  side, 
271.00  feet  north  of  Oakville  Street,  Block  1987,  Lot  269, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


742-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 123  Joseph  Avenue,  east  side, 
295.20  feet  north  of  Oakville  Street,  Block  1987,  Lot  271, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


743- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 121  Joseph  Avenue,  east  side, 
319.40  feet  north  of  Oakville  Street,  Block  1987,  Lot  272, 
Willow'brook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 

744- 77- A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 


SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 117  Joseph  Avenue,  east  side, 
206.64  feet  south  of  Harold  Street,  Block  1987,  Lot  272, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


745-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
derision  of  the  Borough  Superintendent  re-  proposed  use 

of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 115  Joseph  Avenue,  east  side, 
242.44  feet  south  of  Harold  Street,  Block  1987,  Lot  274, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  2 

P.M.,  for  decision;  additional  information;  hearing  closed. 


746- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 111  Joseph  Avenue,  east  side 
218.24  feet  south  of  Harold  Street,  Block  1987,  Lot  276, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 

747- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 109  Joseph  Avenue,  east  side, 
194.04  feet  south  of  Harold  Street,  Block  1987,  Lot  277, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


748-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 105  Joseph  Avenue,  east  side, 
169.84  feet  south  of  Harold  Street,  Block  1987,  Lot  278, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


749-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 
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SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough'  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 103  Joseph  Avenue,  east  side, 
145.64  feet  south  of  Harold  Street,  Block  1987,  Lot  279, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


750-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Joseph  Avenue,  east  side, 
121.44  feet  south  of  Harold  Street,  Block  1987,  Lot  281, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


751-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 97  Joseph  Avenue,  east  side, 
97.24  feet  south  of  Harold  Street,  Block  1987,  Lot  282, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


752-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 95  Joseph  Avenue,  east  side, 
73.04  feet  south  of  Harold  Street,  Block  1987,  Lot  283, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision ;  additional  information ;  hearing 
closed. 


753-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT— Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7)- 

PREMISES  AFFECTED — 93  Joseph  Avenue,  east  side, 
48.84  feet  south  of  Harold  Street,  Block  1987,  Lot  284, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


754-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 91  Joseph  Avenue,  east  side, 
24.64  feet  south  of  Harold  Street,  Block  1987,  Lot  286, 

Willowbrook,  Borougn  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


755- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 89  Joseph  Avenue,  southeast 
corner  of  Harold  Street,  Block  1987,  Lot  287,  Willow¬ 
brook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 

756- 77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 121  Washington  Avenue,  north¬ 
west  corner  of  Oakville  Street,  Block  1987,  Lot  254,  Wil¬ 
lowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


757-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 119  Washington  Avenue,  west 
side,  26  feet  north  of  Oakville  Street,  Block  1987,  Lot  253, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


758-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 117  Washington  Avenue,  west 
side,  50.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
252,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision ;  additional  information ;  hearing 
closed. 
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759-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 115  Washington  Avenue,  west 
side,  75  feet  north  of  Oakville  Street,  Block  1987,  Lot  251, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


760-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 111  Washington  Avenue,  west 
side,  99.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
249,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


761-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 109  Washington  Avenue,  west 
side,  124.00  feet  north  of  Oakville  Street,  Block  1987,  Lot 
248,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


762-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 105  Washington  Avenue,  west 
side,  173.0  feet  north  of  Oakville  Street,  Block  1987,  Lot 
246,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


763-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 107  Washington  Avenue,  west 
side,  148.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
247,  Willowbrook,  Borough  of  Staten  Island. 


ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 

764-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 101  Washington  Avenue,  west 
side,  197.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 
244,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


765-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 

decision  of  the  Borough  Superintendent  re-  proposed  use 

of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Washington  Avenue,  west 
side,  222.0  feet  north  of  Oakville  Street,  Block  1987,  Lot 
243,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


766-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 99  Washington  Avenue,  west 

side,  746.50  feet  north  of  Oakville  Street,  Block  1987,  Lot 

242,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  2 
PM.,  for  decision;  additional  information;  hearing  closed. 


767-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 

decision  of  the  Borough  Superintendent  re-  proposed  use 

of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7)- 

PREMISES  AFFECTED — 93  Washington  Avenue,  west 
side,  271.0  feet  north  of  Oakville  Street,  Block  1987,  Lot 
241,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


768-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUEJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 91  Washington  Avenue,  west 
side,  295.20  feet  north  of  Oakville  Street,  Block  1987, 
Lot  239,  Willowbrook,  Borough  of  Staten  Island. 
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ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 

769-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 89  Washington  Avenue,  west 
side,  319.4  feet  north  of  Oakville  Street,  Block  1987,  Lot 
238,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


770-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 87  Washington  Avenue,  west 
side,  293.94  feet  south  of  Harold  Street,  Block  1987,  Lot  237, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


771-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 85  Washington  Avenue,  west 
side,  269.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
236,  Willow'brook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 

closed. 


772-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 81  Washington  Avenue,  west 
side,  245.54  feet  south  of  Harold  Street,  Block  1987,  Lot 
234,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


773-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 


PREMISES  AFFECTED — 79  Washington  Avenue,  west 
side,  221.34  feet  south  of  Harold  Street,  Block  1987,  Lot 
233,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 

774-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 75  Washington  Avenue,  west 
side,  196.94  feet  south  of  Harold  Street,  Block  1987,  Lot 
232,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


775-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PPREMISES  AFFECTED — 73  Washington  Avenue,  west 
side,  172.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
231,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


776-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 69  Washington  Avenue,  west 
side,  148.74  feet  south  of  Harold  Street,  Block  1987,  Lot 
229,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


777-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 67  Washington  Avenue,  west 
side  124.54  feet  south  of  Harold  Street,  Block  1987,  Lot 
228,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


778-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 
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SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 63  Washington  Avenue,  west 
side,  100.34  feet  south  of  Harold  Street,  Block  1987,  Lot 
227,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


779-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 61  Washington  Avenue,  west 
side,  76.14  feet  south  of  Harold  Street,  Block  1987,  Lot 
226,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


780-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 57  Washington  Avenue,  west 
side,  43.14  feet  south  of  Harold  Street,  Block  1987,  Lot 
224,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


781-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 55  Washington  Avenue,  south¬ 
west  corner  of  Harold  Street,  Block  1987,  Lot  222,  Willow¬ 
brook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


782-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 45  Washington  Avenue,  north¬ 
west  corner  of  Harold  Street,  Block  1987,  Lot  220, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


783-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 43  Washington  Avenue,  west 
side,  29.47  feet  north  of  Harold  Street,  Block  1987,  Lot 
218,  Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


784-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 79  Joseph  Avenue,  northeast 
corner  of  Harold  Street,  Block  1987,  Lot  290,  Willow¬ 
brook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


785-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 77  Joseph  Avenue,  east  side, 
49.25  feet  north  of  Harold  Street,  Block  1987,  Lot  292, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  additional  information;  hearing 
closed. 


786-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  for  consideration — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 80  Joseph  Avenue,  northeast 
corner  of  Harold  Street,  Block  1987,  Lot  353,  Willow¬ 
brook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


787-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 
#7). 

PREMISES  AFFECTED — 78  Joseph  Avenue,  west  side, 
23.79  feet  north  of  Harold  Street,  Block  1987,  Lot  354, 
Willowbrook,  Borough  of  Staten  Island 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 
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788-77-A 

APPLICANT— Lichtner  Associates  for  Washington  Sunset 
Associates,  owner. 

SUBJECT— Application  October  26,  1977— An  appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 

of  dry  well  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 74  Joseph  Avenue,  west  side, 
48.59  feet  north  of  Harold  Street,  Block  1987,  Lot  355, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


789-77-A 

APPLICANT — Lichtner  Associates  for  Washington  Sunset 

Associates,  owner. 

SUBJECT — Application  October  26,  1977 — An  appeal  from 

a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywell  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED — 72  Joseph  Avenue,  west  side, 
73.39  feet  north  of  Harold  Street,  Block  1987,  Lot  356, 
Willowbrook,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


801-77-A 

APPLICANT — Calvanico  Associates  for  Revac  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  November  1,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7)- 

PREMISES  AFFECTED — 320  Harold  Avenue,  northwest 
corner  of  Noel  Street,  Block  6361,  Lot  34,  Aanadale, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  David  C.  Winters. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1978,  at  2 
P.M.,  for  decision;  hearing  closed. 


802-77-A. 

APPLICANT — Calvanico  Associates  for  Revac  Construc¬ 
tion  Corporation,  owner. 

SUBJECT — Application  November  1,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  is  contrary. 

PREMISES  AFFECTED — 169  Noel  Street,  northeast 
corner  of  Holdridge  Avenue,  Block  6363,  Lot  1,  Annadale, 
Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  David  C.  Winters. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1978,  at  2 
P.M.,  for  decision;  hearing  closed. 


863-77-A 

APPLICANT — Albert  Melniker  for  James  Hasson  and 
John  Galante,  owners. 

SUBJECT — Application  November  16,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  (Local  Law 

#7). 

PREMISES  AFFECTED— 1761  Forest  Avenue,  north 
side,  251.49  feet  east  of  Richmond  Avenue,  Block  1477, 
Lot  41,  Port  Richmond,  Borough  of  Staten  Island. 


APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  hearing  closed. 

871-77-A 

APPLICANT — Albert  Melniker  for  442  Richmond  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  22,  1977 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed  use 
of  drywells  for  the  disposal  of  storm  water  is  contrary 
(Local  Law  #7). 

PREMISES  AFFECTED — 15  Neptune  Place,  north  side, 
116.96  feet  west  of  Willowbrook  Road,  Block  2099,  Lot 
24,  New  Springfield,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at 
2  P.M.,  for  decision;  hearing  closed. 

917- 77-A 

APPLICANT — Lichtner  Associates  for  A.  Rokhsar,  owner. 

SUBJECT — Application  November  30,  1977 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  drywells  for  the  disposal  of  storm  water,  Local  Law 

#7. 

PREMISES  AFFECTED — 18  Schubert  Street,  west  side, 
160'  south  of  St.  Johns  Avenue,  Block  3007,  Lot  15,  Rose 
Bank,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  William  B.  Lichtner. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  hearing  closed. 

918- 77-A 

APPLICANT — Lichtner  Associates  for  A.  Rokhsar,  owner. 

SUBJECT — Application  November  30,  1977 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street ;  proposed 
use  of  drywells  for  the  disposal  of  storm  water,  Local  Law 

#7. 

PREMISES  AFFECTED — 20  Schubert  Street,  west  side, 
186.84'  south  of  St.  Johns  Avenue,  Block  3007,  Lot  16,  Rose 
Bank,  Borough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  William  Lichtner. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  hearing  closed. 

919- 77-A 

APPLICANT — Lichtner  Associates  for  A.  Rokhsar,  owner. 

SUBJECT — Application  November  30,  1977 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
building  not  fronting  on  a  legally  mapped  street ;  proposed 
use  of  drywells  for  the  disposal  of  storm  water,  Local  Law 

#7. 

PREMISES  AFFECTED — 24  Schubert  Street,  west  side, 
213.68'  south  of  St.  Johns  Avenue,  Block  3007,  Lot  18,  Rose 
Bank,  Borough  of  Staten  Island. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  hearing  closed. 


920-77-A 

APPLICANT — Lichtner  Associates  for  A.  Rokhsar,  owner. 
SUBJECT — Application  November  30,  1977 — Filed  pursuant 
to  Section  36,  Article  3,  General  City  Law,  re-  proposed 
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building  not  fronting  on  a  legally  mapped  street;  proposed 
use  of  drywells  for  the  disposal  of  storm  water,  Local  Law 

#7. 

PREMISES  AFFECTED — 26  Schubert  Street,  west  side, 
240.52'  south1  of  St.  Johns  Avenue,  Block  3007,  Lot  19, 
Rose  Bank,  Borough  of  Staten  Island. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1978,  at  2 
P.M.,  for  decision;  hearing  closed. 


941-77-A 

APPLICANT — Louis  Lieberman  for  Frbil  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  December  13,  1977 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
motor  vehicle  repair  shop  into  two  story  frame  building. 

PREMISES  AFFECTED— 8664-8666  18th  Avenue,  west 
side,  150  feet  north  of  Benson  Avenue,  Block  6368,  Lot  55, 
Borough  of  Brooklyn. 

APPEARANCES—  _ 

For  Applicant :  Louis  Lieberman. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1978,  at  2 
P.M.,  for  decision;  additional  information;  hearing  closed. 


946-77-A 

APPLICANT — John  T.  O’Hagan,  Fire  Commissioner. 

OWNER  OF  PREMISES— Samuel  J.  Lefrak. 

SUBJECT — Application  December  13,  1977 — for  Modifica¬ 
tion  of  Certificate  of  Occupany  #186310  re-  Sprinkler 
System. 

PREMISES  AFFECTED— 97-77  Queens  Boulevard, 

northwest  corner  of  65th  Avenue,  Block  2092,  Lot  1, 
Richmond  Hill,  Borough1  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  R.  J.  Ellis  F.D. 

For  Owner:  Jack  Brown  and  George  D.  Kelley. 


ACTION  OF  BOARD — Laid  over  to  April  25,  1978,  at  2 
P.M.,  for  continued  hearing;  additional  information. 


991-77-A 

APPLICANT — M.  Milton  Glass  for  William  L.  Morris 
et  al,  c/o  Adams  and  Company  Real  Estate,  Incorporated 
owner. 

SUBJECT — Application  December  27,  1977 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Elevator  in  readiness. 

PREMISES  AFFECTED — 42-50  West  39th  Street,  south¬ 
east  corner  of  Sixth  Avenue  Block  840,  Lot  71,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Elliot  M.  Glass. 

For  Administration:  Lt.  R.  J.  Ellis  F.D. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1978,  at  2 
P.M.,  for  decision;  hearing  closed. 


992-77-A 

APPLICANT — M.  Milton  Glass  for  East  Twenty  Sixth 
Joint  Venture  c/o  Adams  and  Company  Real  Estate,  In¬ 
corporated,  owner. 

SUBJECT — Application  December  27,  1977 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Elevator  in  readiness. 

PREMISES  AFFECTED — 11-13  East  26th  Street,  north 
side,  157.6  feet  east  of  5th  Avenue,  6-8  East  27th  Street, 
Block  856,  Lot  9,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Elliot  M.  Glass. 

For  Administration:  Lt.  R.  J.  Ellis  F.D. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1978,  at  2 
P.M.,  for  decision;  hearing  closed. 

Adj  ourned :  3 :35  P.M. 

Alan  D.  Gershuny,  Executive  Director 
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CORRECTION* 

The  resolution  adopted  May  3,  1977  under  Calendar 
Number  131-77-A  and  published  in  Bulletin  No.  19,  Volume 
XLII,  is  hereby  corrected  to  read  as  follows : 

131-77-A 

APPLICANT— Andrew  Tsarsis  for  Carl  Gambino,  owner, 
SUBJECT— Application  March  10,  1977— filed  pursuant  to 
Section  36,  Article  3  of  the  General  City  Law  re-  proposed 
building  not  fronting  on  a  legally  mapped  street. 
PREMISES  AFFECTED — 1  Buttonwood  Road,  southeast 
corner  of  Hunt  Lane,  Block  881,  Lot  280,  Todt  Hill,  Bor¬ 
ough  of  Staten  Island. 

APPEARANCES— 

For  Applicant:  A.  Tsarsis. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Vice  Chairman  Agusta,  Commissioner 
Carroll,  Commissioner  Walsh  and  Commissioner 


Cincotta  .  4 

Negative:  . 0 

Absent :  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  7,  1977,  on  N.B.  Applic.  #275/77,  reads : 

“1.  The  street  providing  access  to  the  proposed 
structure  has  not  been  placed  on  the  official  map  of  the 
City  of  New  York. 

(a)  A  Certificate  of  Occupancy  may  not  be  is¬ 
sued  as  per  Article  3  Section  36  of  the  General 
City  Law. 

(b)  Proposed  construction  does  not  have  at 
least  8%  of  the  total  perimeter  of  the  building  front¬ 
ing  directly  upon  a  legally  mapped  street  or  frontage 
space  and  is  therefore  contrary  to  C26-401.1  of  the 
Administrative  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  7,  1977,  acting  on  N.B.  Applic.  #275/77,  Objec¬ 
tion  No.  1  a  and  b,  and  it  hereby  is  modified  under  the 
power  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted ,,  on  con¬ 
dition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  the  standards  of 
the  Department  of  Highways ;  on  further  condition  that  the 
easement  for  street  purposes  is  filed  and  made  known  to  the 
Corporation  Counsel;  that  all  work  shall  be  substantially 
completed  within  one  year  from  the  date  of  this  resolution; 
and  that  the  building  shall  substantially  comply  with  draw¬ 
ings,  marked  “Received  March  10,  1977”,  one  sheet,  and 
“March  30,  1977”,  one  sheet;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 

*  In  Resolved  section,  words  in  italics  shows  correction 
that  was  made  to  the  resolution. 


CORRECTION* 

The  resolution  adopted  November  22,  1977  and  printed  in 
Bulletin  No.  48,  Volume  LXII  under  Calendar  Number 
250-77-A  is  hereby  corrected  to  read  as  follows : 

250-77-A 

APPLICANT — Tokheim  Corporation,  owner. 

SUBJECT — Application  May  12,  1977 — appeal  from  a  deci¬ 
sion  of  the  Board  of  Standards  and  Appeals.  Resolution 
granted  under  Calendar  #436-58-SA,  re-  use  of  self- 
service  gasoline  dispensers  and  accessories  at  a  specific 
location. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Klein,  Vice  Chairman  Agusta, 
Commissioner  Carroll,  Commissioner  Walsh,  Commis¬ 


sioner  Cincotta  and  Commissioner  Fossella .  6 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Board  of  Standards  and 
Appeals  Resolution  Cal.  No.  436-58-SA,  dated  November  8, 
1958,  states : 

“The  pumps  shall  not  be  used  for  self-service  stations.” 
and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  approval  of  the  Board  of  Standards  and  Appeals, 
dated  November  18,  1958  under  Calendar  Number  436-58-SA 
under  the  provisions  of  C26-191.0  for  Tokheim  pumps;  and 

Whereas,  this  case  was  reopened  at  various  times  to  amend 
the  approval  to  include  additional  models  and  last  amended  on 
November  3,  1976,  and  that  this  application  is  to  remove  the 
restriction  at  this  location  to  allow  for  self-service  gasoline 
pumps. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  restriction  for  self-service  gasoline  pumps 
only  at  39-04  Northern  Boulevard,  Long  Island  City,  New 
York  11101,  said  location  having  been  approved  by  the  Board 
of  Standards  and  Appeals  as  a  self-service  gasoline  station 
(Calendar  Number  589-76-A),  and  that  the  amendment  is 
granted  on  condition  that  (1)  a  single  emergency  switch 
prominently  labelled  and  conveniently  located  for  immediate 
access  by  the  “cashier-operator”  shall  be  provided  which  can 
shut  down  all  consoles,  pumps  and  dispensers  at  the  premises 
at  one  time;  (2)  that  installation,  alteration,  test  or  repair 
of  any  gasoline  or  diesel  oil  piping,  pumps  or  dispensers 
shall  only  be  done  by  a  person  holding  a  Certificate  of  Fitness 
issued  by  the  Fire  Department  pursuant  to  Section  09-16.1 
and  C19.2.0-29b  of  the  Administrative  Code  of  the  City  of 
New  York;  (3)  and  that  the  actuation  of  the  heat  detection 
system,  as  required  by  Calendar  Number  589-76-A,  will  shut 
down  all  consoles,  pumps  and  dispensers  at  the  premises  at 
one  time. 

*  In  Resolved  section,  correction  is  made  to  read  Section 
09-16.1  rather  than  09-161. 1. 
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